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Ike Prepares 
For Return 
To Capital 


DENVER (TP) — President Eisenhower passed his final 
hospital medical examination with flying colors today in a 
busy morning in which he accepted the resignation oi his ap­ 
pointments secretary, Bemard M. Shank). 
Shanley's resignation, to return to the private practice of 
law', was announced along wdth President 
Eisenhower’s ap­ 
pointment of two Democrats and two Republicans as members 
of a 12-member commission to investigate and study govern­ 
ment security. 


They were former Democratic Atty. Gen. James P. Mc- 
Granery of Philadelphia, Carter Lane Burgess, assistant secre- 
--------------------------------------— tary of defeme, 
“ 
Marin Pops Up 
In Selection Of 
Abbott Jurors 


OAKLAND W —Marin County 
popped up today in the long, slow 
job of picking a Jury to' try Bot- 
ton W, Abbott for the so-caUed 
•‘kidnap-murder that nobody saw.’* 
(See earlier story on page four.) 
Defense attorneys asked pros­ 
pective Jurors if they had any 
connection with anyone In Marin 
County or knew about Lagunltas 
road near Sen Rafael. 
Some bus and taxicab drivers 
once were reported to have said 
they saw a girl resembling 14- 
year-old Stephanie Bryan, the kid­ 
nap-murder victim, in the San 
Rafael Greyhound bus station, on 
April 29—the day after she van­ 
ished from school in Berkeley. 
Along Lagunltas road a hole was 
found which was touted for a few 
dpys as Stephanie's “first grave.” 
This was subsequently discounted 
by the Marin Sheriff’s Office. 
Stephanie’s body was not found 
until July 20 in a shallow grave 
in the Trinity Alps, 270 miles 
northwest of Berkeley. 


'TORTURE' 
Alcatraz Con 
Protests 
Tobacco Ban 
SAN FRANCISCO m — “Even 
the Communistic system’* wouldn’t 
use the “psychological torture” of 
depriving a man of tobacco in any 
form, says an Akatraz convict to 
a petition to federal court. 
Prisoner Joseph A. Wagstaff of 
Washington. D.C., doing Ifl years 
for armed robbery, said in his 
petition filed yesterday that be 
also was refused treatment for a 
skin ailment and was kept for 
more than a month in an “en­ 
closed front cell” without bedding. 
This, he said, is a violation of 
the Eighth Amendment to the Bill 
of Rights, which bans cruel and 
unusual punishment. 
Associate Warden 
J . B. Lati- 
more said the 30-year-old convict 
recently has been a disciplinary 
problem but Latimore said that as 
far as he knows Wagstaff is getting 
his regular tobaooo ration. 


another Demo­ 
crat; and Undersecretary of Com­ 
merce Louis S. Rothschild 
and 
Franklin D. Murphy, chancellor of 
the University of Kansas, Repub­ 
licans. 


T AKEOFF TIME 
The White House 
said 
the 
President will leave here at 8 a. 
m. tomorrow and arrive to Wash­ 
ington shortly after 1 p.m. 
The bulletin note of the Presi­ 
dent’s final examinations: 
“His physical examinations, lab­ 
oratory studies and cardiogram 
are satisfactory. 
“X-ray of the chest and cardiac 
fluroscopy are satisfactory and un­ 
changed from his 
previous ex­ 
aminations. His heart continues to 
show no enlargement.” 
In preparation for the walk up 
the 19-foot ramp to the Columbine 
III tomorrow, the President re­ 
hearsed by climbing up and down 
the 20 steps between the 8th and 
9th floors of the hospital. 


EVERYONE HAPPY 
The mood at the hospital on this 
final day is a Joyous one. Doctors, 
nurses, and all the others who 
have cared for the President, are 
relieved and pleased that his heart 
is mending well. 
Eisenhower undoubtedly is hap­ 
piest of all, although ÍÍÍS wife Is 
feeling mighty good about the way 
things are going. 
Departure from the hospital Is 
fixed for about 7:30 am. tomorrow 
and 30 minutes later he will take 
off for Washington 
aboard the 
Columbine III. 
His doctors agree that the Presi­ 
dent could have left the hospital 
a few days ago If he had been 
willing to be carried aboard the 
plane. But he insisted that when 
he did leave he was going to be 
able to walk up the 19-step ramp. 


SPEAK TO NATION 
In going up the ramp to hte 
plane at Lowry Air Force Base 
here, Eisenhower will 
pause on 
about the seventh step at a mic­ 
rophone to place there and ad­ 
dress the nation briefly on tele­ 
vision and radio. He probably will 
express thanks for the prayers for 
his recovery and for the tens of 
th'O'Usands of “get well” m:esseges 
he has received. 
He also plans another brief in­ 
formal talk 
on arrival at 
the 
Washington airport. 
'There will be a “welcome home” 
reception there and greetings from 
crowds along the route from the 
airport to the White House, which 
Eisenhower left Aug. 14 for a 
Colorado work and play vacation. 
He was stricken to Denver Sept. 
24. 


ANOTHER WARREN TO WED 
Dorothy Warren, 24, one of the three daughters of Chief 
Justice and Mrs. Earl Warren, poses in Los Angeles this 
morning with Dr. Carmine D. Clemente. 27, after their en­ 
gagement was announced today by her parents. Both are em­ 
ployed at the Los Angeles Medical Center where he is assistant 
professor of anatomy. Another of Warren’s daughters, Nina, 
22, married a doctor last week in Las Vegas. 


2nd San Rafael High 


School Under Study 


San Rafael High School must 
be expanded or a second high 
school built In the next few years 
because the present plant has Just 
about reached the saturation point. 
This is. the pr'Oblem faced by 
the San Rafael Board of Educa­ 
tion, members of which declared 
Tuesday night that study should 
begin immediately on one of two 
alternatives. Either the present 
high school must ge|;^ ^ n e w ^ e o ^ 


North Marin 
Fire Danger 
Still High 


November’s freak s u m m e r y 
weather has heightened the danger 
of fires, Novato Fire Chief George 
Cavallero warned today as his de­ 
partment reported two momtog 
grass blazes. 
Rainfall in North Marto Is 
about four inches below normal 
for this date, he noted. 
Both of today’s fires burned 
briskly, he said, a sign that neith­ 
er atmospheric moisture or dew 
exists to lessen the fire danger. 
Citations will be issued to per­ 
sons breaking the still-ln-effect 
fire season rules. Fire permits must 
be secured. All fires must, be out 
by noon. 
The first fire occurred at 4:07 
a. m. today when a motorist’s care­ 
lessly tossed cigarette Ignited a 40 
by 50-foot area on Highway 101 
across from Galli’s Restaurant at 
Ignacio. The second, at 6:58 a. m., 
was caused by a Northwestern Pa­ 
cific trainman’s flare, thrown from 
a passing train. It burned a 20 by 
50-foot area near McPhail’s at Ig­ 
nacio. 


wing and added gym facilities, or 
a new high school built elsewhere. 
The school district is now nego­ 
tiating for about 25 acres on the 
Freitas Ranch south of Terra 
Linda. 
A bond election to finance high 
school needs is also a distinct 
possibOity. Supt. Frank Lucas said 
either a science wing or an ex­ 
panded gym can probably be fi­ 
nanced without a bond election, 
but an election would be neces­ 
sary to finance both. If a new high 
school is built, a bond election 
would be a must. 


OVERLOADED ROOMS 
Lucas laid out classroom utiliza­ 
tion charts to show that about 10 
of the classrooms are already over­ 
loaded on the average. School en­ 
rollment is now about 1,050, and 
if the enrollment grows by another 
100 or so, the school would be 
Jammed, the supertotendent re­ 
ported. 
About 90 students from Novato 
left the high school this year be­ 
cause Novato is building its own 
high school, but this was more 
than offset by an increase 'Of 125 
students. 
Among expansion possibilities at 
the present high school is adding 
a science wing and releasing the 
present science classrooms, to be 
converted into seven academic 
classrooms. 


CRUX OF PROB'LEM 
Board Member Thomas Boyd 
pointed out that the question boils 
down to this: Should the present 
high school be expanded to an 
attempt to keep pace with growth 
for the next few years, or should 
plans begin for a brand new high 
school. He warned that something 
concrete must be done at once 
(Continued on page eight) 


3 Freed Turncoats Plan To Fight 
Communism With Radio Broadcasts 


SAN FRANCISCO (iP) — Three 
turncoat American soldiers, daz­ 
zled by freedom suddenly thrust 
upon them, today mapped ambi­ 
tious plans to fight the commu­ 
nism they once embraced. 
Lewis W. Origgs, Otho Q. Bell, 
and William A. Cowart fly tn Port­ 
land, Ore., today to hopes of get­ 
ting that fight under way. 
They plan to begin a series of 
anti-Communlst broadcasts on ra­ 
dio network programs carried from 
the Wings of Healing, an evangel­ 
ical church to downtown Portland. 
The next step would be to furth­ 
er their e<*''Cations. 


Griggs, who quit high school a 
year and a half before gradua­ 
tion, hopes to finish that and four 
years more at Jacksonville Baptist 
College, Jacksonville, Tex. 
Bell, who quit school after the 
eighth grade, said: 
"I’m going to fight Commu- 
'nists. I 'don’t kn'O'W for sure Just 
how, but that’s what I’m going to 
do. And to do It, I need a lot of 
education. We were brainwashed 
over there, and it takes an educa­ 
tion to stand up to that sort of 
thing. I don’t have it, and I need 
i t ” 
Cowart, who left high school to 
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his Junior year to enlist to the 
Army, has, like Bell, no definite 
plans for returning to school. But 
he said that he learned while a 
prisoner that he had made a mis­ 
take to quitting school and that 
«education is the only thing that 
can beat the Communists, and we 
have to beat them.” 
Dr. Thomas Wyatt, pastor of the 
Wings of Healing Temple, Is an 
ardet^t anti-Communlst. He plans 
to meet them to Portland and may 
make arrangements for their ap­ 
pearance at the church or on 
broadcasts. 
Programi from the temple are 
carried over Mutual and ABC net­ 
works. 


Griggs said the trio was looking 
forward to the broadcasts because 
of "the connection between Chris­ 
tianity and anti-communism—they 
go together perfectly.” 


They will be accompanied to 
Portland by one of their defense 
attorneys, George Davis. He has 
¡been imytog their expenses smce 
the Army released them from the 
Ft. B'akcr stockade in Marin TU'es- 
day. 
The three were released after 
the U.S. Supreme Court ruled that 
civilians are not subject to mili­ 
tary trials for crimes allegedly 
oonunltled while to servloe. The 


TURNCOAT TRIO 
MAY SUE ARMY 
OVER JAILING 


Prospect that the worm may 
turn to the case of the U.S. 
Army vs. turncoat Otho G. 
Bell, William A. Cowart' and 
Lewis Griggs arose yesterday. 
San Francisco a t t o r n e y 
George T. Davis, acting for 
the trio, indicated that he is 
considering making the turn­ 
coats. plaintiffs, and the Army 
and some of its personnel de­ 
fendants to action seeking 
damages for the alleged “il­ 
legal Jailing” of the men. 
Davis sai.d there Is a case 
on record which gives prece­ 
dent for such damage action. 
In the case which he cited, 
Davis indicated, a court held 
that all persons involved to 
Jailing a man, including Army 
personnel a'Cting under a clear 
order from superiors, may be 
held personally responsible for 
damages. 
Also under consideration by 
Davis is a move to seek Army 
reversal of its action to dis­ 
honorably discharging them. 


Ross Trustees 
Cold Shoulder 
Area Study 


Aren't Interested 


In 'Administrative 


Organizotion' Pian 


Dist. Supt. Kenneth M. For- 
ry’s letter inviting Ross School 
trustees to participate in “a 
study of an administrative or­ 
ganization in the Ross Valley” 
got the cold shoulder from the 
Ross board last night. 
Trustees didn’t take any ac­ 
tion on the letter but indicated 
they wouldn’t be interested in 
this study which could possibly 
lead to the 
unionization of 
the Ross, Kentfield, 
San An­ 
selmo and Fairfax Elementary 
School Districts. 
Stephen Parodi, Ross superta- 
tendent, 
said 
he 
interpreted 
Forry’s letter as “merely a courtesy 
notice,” advising Ross officials of 
the thinking of the San Anselmo 
trustees who authorized Forry to 
write' the letter. 
‘EXPRESSED INTERES’r 
Forry wrote that some trustees 
of the confederated district “have 
expressed interest” in “a study of 
an administrative organization in 
the Ross Valley which might lend 
itself to the same end” as a Tam- 
alpais Union High School District 
study. 
Purpose of the high school study, 
wrote Forry, was to' dete'rmine 
what kind of organization of ele­ 
mentary schools within the district 
might lend Itself to “a more ef­ 
fective and efficient educational 
program.” 
REQ'UEST STUDY 
San Anselmo trustees requested 
the Marin County Committee on 
School District Organization Mon­ 
day to study the possibilities of 
unionization for the San Anselmo 
and Fairfax districts.. 
But Dr. Wallace W. Hall, Marin 
County superintendent of schools, 
said the committee didn’t and 
wouldn’t make any decision on 
declaring the study area until it 
had heard from Fairfax trustees. 
Fairfax trustees are expected to 
make their decision Tuesday night 
at Manor School on whether or 
not they wish to be Included to 
the study area. 


Hamilton Unit 
Goes On 2 
Mercy Flights 


A plane crash and another air­ 
craft’s mechanical trouble called 
Hamilton Air Force Base’s 41st 
Air Rescue Squadron out on mis­ 
sions this moming. 
MaJ. Orville Beardsley and Capt. 
Wesley C>. Bisig flew with a five- 
man crew to a desert spot near Las 
Vegas where a small Army L19 
monoplane had been forced down. 
No rescue services were required, 
however, as the pilot, was. repO'Fted 
unharmed when the Hamilton 
plane arrived. 
Meanwhile, another 41st crew, 
headed by Capt. Harry R. Robi­ 
son, pilot, flew to the aid of a 
crippled Military Air 'Transport 
Service plane 'C'n route' with, pass­ 
engers and crew from Hickam 
Field, Hawaii, to Travis Air Force 
Base. 
The 41st plane, an SA-16 Alba­ 
tross, was equipped with m.ed.ical 
s.upplies and life rafts. No details 
were released as to the nature of 
the MATS plan»!’s trouble or as 
to the number of passengers 
aboard. The plane arrived at its 
destination safely before 10 a. m. 


Slayers Of HAFB 
Man Still Sought 
SAN FRANCISC» m — Police 
still searched today for the slay­ 
ers of Airman James Young, 22, 
of St. Louis, stabbed fatally Sun­ 
day. 
Inspector A1 Nelder said officers 
had not apprehended any suspects 
in the killing. 
Young, stationed at Hamilton 
Air Force Base, was stabbed to 
a sidewalk melee after two men 
hurled Insults at a group of air­ 
men. 


Army had held them for court 
martial since their return to the 
United States from Red China last 
July 19. 'They had spent 18 months 
in Red China after refusing re­ 
patriation at the end of the Ko- 
im n War. 


Group To Inspect 
HAFB, Cronkhite 
More than 400 West Coast In­ 
dustrial and military leaders gath­ 
ered to San Francisco today to a 
regional meeting of the National 
iSecurlty Industr.ial Assn. 
The group wiU inspect a fighter 
squa'dron at Hamilton A'ir Force 
Base and Nike missile launching 
sites at Ft. Ctonkhite. 
Rear Adm. H. D. Huber, Pacific 
Coast director of ’the group, said 
the delegates will “reaffirm part­ 
nership” of 'the .mlll.tary an'd .to.- 
dustry ill UJi. prsparediieea 


Molotov Tosses 
Block A t Ike's 
'Open Sky' Plan 


GENEVA (/P) - Soviet For­ 
eign Minister V, M. Molotov 
today in effect rejected Presi­ 
dent Eisenhower’s proposal for 
American-Soviet aerial arms in­ 
spection in offering to the for­ 
eign ministers conference a 
global disarmament program. 
While pra'ising Eisenho'wer’s 
“good 
intentions,” 
Molotov 


told the Big Four conference 
Russia’s attitude toward the 
proposal as it stands is “nega­ 
tive” but would not necessarily 
be so “under all conditions.” 
He then, in effect, stated 
conditions to which the Unit­ 
ed States, Britain and France 
have p'rcviously object'ed. 
Russia could approach the 
Big Corte Madera 
Planning Drive Set 


Lest eastern Corte Madera be 
developed without adequate plan­ 
ning for schools and recreation, 
officials of the town, the county 
and the state mapped an Intensive 
planning campaign this momtog 
at a meeting which was described 
as “without precedent to Marin 
County.” 
Fifteen key persons—representa­ 
tives of town and county planning 
groups, th.e sta.te Department of 
Finance, school boards to Corte 
Madera and the Tiburón Penin­ 
sula. developers of the Paradise 
drive area and parks and recrea­ 
tion commission—determined to 
m.ake .specific recommendations 
within a deadline that will be 
set later by City Planner Lawrence 
Livingston. 
Planning maps will be presented 
by the developers of the proposed 


501-home San Clemente Meadows 
development to school boards to 
Corte Madera and the Tiburón 
Peninsula and to the Corto Ma­ 
dera Parks and Recreation Com­ 
mission. Each group will make 
specific recommendations to Liv­ 
ingston as to the number and lo­ 
cation of schools and parks, liv- 
togston then will sift the recom­ 
mendations and incorporate them 
into his master plan. 
According to Walter S. Long, 
chairman of Corte Madera’s Parks 
and Recreation Commission, the 
meeting represented “what the 
people to the county should do." 
Meetings of community officials 
and developers would be of In­ 
estimable value toward proper 
planning. 
Among those present at the 
(Continued on page eight) 


RELUCTANT PUBLIC 
3 Experts See No Way 
Out Of Dog Quarantine 


Marin 
dog owners expressed 
broad concern this morning over 
the impending dog quaranttae 
which will go into effect Dec. 15 
as a measure to protect humans 
from rabies Infection. 
Calls from 24 listeners to Kitty 
'Op'pcnheimer’s KTIM Sounding 
Board program were received ask­ 
ing a panel of 'speakers various 
details about the quarantine, how 
much protection it would give, and 
whether an alternate measure 
might be adopted. 
Three of four panel speakers 
answered negatively the question: 
“Is there any other means of con­ 
trolling rabies to domestic anima ls 
oth.er th.an by quarantine or vac'- 
ctoation?” 


‘STUPID . . . HYSTERIA” 
O'ne speaker di.ssente'd. S'he was 
Mrs. 
Robert 
Murgatroyd, 
life 
member of Marto County Humane 
Society. 
“It Is stupid and uncalled for,” 
she stated, “and is bordering on 
hysteria.” 
She said the dog poimd should 
be given a deputy with a truck to 
go around and pick up dogs not 
on a leash. “A ‘leash law* would 
be adequate,” she said. 
“I don’t like the idea of the 
state Department of Health order­ 
ing you to ’do this* or ‘do that,* 
hut they can and that’s Just what 
th.ey’re 
d'O'ing,” .she commented 
later. 
“Most dog bite cases occur on 
schoolgrounds,” she said. “If dogs 
are kept off the schoolgrounds, 
most of the dog bite cases will dis­ 
appear,” she claimed. 


LISTENERS GRUDGING 
Many listener questions Indicat­ 
ed 'that dog' O'wners to :ge'neral 'may 
not accept the quarantine to good 
grace. 
Many asked what good it would 
do to quarantine only dogs and 
not cats. Some pointed out that it 
is 'Wild animals which ha.ve be.en 
affected and said that Is the -area 
in which measures should be 
taken. 
Other speakers on the panel 
were Th'Omas P'ery.am, 'CO'Unty agri­ 
cultural commissioner; Dr. Caro­ 
lyn B. Albrecht, county health 
officer; and Dr. Robert Griffith, 
veterinary doctor. 
Peryam painted a frightening 
picture of a rabies case to .Ne­ 
vada. 
He said ttiat during the out­ 
break of rabies to predatory ani­ 
mals between 1914 and 1918, a 
3-year-old chUd was bitten by her 
pet cat which was rabid. 
“The child died 18 days later 
to volent spasm, and in pain and 
suffering that Is unfathomable,” 
he said. 


HUMAN LIFE FIRST 
“I believe one person is more 
important than all pets,” Peryam 
ill potottof mil thal people 


who care more for their pets than 
human lives have misplaced their 
.s.'entim.en't 
Answcrtag a listener’s question, 
Peryam said that enforcement of 
the quarantine could be accomp­ 
lished by making health depart- 
(Conttoued on page eight) 
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Eisenhower plan directly. M o 
lotov said, “if measures under 
it were to be taken in close re­ 
lation to the task of reducing 
arms and prohibiting atomia 
weapons.” 
'Molotov 'totrod'uced to 'the' con*' 
ference a proposal for further con» 
sideration of the Elsenhower plan 
and other proposals made by Rus« 
sto, Britain and France on dis­ 
armament. 
He demanded again that üie Big 
Four immediately renounce the 
use of atomic weapons as the firai 
step and invite other stab» to‘Join 
to the declaration. But his speech 
struck at the heart of the propo­ 
sition which Eisenhower made to 
the summit conference here to 
July. 


PRACTICAL' STEP 
Secrc'tary of .State .John Foster 
Dulles told the conference that the 
purpose of Eisenhower’s plan waa 
to take a practical step toward 
disarmament by creating condi­ 
tions of confidence and by making 
impossible “an effective surprise 
attack with overw'helmtog force.’* 
Dulles said his Impression of 
Molotov’s position Is that “the So­ 
viet Union does not accept Presi­ 
dent Eisenhower’s proposal at an 
initial step but does accept the 
concept as a possible subsequent 
s.'tep.” 
He ridiculed .M'Olotov’s attack on 
the plan alter the Russian’s com­ 
ment about the President’s “good 
Intentions.” The Soviet minister, 
he said, was suggesting that “al­ 
though 
President 
Eisenhower’s 
totentions are good, he is. too in­ 
nocent or ignor.a'ni to' Judge th.e 
value of this proposal as an tolllal 
step toward disarmament.” 


'‘CREATE CONFIDE.N'CIP 
The U.3. govemment conttouea 
to believe, Dulles went on, that 
Elsenhower's proposal “would to 
fact help create an atmosphere of 
great confidence which is an es­ 
sential prelude to' a practl€.al sys.'- 
tem for the control and reduction 
of arm.” 
Dulles said the urgent need now 
is continuing work on disarma­ 
ment to a United Nations subcom­ 
mittee where all the Big Riur are 
represented. There is. .no i.y8tem 
'HOW' 
to exis.tence, he declaT'ed, 
“which guarantees that nuclear 
weapons can be eliminated.” 
Pending agreement on an Inter­ 
national convention on reduction 
of armaments, Molotov proposed 
that the Big Four “asifumed an 
obligation not to be the first to 
use atomic and hydrogen weafMina 
against any country and they eaU 
upon other states to Join to ihla 
declaration.” 


COMIC DICTIONARY 
REALIST 
A man who, when be wants to 
borrow $10, asks for $20. 


Marin Demo Poll Favors 


Stevenson Gindidacy 


Some 100 members of the Marto 
Democratic Assembly last night 
una.nimo'Usly S'Udorsed A'dlal S'tev- 
enson as the Democratic candi­ 
date for president. 
In addition, the results of a 
poll among the members of the 
assembly shows that the member­ 
ship a.lsO' favors Stevenso.'n, a.'Ccord- 
tog to Dr. Paul ORourke, assem­ 
bly president. 
(Stevenson’s press aide indicated 
yesterday to Chicago that Steven­ 
son will announce next Tuesday If 
he will seC'k the 'presidential no'm- 
Ination.) 


ENDORSE STEVENSON 
Alan 'Crans.to'n, president of the 
California Democratic Council, told 
last night’s meeting that Demo­ 
cratic Assemblies throughout Cali­ 
fornia have endorsed Stevenson. 
Franklin Gentes, treasurer of 
the local assembly, conducted a 
postcard poll of toe approximate­ 
ly 1,230 members. A little more 
than 300 were returned, he said. 


Stevenson received 370 vote% 
Estes Kefauver 19, Averill Harrl* 
son nine, Ohio 
Gov. William 
Lausche five and Su'preme Court 
Justice William O. Douglas Iwo^ 
Gentes reported. 
NO CANDIDATES 
O’Eourke said the candidates 
committee reported that there 
were no prespective state Senato 
or .Assembly 'Candidates, 
He also declined to name sev­ 
eral “good prospects’* for UB. Con­ 
gress from toe 1st Congreseional 
District. 
Also attending last night at 
Tamalpais Center to Kentfleld 
'was .Dem:Ocratl'C Sen. Eugene .Mo- 
Carthy from Minnesota. McCar­ 
thy said toe same sentiment foe 
Stevenson Is being expressed In 
Minnesota. Dr. O’Rourke said Mc­ 
Carthy was to the Bay Area with 
a ways and means committee in­ 
vestigating nar'Coti'CS... 
There was no discussion of can­ 
didates for Marin County offices. 
Dr. O'Rourke said. 
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NAPA 
COLLEGE 


Admission Adults $1.00 


Children ind Student Body Card Holdert 30e 
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NO, irs NOT LOS ANGELES 
Pacifi« Telephoiie and Telegraph Co. building, one of the 
tallest in San Francistx), was almost obscured by smog which 
smothered the city yesterday as heat records were established 
the third successive day this month. Autos in foreground are 
on off>ramp of San Francisco-Oakland Bay Bridge. 
, 
(AP Wirephoto) 


Families Flee Homes As Fire 
Perils Ventura Community 
• VENTURA 
(iP)—Families 
fled 
their homea as a stubborn brush 
and timber fire periled six resi­ 
dences 
today 
after 
blackening 
16,000 acres. 
Occupants moved possessions to 
a Hidden Valley chicken ranch 
owned and operated by E. L. 
(Curly) Lambeau, former coach 
for the Green Bay Packers, Chi­ 
cago Cardinals and Washington 
Redskins 
professional 
football 
teams. 
The endangered homes are near 
the crest of Carlisle Canyon, near 
Lake Sherwood and Hidden Valley 


—in Ventura County 40 airline 
miles northw'est of Los Angeles. 
Additional 
fire 
rigs 
were 
dis­ 
patched to the scene. 
Another fire, in La Tuna Can­ 
yon of Tujunga, a hilly suburb a 
few miles north of IjOs Angeles, 
was controlled yesterday. It had 
burned 3,000 wooded acres in the 
Verdugo Hills, destroying three 
homes and damaging a number 
of other residences, in three days. 
Nearly 400 men remained on the 
lines to prevent a new outbreak. 
At 
the Ventura 
County fire 
scene, Capt. Tom Moody of the 


IF YOU PLAN 
TO BE THIEF: 
BE PREPARED 


DETROIT (U.R)—Police were 
amazed today at the thor­ 
oughness and foresight of a 
young bandit who robbed a 
restaurant of $30. 
They said James Shea, 28, 
hired an attorney and left $5 
in a church before he was 
arrested Wednesday. 
^-------- 
Marsh Election 


Nearly Gets 


Sidetracked 


Plans for a special election Jan. 
17 to settle Mill Valley’s marsli- 
lands use dispute, and including 
a $225,000 bond proposition to fi­ 
nance city purchase of the m arsh­ 
lands, almost got sidetracked last 
night. Councilmen, speaking “for 
the record,” rehashed the entire 
m arshland question and nearly 
reached the point of delaying the 
election. 
Last night’s meeting was a spe­ 
cial session intended for routine 
processing of resolutions clearing 
the Way for toe election. 
However, 
u the 
councilmen, 
startiifg 
with 
Mayor 
Gordon 
Strawbridge, I s s u e d statements 
clarifying their individual posi­ 
tions, there developed a disposition 
to investigate possibilities of try­ 
ing to purchase only a portion of 
the marsh for a city-owned recrea­ 
tion area. 
A stem warning from City Atty. 
Thomas Nelson got councilmen 
back on the track. Nelson, indicat­ 
ing th at the council could, of 
course, change its plans if it wish­ 
ed, still pointed out that any 
change at this point would delay 
the date of the election. 
Strawrbrldgc said he saw "noth­ 
ing sacred” about the Jan. 17 date, 
but he and the others finally de­ 
cided 
to 
proceed 
with 
special 
election plans as previously de­ 
cided upon. 


W O R LD NEWS IN BRIEF 
14 Fliers Saved 


County Fire Department said it 
would take at least 48 hours to 
control the flames. On the south­ 
ern and eastern fronts were nearly 
20 miles of rampaging fire line. 
Damage to the Circle X Rranch 
of the Los Angeles Area Council 
of the Boy Scouts was estimated 
a t about $150.000 by Fred A. Bal- 
lin Jr., past president of the Circle 
X Rranch Foundation. 


Higher Gas Tax Backed 


SACRAMENTO (JP)—Sen. Thom­ 
as H. Kuchel (R-Calif) said yes­ 
terday he would vote for higher 
federal gasoline taxes to finance 
a government highway program. 
He predicted in a press confer­ 
ence th at a federal program will 
be enacted at the next session of 
Congress. The federal gasoline tax 
is now 3 cents a gallon. 


Secrecy 'Dent^ Made 


WASHINGTON (iP)—Rep. John 
Moss (D-Calif) today hailed as 
“real progress” a Treasury De­ 
partm ent move to make public the 
applications of organizations seek­ 
ing income tax exemption. 


Mo», chairm;an of a government 
operations subcommittee investi­ 
gating federal information prac­ 
tices, told newsmen the Treasury 
decision indicated ‘‘we've made a 
few small dents” in government 
secrecy. 


Hemirigway Film Set 


HOLLYWOOD (A*)—“A Farewell 
to 
Arms,” 
Ernest 
Hemingway's 
novel of love in Italy during World 
War I, will be remade as a movie. 
Producer David O. Selznick said 
yesterday he has acquired screen 
rights and will film the picture in 
a big-screen process. Helen Hayes 
and Gary Cooper starred in the 
original version In 1932. 


L.A. May Pass Chicago 


NEW YORK (JV-Los Angeles 
may be the second largest metro­ 
politan area in the nation by 1965, 
directly after New York,' Sales 
Management magazine said today 
in a forecast for the next decade. 
The California city would sup­ 
plant Chicago In the second spot, 
according to the projection. Other 
changes by 1965, the magazine said 
would show San Francisco moving 
up to the sixth largest metropoli­ 
tan area from the eighth; Wash­ 
ington, D.C. up to eighth from 
12th. 


Adlai To Announce 


WASHINGTON (U.R) — Adlil E. 
Stevenson is expected to announce 
his candidacy for the Democratic 
presidential nomination nextTues- 
day and friends say Sen. Estes 
Kefauver will throw his h at in 
the ring in about three weeks. 


Stevenson's Chicago headquar­ 
ters aimounced Wednesday night 
that the former Illinois governor 
will make his intentions known 
Tuesday Instead of the following 
Saturday as —■-'dously scheduled. 


The hottest features for’56 


are in the new Chevrolet 


Chevrolet never had it so good 


for you before . . . and no other 


car in its field even com es close. 


See If Chevrolet doesn’t feature 


everything you want for '56. 
Ail N«wl 7Tt« Bd Air Sport Sodon with 4 doon and no itdapoitf 


Bold r>«w Motoram tc Styling 


Just look it over—the lower, longer 
hood . . . the wider grille . . . the big 
bolci parking lights and the sweeping 
new speedline chrome treatment. 


v s H orsapow ar Zoom a to 2 0 5 


That’s the power the new 
“Super Turbo-Fire V8“ 
pours out (optional at extra 
cost in all models). 


Chevrolet's left-side taillight holds 
a stylish secret. It’s hinged at the 
bottom . . . swings down to un­ 
cover the gas cap. Closed up, the 
cap’s concealed! 


12-volt Elaetrlcal Syatam 


Packs tmce the punch of 
ordinary 6-volt systems , . . 
spins the engine up to one- 
third faster when you turn 
the key. You get surer 
starting in all weather. 
And you have a greater 
electrical reserve. 


Floata ovar 
tha bum pa 


Roads seem newly paved with Glide-Ride 
front suspension and outrigger rear springs 
soaking up the jolts. And Chevrolet per­ 
formance puts your safety first! 


Staarfng m ada aaay 


Ball bearings greatly reduce 
friction and steering effort in 
Chevrolet’s Ball-Race Steering. 


THE 


HOT O N ES 


EVEN 


HOTTER 


It’a tha PIkaa Paak 
R acord Braakari 
That’s how the ’56 Chevrolet 
proved its championship 
road-action . , . its surer, 
mfer driving control! 


Evarything In 
Autom atic Pow ar Faaturaa 


Chevrolet offers everything 
you could wish for in the way 
of power servants! All are 
available as extra-cost options. 


DeLONG CHEVROLET, Inc. 


SAN RAFAEL "i| y 


Magsaysay Party Wins 


MANILA (iiP)—A smashing vic­ 
tory for President Ramon Mag­ 
saysay’s Nacionalista Party shaped 
up today. 
The 
opposition Liberal 
Party 
was being overwhelmed in the 
race for 9 Senate seate, 51 gov­ 
ernorships and provincial and mu­ 
nicipal offices, voted on Tuesday. 
The Liberal defeat was high­ 
lighted by the week showing of 
Sen. Claro M. Recto, “guest” can­ 
didate who slipped to sixth place 
with the count 40 per cent com­ 
pleted. Magsaysay barred Recto 
from the Nacionalista slate be­ 
cause of their difference over for­ 
eign policy and U.S. relations. 


Want Mansion, Cheap? 


LOS ANGELES W — Errol 
Flynn’s seven-acre estate and 30- 
room mansion were auctioned for 
$1,988.62 yesterday to satisfy a 
court judgment against the actor. 
But Flynn, now in Spain, has a 
year in which to pay the $1,988.62 
and recover the Hollyowod Hills 
property estimated to be worth 
$350,000. 


Ataturk Honored 
ISTANBUL m — All Turkey 
stopped work five minutes today 
to commemorate the 17th anniver­ 
sary of the death of Kemal Ata­ 
turk, founder of the Turkish Re­ 
public. 


First Oil Well Marked 
EUREKA 
(;p) — An 
historical 
marker was placed today at near­ 
by Petrolia where, in 1865, pioneer 
Californians produced crude pe- 
troleiun commercially from the 
staters first drilled wells. 
Monroe E. Spaght, executive vice 
president of Shell Oil CO. of New 
York, returned to Eureka, where 
he was bom, to take part in the 
ceremony spon,sored by the State 
Beaches and Parks Commission. 
It was a prelude to the 35th 
annual convention of the Ameri­ 
can Petroleum Institute next week 
in San Francisco. 


Wrecked Ship Found iF rA lfl P a r j lj r 
AUCKLAND, New Zealand yP)— I I I wlll I QvlllV 
The waterlogged wreck of a cabin 
cruiser missing for more than a 
month in the Pacific has been 
found stranded in the Fijis. All 
25 persons aboard are believed to 
have lost their lives. 
No log or message was found 
in the hulk. Reports indicated the 
vessel was wrecked * by an ex­ 
plosion and that fire had broken 
out aboard. 
The cabin cruiser, the 70-ton 
Hoyita, wa.s on a voyage from 
Apia, Western Samoa, to Fakaofo 
in the Tokelau Islands. 


Warren Aids HST Fund 
LOS ANGELES (U.R)—Chief Jus- 
tice Earl W arren has accepted 
the honorary chairmanship of the 
Harry S. Truman Library dinner 
to be held here Nov. 28, it was 
announced today. 


Ex-Capital Mayor Dies 
SACRAMENTO (A>)—MliS Belle 
Cooledge, former Sacramento may­ 
or, died yesterday at the age of 71. 


Ike's Getting Out 
DENVER (jP)—Today is Presi­ 
dent Eisenhower’s 48th and last 
full day in Fitzsimons Army Hos­ 
pital. Tomorrow it’s off to Wash­ 
ington and a joyous "welcome 
home” reception. 
The mood at the hospital on 
this final day—among the doctors, 
nurses and all the others who have 
cared for the 65-year-old Presi­ 
dent—is a joyous one, too. They 
are all deligh*:3d—and so relieved 
—th at his damaged heart is mend­ 
ing well. 


White Buzzard 
WHITE HOUSE, Va. VP)—K.. W. 
Harland, of Richmond, bagged a 
white bird on the Pamimkey River. 
It was identified as a white buz­ 
zard and the only one anyone in 
this area could remember. Albin­ 
ism occurs in almost all species 
but is rare In buzzards. 


5th Still Lost 


HONOLULU m — Four of five 
airmen who balled out last night 
from a stricken Plying Boxcar into 
the stormy Pacific have been res­ 
cued, two of them early today, 
the Navy announced. 
Snatched from the wind-whip­ 
ped seas early today were Lt. D. 
O. Nelson, the pUot, and Lt. D. M. 
Hubbard, the co-pilot. 
The seaplane, tender Floyds Bay, 
which picked them up, last night 
rescued Lt. Kenneth E. Whitney, 
navigator, and A /lc Harry W. 
Brinegar, flight engineer. 
Whitney was stationed at Mc­ 
Clellan Air Force Base, near Sac­ 
ramento, and Brinegar is with the 
1739th Ferry Squadron, Amarillo, 
Tex. 
The five were on a Flying Box­ 
car on a flight from Sacramento 
to Hawaii last night when one en­ 
gine went wild. They were forced 
to ball out about 650 miles east of 
Honolulu. 
They parachuted down in rain, 
a 25-mlle wind and into 10-foot 
swells. 
Their distress call was heard by 
planes and ships^ and the Moyds 
Bay made a dash of 75 miles to 
the scene. In the darkness last 
night lookouts on the tender saw 
the tiny flashlights attached to 
the airmen’s lifejackets bobbing in 
the sea. 
A Pan American Airways plane, 
another search plane and 
the 
Floyds Bay spotted the lights al­ 
most simultaneously. 
The search was being 
pressed 
for the fifth airman. 


For Junk, Maybe? 
PETERSBURG, Va. m — No 
more will visitors to historic Bland- 
ford cemetery open the old Iron 
gate which has stood guardian for 
more than a hundred years. T hat 
is, unless junk yards yield the gate 
—which thieves stole. 


Ray Hime Offers Three 


"'Sensational Refrigerator Values 
$ 
SAVE 
UP TO 
ADMIRAL DUAL-TEMP 


Refrigerotor-Freezer Combination 
17000 


SAVE $110 


Giant 10.3 cu. ft. 


Admiral Dual-Temp. 


Two appliances in one! Huge Sub- 
Zero Freezer is separately insulated 
and sealed-off from rest of refrigerator 
and stores up to 70 pounds. Plus fea­ 
tures, too:! 2 ice cube trays; No De­ 
frosting Ever; Glide-out Shelf; 2 large 
crispcrs; King-size dairy compartment; 
and many many more wonderful fea­ 
tures. 


Model 01070$ 


Usually $369.95 
Now Only - 
$259 


And your old refrigerator 
95 


Other Modeh A t Similar Savingt 
SAVE M70.00 


SAVE 70.00 


Model DTI38IS 
Uiually 
$519.95 


Model DA960 
Usually 
$269.95 
*AND YOUR OLD REFRIGERATOR 


Now Only 


3 
4 
9 
9 
5 
* 


Now Only 


1 9 
9 
9 
5 * 


550 FRANCISCO BLVD. 
GUnwood 3-7353 


No Money Down 


We made a quantity purchase of these latest Admiral refrigerators and we are passing 


the great savings on to you—Trade your old refrigeratori now and save. 


Open 


Friday Nights 


Until 9 p.m. 


Fourth & C Streets 


San Rafael 
GL 4-2114 


Hard To Arrest 


KNOXVILLE, Tenn- W — The 
prisoner, accuaed of robbery, wma 
a hard man to arrest. When police 
arrived at h it home, he jumped 
out the second story, window. Then, 
he feigned a leg injury and broke 
loose from general hospital. But he 
finally ended In jail. 


Th« world's oiftiionding spinet 
piano . . . built by lALOWIN 


Fourth & C Streets 
Son Rafael GL 4-2114 


SOLD! 


AND HERE'S 


PBOOF! 


The 
following 
p r o p e r - 


fiei were sold by "Livewire 
Undskog—Real Estate" dur­ 


ing the months of August, 
September and O c t o b e r 
only. 


221 Madrone, Larkspur 
80 Ryan, MUI VaUey 
6 Juno, Belveron 
56 Marina Court, San Rafael 
20 E. Crescent, San Rafael 
36 Adrian, San Rafael 
217 LaVem, Mill Valley 
346 Jean Street, Kay Park 
33 Meadow, Alto 
53 Scott. MÜI Valley 
39 Mercury, Belveron 
6 Brookside, San Anselmo 
4 Vendóla Drive, San Rafael 
2300 Fifth Street, San Rafael 
83 Homestead, Mill Valley 
38 Bayside Terrace, Mill Valley 
27 Hacienda Court, San Rafael 
60 Bryn Mawr, San Rafael 
107 Vendóla Drive, San Rafael 
End of Garden Rock Road, 
Sleepy Hollow 
471 Throckmorton, Mill Valley 
73 California, MUl Valley 
214 El Prado, Rafael Meadows 
300 Val Vista., Mill VaUey 
123 Momingsun,' Marin Heights 
Raven Road, Sleepy Hollow 
Redwood Sc Carson, Wood acre 
49 Lakeside, Corte Madera 
206 Ferndale. Mill Valley 
33 Plaza, Alto' 
212 Hillside. MUI VaUey 
321 Ross, Mill Valley 
4 Neila Way, Mill Valley 
112 La Brea, San Rafael 
341 Laurel, San Rafael 
341 Poloma, San Rafael 
185 Buena Vista, Mill Valley 
52 Vendóla Drive, San Rafael 
124 RichardsO'n, S''trawberry 
829 Spring Drive, MUl Valley 
50 Vendóla Drive. San Rafael 
356 Crhapman. Corte Madera 
576 Scenic, San Anselmo 
•283 Karen, Tiburón Penn. 
329 Porbes, San Rafael 
22-24 Millwood, Mill VaUey 
•861 Tiburón, Tiburón Penn 
1121 Butterfield Road, 
Sleepy Hollow 
71 Billou. San Rafael 
•522 Spring Street, Sausalito 
3 Hacienda Court, San Rafael 
E. Strawberry Drive, Strawberry 
145 Richardson, Strawberry 
•59 Wood Lane, Fairfax 
412 Hickory, San Rafael 
•14 Mercury, Belveron 
111 Wisteria, Mill Valley 
246 Bayview, Belvedere 
126 Chula Vista, San Rafael 
838 Spring. Mill Valley 
707 Vendóla, San Rafael 
103 Reed, Mill VaUey 
353 Karen Way, Bel Air* 
344 Linda Way, Kav Park 
25 Birch Street, Mill Valley 
112 BeUa Vteta, MUl VaUey 
81 ThaUa, MUl Valley 
238 Flamingo, Crest Marin 
206 Cardinal, Crest Marin 
38 LaVem, Mill VaUey 
•21 Apollo, Belveron 
•118 Belvedere, Strawberry 


* Co-op with fellow broker 


Prices range from 
lot 
■ale to a 146,060.00 parcel! 


LIVEWIRE LINDSKOG 


SELLS MORE HOUSES 


THAN ANY OTHER 
REAL ESTATE 


BROKER IN MARIN! 


üveWk í 
ÜMDSK06/ 


910 Irwin 81, 8an Rafael 


GL 4-0832 


188 B. BMthedale, MIU VaOey 


DV 8 - n n 
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100% nylon princess 
quilted robe 
9.98 
Flattering! Feather-light! Fem­ 
inine! S|im-fitted lines. W^'arm 
enough for chilly nights and 
mornings on the way. Washable, 
quick drying, needs no ironing. 
Pink or blue with w’hite tufted 
nylon embroidery. 12-20 


Macy's robes, second floor 


fantastique 
Dacron tricot slips 
3.99 usually 


It’s Fantasique . . . an opaque, 
snowy white Dacron slip; won’t 
crush, is shadow'-proof, stain- 
resistant, anti-static. Soft, silky 
to touch. Dries in minutes, stays 
white. Average, 32-40; short, 
32-36; tall 34-40. 


Macy’s lingerie, street floor 


bed jacket closeout 
by a famous maker 
^ OQ'r'“"y 
^ 
to s.95 


Brief little beauties for the lucky 
breakfast-in-bedder or as a gift 
for a recuperating friend. Many 
one-of-a-kind. Prints, pastels, 
solid colors, and deeptoncs. 
Quilted styles. All beautifully 
detailed. S, M, L. 


Macy*s lingerie, second floor 


sale of leather 
and fabric bags 
5.99and7.99 
usually 8.95 to 11.95 
The 7.99 styles are mostly leath­ 
er lined. All are exceptional 
values reflecting every impor­ 
tant style for fall. Many one-of- 
a-kind. Black, brown, navy, red, 
tan. 


Macy's handbags, street floor 


special purchase! 
shape-retaining wool 
sweaters for girls 


savings for boys! 


sues 
3 to 6x 
sizes 
7 to 14 
sub teens 
20 to 14 
1.99 2.99 3.99 


May Clair makes sweater news that’s of particular interest to Mothers. 
They’re Kroy finished! They won’t shrink. They won’t stretch. And 
they’re a breeze to wash. Classic slip-ons and cardigans, favorites of 
every age. Pastel colors. 


Macy*s children*s department, second floor 


Sanforized cotton 
flannel sport shirts 
Neat and bold plaids in his favorite shades; blue, 
brown and green, Pull cut. Sanforized to stay that 
way. Sport collar; 2 pockets. Sizes 6 to 18. 


quilt-lined, all 
nylon zipper jackets 
All nylon, which means warmth without weight; 
wind-resistant; is washable yet rain resistant. Zip­ 
per front style in navy, red and brown. Sizes 14 to 18. 


wool melton jackets 
with shoulder inserts 
Charcoal, navy, or maroon wool jackets with 
shoulder inserts of simulated leather in pink and 
white; buttons to match. Knit neck, cuffs and 
waistband. 12 to 18. 


Macy*s boyf department, mezzanine 


specially priced 
\. 


specially priced 
7.88 


specially priced 
7.88 


Banner 
Suit SALE 
$^ ^ $45 to $55 


BANNER FABRIC FROM FAMOOS MILLS! 
Wools in go-everywhere gabardine! Soft and hard finished flannels! 
Important tweeds and checks! Executive stripes! Boucles and twists! 
% 
BANNER SILHOUEHES! NEW COSTUMES! 
All the newest, including 3-piece costume suits. Tunic suits! Free 
form boxy jackets! Xew' longer Jackets! Dressmaker and tailored styles. 


BANNER SELECTION OF COLORS, SIZES 
New chartones! charcoal grey, brown, green. Black, na\7, beige, blue, 
grey, tan and purple. Misses’ and petites 10 to 18. Women's sizes 
141/2 to 241/ 2. 


* 
Macy*s suits, second floor 


rhinestone 


studded 


Florentine 


faille 


bolero dress 
14.95 


For important holiday af­ 
fairs . . . or any occasion 
from cocktails on 
.\n eye­ 
catching ensemble that belies 
the tiny price. Sleeveless prin­ 
cess lines, frosted wdth rhine­ 
stones teams with a snug-fit­ 
ting bolero with bright rhine­ 
stone buttons. Winter white 
and pastel blue. 10 to 16 


Macy’s dresses, second floor 


MACY'S SAN RAFAEL. FOURTH AND COURT; GLENWOOD 3-7070; OPEN FRIDAY 9:30 TO 9; OTHER DAYS 9:30 TO SOO 


Farm 'City' 


Seen Curb 


ToHighTax 


SAN FRANCISCO (U.R> —Dele­ 
gates to the 37th annual conven­ 
tion of the California Farm Bu­ 
reau Federation wound up their 
five-day meeting today with adop­ 
tion of resolutions and election of 
officers 
The federation’s resolutions com­ 
mittee split up Into four subcom­ 
m ittee when the convention first 
opened to screen the scores of 
rcsolutlotti brought before It by 
county groups. 
The resolutions finally approved 
by the committee last night were 
a closely guarded secret until they 
come before the floor. However, 
they undoubtedly dealt with such 
topics as water, conservation, zon­ 
ing, trade and taxes. 
Resolutions adopted will become 
official policy for the state fed­ 
eration and Its 60,MO families. 
They also planned to choose a 
site for neirt year’s convention. 
J. J, Deuel, head of the feder­ 
ation’s Publlo Utilities Depart­ 
ment, yesterday pleaded with dele­ 
gates to go home, plan, organise 
and proceed with local water 
projects. 
He said water Is the state’s 
most pressing problem and to 
meet It. "We’ve got to 'Corral Cali­ 
fornia's officials, sit do'wn to talk 
bustoeas^ and fet^ something done.** 


Dr. Von T. Ellsworth, research 
director for the CFBF, said two 
Southern California fanning areas 
have filed for Incorporation as 
cities so they cannot be unwilling­ 
ly Included In the Incorporation 
plans of a nearby residential com­ 
munity. 
Ellsworth predicted that more of 
these "phantom cities’* will spring 
up near populous areas unless 
farmers are protected against be­ 
ing “roped IntO'** newly taTOrpor- 
ated urban centers. 
‘■**rhis la the only meth,od the 
farmer, has to keep his land out of 
high tax areas when residential 
txpansion reaches toward him," 
Ellsworth explained. 


Bianchi Elected To 
Federation Post 
A1 J. Bianchi. a director of 
Marin County Farm Bureau and 
Pt, Reyes Station dalnrman. was 
elected yesterday to an ofñce of 
the CallfO'Tnia Farm Bureau Fed,- 
ermtion at the CFB^F convention 
In San Francleeo. He Is the new 
s ^ n d vice chairman of the dairy 
committee of the state organtea- 
tlon. 
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NO INDICTMENT—J, W. Milam, 36, of Blendorn, Miss., plays 
with hia son, Billy, 4 last night after hearing that Leflore 
County grand jury sitting at Greenwood, Miss., had refused 
to Indict him for kidnaping in the Emmett TiU ca,»e'. 


White Pair In Till Case 


Free Of Kidnap Charge 


QREENW'OOD. Miss. W — Two 
white men today were fr« of all 
charges In the celebrated, case of 
Emmett 'Till, the 14-year-old Chi­ 
cago NegrO' boy who d.lsappeared 
while vacationing o,n ,h'ls uncle’s 
farm in Mississippi 
A Leflore County grand Jury yes­ 
terday declined to Indict w,hlte' 
half-brothers Roy Bryant, .24, and 
J. W. Milam, 36, on charges of 
kidnaping Till from the cabin of 
his sharecropper un.cle,. 
Less than a month ago, a trial 
jury in a neighboring county found 
the two half-brothe.ri Im'Ocent of 
murdering Till, on grounds there 
w,as^ reaso,nable doubt a'bout Iden­ 
tification of a battered bod.y pull'Od 
from the Tallahatchie river. 
“The question now .arises,” said 
Roy W'a'tkins, executive .secretary 
of the National Assn.. for the Ad­ 
vancement of Colored People, .In 
a sta,tcm.ent in New York yester­ 
day, "since Mississippi jurors have 
determined that Milam and Bry­ 
ant did not kidnap and murder 
young Till, who did, commit the 
crimes?” 
Wilkins, .sa'ld the gra.nd Jury ,ac.- 
tlon, which 'Canceled. ,|10',0W bonds 
posted by the two m.en,. *‘com,ei as 
no surprise te' anyone acquainted 


with the a'dminlitratton of Justi'Oe 
in Mi8S.l8a.ippi.’* 
'Till’s m,other, 
Mrs.. 
M a ,m, 1 e 
Bradley of 'Chi'Cago, 'Commented 
"J'us.t a'bout everything h,;as run 
out on. me now. I don’t ,k.nO'W w,hat 
to ,sa,y,. I don’t .see how 'th,cy coul,d 
.fall to .indict those men.” 
.She .said .she w:as. thinking of fil­ 
ing a civil suit but had no .money, 
and further action would be up to 
the NAACP. Mrs. Bradley was In 
a recent tiff with, the organiza­ 
tion, which dropped her from a 
proposed fund-raising tour of 11 
western cities for demanding a 
fee or one-'third of the pro­ 
ceeds, plus expenses. 
A't 'the m,urd,e,r trial, .sh,t lde''n,ti- 
fied the 'body as her .so'n. Defen.se 
'witne',8ses„ including' a doc:'tor and 
.an U'nder'taker, disp'Uted the iden­ 
tification, contending the 'body was 
in. the water toO' long to' !»■ Till, 


Grass Fire Quelled 
Six Mar'ln, C'O'U'n'tf Fire Depart­ 
ments unite responded at 10:02 a, 
m. yes.'te,rday to 'W'hat 'W'aa: re'port- 
ed, as a structural fire 
on 'the 
'Char'les Barbonl Ra'nch off 'H'ic'ks 
Valley 
road. 
Ins'tead, 
firem,e'n 
nipped a gi'ass fire after It burn­ 
ed one fouT'th acre: of grass 'On 'the 
ranch. 


70 More Called 


As Prospective 
Abbott Jurors 


OAKLAND (jp)—Seventy more 
persons were called today for pos­ 
sible jury duty in the trial of 
Burton K. Abbott for the kldnap- 
murder of 14-year-old Stephanie 
Bryan. 
Pro,secuti,on a'od deie:nse a'ttor- 
ncys .in the fi,rst thr'ee! days of 
tedious, and delcate: J'ury tolecU'On 
weeded, out aU but a handful of 
the original panel of 66... 
A tenta.tlV'e' Jury of .ae'ven. m.en. 
and five wO'men 'were seate'd at 
the end of jMterday'’s .iess.ion. 'but 
all were subject to pere'iiQ,'p'tory 
removal, by either side. 
17 C.I1.AL'L'EN'GES LEFT' 
Both prose'CU'tl'On and defense 
had II pere.m,p'to',ry' challen,get each 
left. 
Attorneys ln.dl.ca'tod. th«r«' was 
little enhance of seating a final 
Jury by the end, of 'this W'Cek. 
Court w'lll not convene tom.O'r- 
row, 'Veter.ans 'Day. 
Selection mo'ved slo'wly yes'ter- 
day .as de.f'ense and 'pr'Osecuti'On. 
argued ov'er defense 'ques.tloninf. 
The dispute 'wound up 'wlth t'he 
.c.ourt ordering' dc'fense' attorneys 
to drop questiO''ns W'hich. the court 
said ’'‘could be toterpreted as a.n. 
effort 'to' anUcipa'te evidence ... . 
Defense Counsel Stanley Whit­ 
ney a:nd Evold. Ho've .had asked. 
pros,pec'ti've Jurors 'whether they 
k'new that the Ab'bott iami.ly had 
called, police w,h,en .arttcles. be"- 
longl'ng' to 'the misting B.erkeley 
s.ch'00lg.lr'l 'Were found, ,ln the. Ab­ 
bott basement I'n. .Alam.'eda .July 2S.. 
0.'BJ'ECT'S TO Q,UESTION 
The prosec'utlon objected 'to the 
question, say.ing' it 'ranges ".ln.'to the 
field of fancy,” ■an.d, waa U'ph,eld by 
Judge Char'les 'Wade Sn'Ook. 
.Ste;ahanl.€’s bod.y 'was f'Ound In 
a shallow moun'tain grave near the 
.Ab'bott cabin In. Tr'lnlty 'County. 
She had diaa.'ppear'ed on. h'Cr 'way 
home from, schoo'l April 2.S. 
AbbO'tt insis'ta he is innocent and. 
.says he left on. a f.is.h.:ing' 'trip the 
morni.ng of Ap'ril .21 and W'u 'well 
on .hia way 'to the cabin by 'the 
time she d.is.a'ppc.ar'ed. 


Wo'rimi.s Close Librairy' 
,H'0'U.ST'0N', 'Tex. (JP) '— Book 
'W'orms. put th,e 133,MO'-V0'lum,e 11- 
br,a:ry at the 'University at. Houston 
tem'po'tarlly out of business. They 
.had to' fumigate'. 
« 


PICTURE FRAMING 
F'RA'MES 
The GASBERG STUDIO has 
p.lease'd 'Cnsto.meri. i.n a..J. se€tii}'ii.s 
of Marin for over 43 years. 
Il'll Fon'iih. St. 
San .Raf.ae.l 


Save 120 


IN TRADE 
ON THIS 
• 
'• 
'• 


LARGE AUTOMATIC DEFROST 
REFRIGERATOR SEaiON ON TOP 


DOUBLE-CAPAaTY FOOD FREEZER 
ON THE BOTTOM-hoMs up to 130 
lbs. of frozen foods! 


★ Open Fridays 'ril 9 p.in. 


In. :S<in R'ai'fael 


At Third A C 


0L 1-6070 


Plus • . .. McPlh'aiis Dependabib Stirvict 


Actor Rock Hudson Elopes 
With Agent's Secretary 
HO'UiYW'OO'D (JP7—'Film star 
:Boc:'k Hu,'d»:n,. who ofte'n said he’d 
neV'Cr ma:nry' un'tll he^ 'was 30', 'Is 
h,on,cym,'Ooning with 'his. agent’s 
.secre'tary' 'today—a 'Wiet'k 'beifore he 
reach'Ss that age. 
,Rufg''td Rock, a i-'foo't-4 'Navy 
vetera'n and one of 'th.e sc:;reen.*s 
han.'daO'.me8t bachelors, elope'd yes.- 
t'Crday 
W'tth 
'bru'nette 
,P'.hylMi, 
Gates., 23. 'Th.ey drove to .San'ta 
.B.arbara, 90 miles .north of here 
an'd^W'C're marrie'd by .Rev. N. B. 
'Thorpe', pastor of Santa .B.ar'bara’s 
"Trinity .LuUiera'n Church. 'Th,ey 
proceeded in Hudscn’s car to an 
unannounced destination. 
He telephoned Universal-Inter­ 
national Studio, which gave him 
a honeymoon leave until Nov. 23,' 
when he itarta a picture with 
Lauren Bacall. 
Miss Gates is secretary to agent 
Henry Willson, who arranged Hud­ 
son’s first screen test In 1948 when 
the ypiring actor was working as 
a letter carrier. Rock delivered I 
his own special delivery letter re- 
qU'esting a chianc't In movies. Will- ' 
.son, 'Com.ing to' the d'oor to sign ! 
'for 'it, 'took, an, toterest In th e; 
handsom.# youth. 
| 
Th.e 'elopemen.t was^ no .surprise i 
to studio associates... Hudson, had 
date'd Miss Gates 'frequently since 
they m.et a year .ago In, Willson'’s 
office. It to th«' 'fl.rst .ma.'rritge for 
each. 
Roc'k. has. B€ld.om dated. mO'Vle 
stars. Occasionally he has accom­ 
panied utresses to' premtoreS' — 
chi'efly at the ui'ging of publicists... 


For' a tim.8 he 'was an, escort to' 
script gtii. :Bct'ty Abbott, niece of 
oomed,Iaai, Bud .AbbO'tt, 'pa.'rtn'er' 'Of 
Lou 'Costello. 
Hudso'n nO'W ra'n'ks along with, 
Jeff Chandler and, Tony Curtto. as. 
strongest malt at'tract tons,. 


Junior Policemen 
To See Ball Game 
.A.boot 190' yO'Ungsters,. :m.etn.'bers 
of San .Rafad’a J'unlo'r Trafilo :Pa,- 
'trol., will atten,d the 'CallfO''mla- 
'Oreg0''n Sta'te 'foO'fba'll ga'Ri«' at 
B.e'rkel'e''y Sa'tur'day. 
.Ba'n, Ra.fael Juve^nlle O'ffloer' Jo- 
sep''h, Bmsato'rl 'W'lll a'ccompa'ny the 
younpteri, 'who will leave In 


■sch'ool 'buses' from .Albert FteM at '* 
10 am... A.'CC'0'mpanyin.g 'them. wll 
be se'veral tea.ch,'era. headed, by 
La'WT'enoe Gelg''er', vice principal tie 
DavMsoii, .School,. 


Offl'Cer Bruaatort. 'la in 'Ctiafit' oi 
t:rainlzi.i and ad'via.lnf :menibecf' til 
the Jun.l'Or trafile pateol 'Wh'O' stand 
guard at school eroselngt. The 
ch'U'dr''tn art admitted 'fret 'to the 
game thxoU'gh, the cou,rteey' of Uni'- 
verstty of Callfcirn,la... 


He's No Nut 
,P,AR,I,8, Tex. 
.Dogs., kids and 
.su.c'h.,. pos.tman Fr'an'k 0''''B<rleti .SB.P 
.he d'Oes'n’t .mind. .B'Ut 'when a .iquir- 
.rel tried 'to bi'te him. that 'W'ts too 
much. He got a gu'n and went 
,hu'n'tl,ng„ Success'ful, too. 


Whether it be 
SEAT COVERS 


.Sam lias a ligit st'bcf!ai: of briglif 
nt'w S'ta^'f coV'trS' with 'tV'try 'Coior aiMl 
folbrie 'tli'Of art m 'fht' mairk.tf 'lodby... 
Tht quality it firsf-ratt: Sam's stof 


'C'O'Vt'rs wll 'if b t'fftr , .bok bt'fftr'a ond 
givt ytort and years of sotisfactiai. 


or CONVERTIBLE TOPS 


BuMchoart's ft the placa to go for convtrfiUo 
tops. Wo coriry ra'ady'-mO'da and. eyiitoni"-'ma'da 
topt. Iho rainy laosan it oimoif hara, to why 
H'Ot dri'vo In nO'W' and hova t'h'Ot na'W' to.p 
linstaiH'Od. 
SAM BUSSCHAERT 
(Say Bmh-Arii, 
AUTO GLASS & UPHOLSTERY 
12U Third StrMt 
Swi Rafael 
GL 4-3617 


OPEN YOUR WESTERN 
FURNITURE ACCOUNT NOW! 


DOUBLE GOOSE-NECK 


N't'w Houta end 'Gordan cobrS' and 
all b'rott moka IhaM niiOit 'U'taful 
lamip'i a daeorater's mioitarp'i'aca, at 
welt. 
5 


'Choosa' fro'mi latasl' colO'rt 'inclu'd'l'n.g 
fha mi'Oft popular charcoa'I gray ond 
all broit. Buy tavarol for your 
homa 'Ond for gii'flt. 


SINGLE PIN-UP 


Cho’osa from tatasl C'0l'0"r«. Inclu'cNngi 
tha imotl popular chorcoai'l grO'y and 
oil bras'S. Buy 'tavarol for yoor 
homO' or 
"or g'iflt. 


3 
9 9 


Regularly $179.50 io $199.95 


'0''U.r 
;pop'ii.lar s'uile. N'tw .a't the lO''W'es.t 'price ev'Cr 'affer- 


'td.! .New 'colan: In moiern. netal'lic fa'brfcs .or beau'llful 
S'Olld. colo'rs. 'The ve'ry new c'harcoa.'ls an.<d Ice pink ar'S avai'l- 


able. €'n.shi0''n.e'd wit'h rubberize"d curled hair over .h..l-'te'm- 
pe'red 'Steel 'Colla. 


e PANAMA 
• Sola and Chair 


Panama 
'pieces. 
'Offer 
dJ'S'ttncilve 
.S'tyMng'., 
0'uts.tan.'din.g 
'be'EU'ty a'nd 
long lasting comfort that wll make 
you want foan-'mas'ter furniture fO'r 
your .h'O'me.. . . a full 'ra;nge of 'iec.o- 
rator fabrics are available for yO'W 
•election . . . .and. here’s .a big foam, 
master plus — Panama furniture 
can be yours for a small down pay­ 
ment, and the easiest of term.'S. 


$249.00 


• PANAMA 
3-Pc. Seciional 


5 basi.'C 'pie.C'eS' in the Panama gro«.f 
give you. 'fom.binatl.ons. for every de­ 
corating need. Popular 2 Pe. sectliiB- 
al — 'wi.th 'rarv'ed. :iectl(i''ii. makee. 
corner comiblna'tlon. Sofa 'bed model 
avaliable. 


$299.00 


Regularly $249.95 io $269.50 


.Luxurlo'us b'uttO''n tuf'ted. f'Or real. d'e«'P', 'Soft co:mf'or't.. Finest 
construction 'built for maximum durability. Best quality 
ever offere'd by largest divan m,.an,'n;#,acturer In 'CaI,i'forn,la. 
.New mietall'ic f'S'bS', In al'I colors, including I'be ne'W' cbar- 
coals and I'Ce pink. 'Over fifty fab'ri'Ce at .9'l'99..fNI If you. 
order no'W'. 


$10^ Dow'n 


$10 a Moitli 
$ 


OPEN FRIDAY TILL 9 P. N. 


FREE 


Delivery 100 Miles 


Storage One Year 


SAN RAFAEL 


1848 Fourth St. 


NOVATO— 1 Block North of the Stoplight 


WESTERN FURNITURE ¡S HEADQUARTERS FOR SEALY IN MARIN 


Scettrínís A gree 
To Talk To Board 
The Scettrini family has agreed 
to meet with the Marin Board of 
Supervisors in an attempt to 
thresh out the det^^ls of purchase 
of the 130-acre Scf Dtrini ranch for 
a county civic center-fairgrounds. 
Walter Castro, board chairman, 
told the supervisors Tuesday night 
that the family had agreed to the 
meeting with attorneys for both 
sides present. Previously, Scettrini 
Attorney Hugh Allen told the 
board the family did not wish to 
discuss the sale directly with the 
board. 
Castro said a plan to hold the 
meeting tomorrow night had fall­ 
en through, but that he hopes at 
tonight’s meeting of the board he 
will be able to schedule it for 
Tuesday night at the Scettrlni’s 
home. 
After Tuesday’s board meeting. 
Dist. Atty. W. O. Weissich took the 
members of the board Into his of­ 
fice for a secret meeting on the 
report of county’s three apprais­ 
ers.Weissich asked that the press 
be excluded from the meeting. ’The 
board made no request that the 


Ad, Public Relations 
Agency Established 
R. G. Fontana & Son, San An- 
selmo’s commercial printing firm, 
has expanded its services to in­ 
clude an advertising and public 
relations agency. 
Directw of the agency is Wiley 
King, former chief feature writer 
and editorial writer íot the Du­ 
luth Herald and News Tribune. 
King, who has a background in 
public relations work, has lectured 
and written about graphic arts 
and related fields. 


press leave Welssich’s office, but 
the district attorney refused to 
continue while the press was rep­ 
resented. 
He said he preferred to present 
the report of the appraisers to the 
board in private because it “should 
go to the board but shouldn’t go 
to Hugh Allen (attorney for the 
Scettrinis).’’ 
Weissich wmild not answer a 
question as to whether the report 
showed approximately the same 
$2,850 valuation which he had ear­ 
lier indicated would be there. He 
did say that the Information In 
the report “possibly could cost the 
county thousands of dollars.” 
After some time, the press left 
the meeting, which continued In 
secret. Yesterday Weissich’s office 
said it had no report to make on 
what transpired. 


Peace Lutheran 
Church Looted 
Peace Lutheran Church at Ten­ 
nessee road and Shoreline High­ 
way In Mill Valley was found 
burglarized Tuesday morning by 
thieves apparently looking for 
cash. 
Sheriff David Menary sent 
Deputy Leo Ballard to the scene 
when the entry was discovered 
about 10 a. m. by church mem­ 
bers who came to clean up the 
kitchen. 
Ballard said some coins may 


have been taken from a children’s 
birthday bank, but the exact 
amount is not known. 
Burglars broke a window on the 
south side of the building to gain 
entry. 


Youth On The Job 
ALBUQUERQUE (fl — When 
Professor Norton Barr Crowell 
commented that he served in the 
last war, a student cracked, “Oh, 
are you that young?” Crowell re­ 
turned breezily, “Oh, I’m pretty 
young. And I’m younger now than 
I will be next year when you take 
this course again.” 


Man Whose Auto 
Hit House Sued 
A Tiburón couple whose house 
at the Trestle Glen curve has 
taken the shock of many auto 
crackups, is suing the driver whose 
car entered the kitchen last Au­ 
gust. 
Vandy Hovanec and his wife, 
Madelynne, filed suit Monday in 
Marin Superior Court, asking 
$3,500 damages from Clarence O. 
Richmond of 1584 South Novato 
boulevard. They are represented 


by Mill Valley attorney Harold R. 
Hayes. 
The Kovanecs charge that on 
Aug. 1, Richmond drove negligent­ 
ly and carelessly, and his 1953 
sedan crashed Into their house at 
3 Mercury avenue, Belveron Gar­ 
dens. ’The plaintiffs seek the dam­ 
ages for loss of rent and loss of 
opportunity to sell the house. 
The Hovanecs, residents of Tib­ 
urón, had their Belveron Gardens 
house for sale when the car came 
crashing through the kitchen. 


Straits tin from Malaya has a 
minimum purity of 99.87 per cent. 


jfitbtyrnbrnMourtial, Thursday, Nov. 10, 1955 


Winged Pup Sitter 
MIAMI, Okla. (/P) — When the 
pointer dog belonging to Mr. and 
Mrs. Orville Watts, who live on 
a farm had six pups, the family’s 
30-year-old parrot became an as­ 
siduous pup-sitter. Spending much 
of her time at the barn where 
the pups were kept, she nuzzled 
and talked to them constantly. 
“Whatsa’ matter?" she asked them 
when a bumbling, big-footed pup 
stepped on her or fell into her. 
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We 
FRAME 
PICTURES 
1! 1 1 
71 
ULenwood 4-8it»s 
l!^ f=ir==Jr=Jr==if=lr=l^ 


MOULDINGS AND 
FRAMING SUPPLIES 
Piclure Frames Inc 
738 A ST., SAN RAFAEL 
GLenwood 4-8183 


l^t-a/teríe^ 


• Custom 
desigriecl 
for your windows 
• To Fit Your Budget 
• Estimates A Pleasurt 


¿ l t a 4 e J 
pjf íftaríh 
2070 Fourth Street 
San Rafael GL 3-1518 
All TypeM oí 
Wmdow CooerlngM 


SALE 
SINCER 


FLOOR MODELS 


AND 
DEMONSTRATORS 


V ^ ^ 


éU_%. 


All models carry Singer's 
new machine warranty 


UP 
$ 
TO 
SAVE 56 
BUDGET TERMS 


Some Examples of Used Machine 
Bargains 


SINGER 
$ O Q 
PORTABLE..........................O w 


SINGER 
$ C Q 
CONSOLE........................... W W 


OTHER MAKE 
$O Q 50 
CONSOLE....................... b W 


SINGER 
$ 9 0 5 0 
PORTABLE...................O w 


OTHER MAKE 
$ 1 Q 5 0 
PORTABLE...................I W 


SINGER 
$ 1 0 5 0 
TREADLE . . . . . . . 
l b 


All machines priced for 
immediate clearance - 
limited quantities 
SINGER SEWING CENTER 


Listad in your talephono book only under SINGER SEWING 
MACHINE CO. 
1235 Fourth St. 
San Rafael 
GL 3-2190 


OPEN FRIDAYS TIL 9 P.M. 


P en n eyS 


^Siivc! Sarel'Save! Pemiey’s makes room for’new holiday-^ 
merchandise! You gel in-season stocks at off-season prkest^ 'i 


T 
Q U A L J T Y 


P re -h e li 


Shop and Save during our Pre-Holiday Clean-up! Many unadvertised bargains in evey dept.! 
Drastic Reductions have been taken to make room for Christmas Merchandise! 


Women^s 
BETTER DRESSES 
# ’ Fall colors 
# Terrific reductions 
C 
# Values to double and 
& 
morel 


Fall Styles! 
GIRLS' SKIRTS 


• Corduroys! Woolsl 
• • 
• Limited quontity 
• Broken sizes 


Sheen Gabardine 
BOYS'SLACKS 


• Navy blue only! 
• Machine washable 
^ F 
• Sizes 6 to 10 


Men's Cotton 
FLANNELETTE SHIRTS 


• Washable suede cotton! 
JjP 
• New finish requires little 
or no ironing! 
Women^s Better 
COTTON DRESSES 
# Some Dan River ginghams! 
# All Fail colorsi 
t M 
# Good selectionl 


GirFs Cotton 
FLANNELETTE PJ'S 


• Sanforized 
• Two styles 
• Sizes 6 to 14 


Buy Now! 
BOYS' JACKETS 
• Flannel lined poplinl 
• Rayon and cotton versa- 
S ^ 
twill 
^ 
• Broken sizes 


Save Now! 
CHILDREN'S SHOES 
• Boys' oxfords 
# 
# m 
• Girls' patent leather 
• Broken sizes BVi to 2 
Women*s Sanforized 
COnON DRESSES 
# Outstanding valuesl 
# Pastels or darks! 
1 
# Jrs.y Misses, Half Sizes, 
I 9# # 
Supers 


Better Quality 
GIRLS' BLOUSES 


• Printed cottonsl 
V* 
• Outstanding valuesl 
• Sizes 4 to 121 


Boy^s 
DOUBLE KNEE JEANS 


• Heavyweight denim! 
V • • 
• Sanforizedl 
1 —f 
• Broken sizesi 


infanPs 
JUMPER SEAT 


• Removable coverl 
^ 
• White enamel! 
• Special valuel 
Ladiet* Better 
SHORT COATS 


# All wool 
# Fleeces—Homespuns 
# Sizes 8 to 18 


GirVt 
FULL LENGTH COATS 
• All wool fleeces and 
checks 
IW .U W 
• Winter weight 
• Sizes 3 to 6x-7 to 14 
12.00 


Special! 
Davy Crockett Shirts 


• Sanforized broodelothl 
ij| 
• Shoestring loco front 
1 
• Sizes 4 to 121 


All Wool 
0 
4-LB. BLANKET 


• Extra long—90" 
• 72"widol 
• Satin bound 
Women^B Better 
FULL LENGTH COATS 


• All wool 
$ O 
A 
• Wool and cashmere 
• Broken size rangel 


Save Now! 
GIRLS' DRESSES 


• Printed cottons 
• Exceptional values 
^F E S B J | 
• Siz» 4 to l2 


Marked Low! 
^ BOYS'SHIRTS 


• Rayon butcher weaves 
V 
• Pullover model 
1 
• Broken sizes 


IVom en't Better Quality 
LUGGAGE 
• 2 Train cases .....................................$15 
• 2 Wardrobe cases.............................$20 
• 1 Weekend case.... ................ .........$15 
• 1 Pullman case _____________________$15 
imported Broadcloth! 
WOMEN'S BLOUSES 


• Checks or solidsl 
M 
• Sanforizedl 
1 
• Sizes 32 to 40 


Parochial School 
UNIFORM SWEATER 


• For girls, sizo 6 only 
• Navy blue cardigan 
• All wool 


Final Cleanup 
REMNANTS 


• Shop oarlyl 
. \ f 
P|>.(>a 
. Many fabricsl 
/ 2 
T lI h C 
• Outstanding valuesl 


Limited Quantity 
STEAK KNIVES 
• "Jubile*" or "Americano" 
_ _ 
pattern 
j C 
• 6 piece set 
• Originol "Rogers." 
Women*M Quilted 
NYLON DUSTER 


• 100%Nylonl 
W 
• Prints on whitel 
M 
• Sizes 10 to 181 


Girfi Cotton Flannd, 
LINED JEANS 


• Fully lined denim 
V M M 
• Suspender style 
1 
• Sizes 1 to 6 


Washable Gabardine! 
MEN'S SLACKS 


• Rayon/nylon blendl 
J | M M 
• Winter weight 
A 
• 29 to 421 Cuffed! 
" 
" 


OutHanding Value! 
TAFFETA YARDAGE 
• Stripes only! 
• 44" wide 
• For blousesl Home dec- 
'té. 
oratingl 
60 Gauge IS Denier 
NYLON HOSE 


• Perfect qualityl 
• Full fashioned! 
• Fall shades! 


Limited Quantity 
SUB-TEEN 


• Dresses—suits 
# p i 
• Blouses—skirts 
^ 1 to 
• Broken sizes 


Better Quality! 
MEN'S HATS 


• Genuine fur felts 
^ M 
IT 
• Fall colors 
• Sizes 6% to 7V4l 
■ 
“ 


IVe##erfi Design 
LUNCH KITS 


• Vacuum bottlel 
• Limited quantityl 
• Save now! 
Fall Styles! 
WOMEN'S SKIRTS 
• 100% wool 
• Washable wool and 
^ M 
2 C 
orlon 
• Broken sizes 
^ 


Toddle/s 
SMARTALLS 


• Sanforized twilll 
V 
• Drop seat style! 
1 
• Size4onlyl 


Better Quality! 
MEN'S SLACKS 


• Wool/nylon blend 
^F 
• Wool/dacron blend 
j P j F 
• Broken sizesi 
^ 


Miniaiifre Size 
Davy Crockett Dolls 


• 8" mi ni otu ro 
JjF JT ^ 
• Movablo eyes 
• Movable head and arms 
Womens 
Dacron/Nylon Slips 


• Whitel 
C 
A 
• Broken sizes! 
• Values to double 


Sizes UVh-2 only! 
INFANTS' SLEEPERS 


• Two piece cotton knit 
P 


• Pastels 
1 G M F^ F 
• Limited quantity 


Better Oxfords 
MEN'S SHOES 
• Dress styles! 
• Brown—black 
• Terrific values! Broken 
sizes 


Size 42 X 8f* 
NYLON PANELS 


• Ivory only! 
m J E A 
• Exceptional valuel 
1 ^^^^B^B 
• Hurry! 
B G W W 
Women s 
PLISSE GOWNS 


• Prir ts and solids 
• Broken size range 
• Easy care—no iron 


For Boys! 
TODDLER CAPS 


• Denims! Twills! 
• Base bail style! 
• Also infants' bonnets, 50c 


25% Orion 7S% jLizm5tii;ool 
MEN'S SWEATERS 


• Slipover stylo 
j P 
• Pastels—long sleeve 
• Sizes S-M-L 


Better Quality 
LINED DRAPES 
. 


• Size 48 X 81" peirl 
^ 
• Printed barkclothl 
^ B ^ B 
• Values to double! 
^ 
Limited Quantity! 
MATERNITY WEAR 


• Two piece outfits___________ i S o O O 


• Short slacks .......................... 3 # 0 0 


• Shorts.................................... 2 # 0 0 


Inf ant* s Waterproof 


PLASTIC PANTIE 


• Sizes 
only! 
a 
A h 
• Maize or green! 
^ 1 
• Limited quantity! 
* 


Limited Quantity 


MEN'S TIES 


• Some dacrons 
J P 
• Some repp stripes 
• Light or dark colors 


Solid Color 


CHINTZ YARDAGE 


• Everglazel 
h 
^ 
• Washablel 
Yd-^ BEB 
• 36" wide! 


White 
DACRON UNIFORMS 


• Dacron shorkskinl 
' 
V 
• Easy to care fori 
• Sizes 12 to 20 


InfanFs 
TERRY BIBS 


• Plastic backed terry cloth 
Set 
A b 
• Breakfast, lunch, supper 
of 
1 
• Set of 3 
Threo 
* 


Better Quality, All Wool 
MEN'S SLACKS 
• Deluxe tailoring throughoutl 
^ 
• Drastic reductions because of 
S I 
sizosl 
1 X 
• Walit sizes 30, 31,40 and 421 


80 Square 
PRINTED PERCALE 


• 35-36" wide 
• ShopeariyI 
J y * . 
• Torrlfic valuel 
® 
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St Stephen's Parish Given Initial 
$65,000 Of Big Whitaker Bequest 


After dedication of Iti new 
church In Belvedere laat Sunday, 
St. Stephen’s Parish yesterday re­ 
ceived the Initial payment of a 
gift that will enable construction 
of a parish hall, probably next 
year. 
Rev. K J. Mdkir, rector, received 
frcHn Fred E. Palmer a check for 
$65,000 made out to the “rector, 
warden and vestrymen” of the 
parish. Balance of the gift will 
come after the first of the year 
with the total expected to exceed 
1125,000. 
The money was willed to St. 
Stephen’i 
by 
Mrs. 
Nettie 
M. 
Whitaker of San Franclaco, widow 
of attorney George Whitaker. She 


died In January, and Palmer la 
executor of her estate. 
Mrs. Whitaker had never lived 
in Belvedere but had visited at the 
Palmer home and there learned 
of the need for a new St. Stephen’s 
Sunday School She liked children, 
according to Palmer, but had none 
of her own. 
The gift to St. Stephen’s has 
“no strings attached” but It was 
Mrs. Whitaker’s wish that it be 
used for a Simday School, Palmer 
said. 
Plans by architect Ernest Wink­ 
ler for the St. Stephen’i site In­ 
clude a parish hall for Sunday 
School and parish functions, with 
a kitchen, offices, storage and 
utility rooms. 


The bequest from Mrs. Whitaker 
wUl make It possible to realise 
these plans much sooner, the 
rector said. 
Additional land is needed, he 
said, in addition to landscaping, 
and the present Indebtedness on 
the new church also must be con­ 
sidered. 
How and when these things can 
be accomplished will be discussed 
at an early meeting of the vestry. 
Catholic and Bdgewood Protest­ 
ant orphanages In Ban Pranclsco 
and Shrtner’s hospital for crippled 
children will share with the Bel­ 
vedere parish the balance of Mrs. 
Whitaker’s estate after specific 
bequests and taxes are deducted. 


Assn. For Retarded Kids 
Allowed Use Of Nursery 


Marin Assn. for Retarded Chil­ 
dren will be allowed to use the 
nursery classroom at San Rafael 
High School in the afternoons to 
help retarded youngsters between 
the age of 4 and 9. 
San Rafael Board of Education 
Tuesday night granted the request 
made by Mrs. H. D. Sokoloff of 
the association. She said the or­ 
ganization is composed of several 
parents who have collected funds 
to give severely retarded children 
special Instruction. She said there 
are three children now enrolled, 
and she has heard of others who 
need such instruction. 
’They will use the classroom 
about three afternoons a week and 
have arranged for a special teach­ 


er. Pees will be charged to help 
defray expenses. 
Supt. Frank Lucas said the class 
for retarded chOdren at E Street 
School is somewhat different be­ 
cause these students are behind 
in mentality but are capable of 
receiving 
classroom 
instruction. 
However, too many such students 
would make it impossible for the 
teacher to teach the rest of the 
class. 
Children who will use the nurs­ 
ery are extremely retarded, and 
the main function is to teach them 
personal health and to take care 
of themselves. 
The school board approved the 
use of the nursery classroom in 
the afternoons. 


ÁT COUNCIL'S REQUEST 


Corinthian Island Sewer 
Hookups To Be Checked 


Every house on the Belvedere 
side of Corinthian Island la con­ 
nected to the city sewer system, 
to the best of his knowledge, City 
Manager Britton Rey told the city 
council Monday night in answer 
to a query IrcAi an island resident, 
Mrs. Mary Martin Joyce. 
’The city manager added that 
without a personal inspection, he 
could not tell Mrs. Joyce whether 
all fixtures in every house are 
connected. But he agreed, at the 
council’s request, to have a survey 
made. 
On the subject of sewers, city 
employee Louis Soldavinl describ­ 
ed hb removal from the city sys­ 
tem of one towel, two feet long 
and 16 inches wride, and made it 
plain that he does not consider 
such Items approprbte to small 
f»lpes. 
The towrel b the latest bit of 
foreign matter to clog up the city 
system, but previously dish cloths, 
dbpers, children’s underclothing, 
toys and even a beer can have 
been removed in order to put part 
of the system back in running 
order. Roots sometimes are re­ 
moved too. 
Other matters dbcussed by the i 
council were: 
Lagoon subdivblon map No. 7, 
approved, with sidewalks to be in­ 
stalled on or before Feb. 1. 
City employees’ paid hoMayi, 
Increased from seven to nine by 
adding Admbsion day and Armi- j 


Almonte Club Meeting 
First annual dinner meeting of 
the Almonte Improvement Club 
will be held at 0:15 pm. today In 
Almonte Hall, located at Wisteria 
way and Almonte boulevard. 


slice Day, and sick leave, estab- 
Ibhed at 12 days per year after 
a year’s service with a maximum 
accumulation of 45 days. 
New f ire hydrant at Golden Gate 
and Oak avenues, to be installed 
for $400. 
Improvement of San Rafael ave­ 
nue, may be accomplished with 
$1,000 state allotment. Rey was 
instructed to have an engineering 
study prepared to submit to the 
state. 
A “Keep our city clean” Idea 
proposed by Mrs. Viola Spaulding, 
who suggested a city trash-haul­ 
ing service. This will be dbcussed 
at the next meeting. 


Corte Madera 
Cloverleaf 
Land Sought 


The state, still in the midst of 
condemning property along the 
Alto strip, has started legal action 
to acquire land for the Corte Ma­ 
dera Interchange. 
State attorneys filed a condem­ 
nation suit in Marin Superior 
Court Tuesday for three parcels 
comprising more than 14 acres. 
Named a.s defendants are Mr. and 
Mrs. William P. Murray of San 
Rafael, Mr. and Mrs. Prank Ru- 
salem of San Francisco, Mr. and 
Mrs. Ivan Swigard of San Fran­ 
cisco, H. Koch and Sons and sev­ 
eral other parties who have some 
interest in the parceb. 
The Murray property b a little 
more than one acre while the 
Rusalem parcel b about one half 
acre. Both are on the northwest 
comer of the Corte Madera inter­ 
section. A long strip In front of 
the Koch luggage plant is needed 
for widening of the highway. Thb 
parcel covers about 13 acres. John 
P. Horgan, attorney for the state 
Division of Highways, said the 
luggage plant itself will not be 
affected. 
The state b asking the court to 
decide what the fair value of the 
property should 
be a n d 
the 
amount of severance damages if 
any. The Division of Highways 
wants the land to build a full in­ 
terchange at the Corte Madera in­ 
tersection as part of the freeway 
from Richardson Bridge to Green- 
brae. 


League Of Voters 
Asks Legislative 
Procedure Revamp 


The League of Women Voters 
b asking the state Legblature to 
record and report all action taken 
by standing committees on bllb 
submitted to the Legblatuie. 
The League believes, the tradi­ 
tional publication of the Assembly 
and Senate floor roll calls has be­ 
come “obsolete In the flood of re­ 
cent day legislation” and Is fall­ 
ing to provide a “consbtent, Im­ 
personal and officbl record of a 
legblater’s performance as a com­ 
mitteeman,” Mrs. Paul Holmer, 
of Kentfield, president and spokes­ 
man for the League of Women 
Voters of California, told a Joint 
Committee on Legblatlve Proced­ 
ure last week. 
“Only about one-half of all leg- 
blation Introduced ever reaches 
the floor,” Mrs. Holmer said, “and 
the vote almost always confirms 
the recommendation of the stand­ 
ing committees.” 
The League’s request for the 
transmission of regular, formal re­ 
ports to each house by the re­ 
spective standing committees was 
made by Mrs. Holmer In a letter 
to Assemblyman Thomas M. Er­ 
win, chairman of the joint com­ 
mittee, which b presently at work 
streamlining legblative processes. 


MARIN CALENDAR 


TONIGHT: 
Almonte Improvement Chib, 6 
pm., Almonte Hall. 
California 
Nationai 
G u a rd , 
579th Combat Battalion, t pm., 
Fairfax Pavilion. 
College of Marin trustees, 8 pm., 
Harlan Hall. 
Dixie School Board, 8 pm., 
Dixie School. 
Knights of Columbus, 8:30 p.m., 
San Rafael Improvement Club 
HaU. 
Marin County Employees Assn., 
8 p.m., courthouse. 
Marin County Master Plumbers 
Assn., 7:30 p.m., 2054 Fburth 
street, San Rafael. 
Marin supervisors, 7 p.m., public 
hearing on formation of Bolinas 
Bay Harbor District. 
Mill Valley commuters, 8 p.m., 
city hall. 
MÜ1 Valley School Board, 8 p.m., 
26 Miller avenue. 
Novato incorporation group, dto- 
tribution of petitions, 8 p.m., Mar­ 
lon School. 
Novato Hill School PTA, 8:30 
p.m., Hill School. 
Novato Toastmasters, 7 p.m., 
Tommy’s Novato Inn. 
Ross Town Council, 8 p.m., town 
haU. 


San Anselmo 20-80 Club, 7:80 
pm.. Ranch House. 
Sausallto Post 618, American 
Legion, 8 pm.. Perry’s Hal. 


TOMORROW: 
Alto Sanitary Board, 8 pm., flrt- 
house. 
Audubon Series screen tour, 8 
p.m., San Rafael High School. 
Golden Gate Bridge Board, 2 
p.m„ bridge office. 
Marin Amateur Radio Club, 8 
p.m.. Legion Hall, Larkspur. 
Marin County Stamp Club, 8 
p.m., cafeteria, CoUege of Marln. 
Novato Community Players Pro­ 
duction, 
"Strange 
Bedfellows,” 
8:30 p.m., community clubhouse, 
■Novato'. 
Ross Valey Players producticm, 
“The 
Remarkable Mr. 
Penny- 
packer,” 8:30 pm., the Bam, Art 
and Garden Center, Ross. 
Sausallto Little Theater produc­ 
tion, “Caine Mutiny Court-Mar- 
tbl,” 8:30 p.m., 7 4 5 Bridgeway. 


Loot By The Ton 
DETROIT (Ü*)—Ross HUl was the 
victim of some ambitious thlevea 
Hb tractor and traUer were stolen 


from a parking loC—aleng with a 
$11,000 heavy duty earth loader. 
Altogether, the loot weighed 18,000 
pounds. 


FRAMES — FRAMING 
Larg'est Asst. .Pram'e'S, Framed 
Pictures & Molding in Marin 
GASBERG STUDIO 
Est. 1910 
1311 Fourth S t 
San Rafael 


M O D ER N IZE 
BATH 


BATH FIXTURES 
W All TIU 
CABINETS 
FLOOR COVERINGS 


WEEKLY SPECIAL 


S' GLASS SHOWER 
6 9 ^ ^ 
DOOR ENCLOSURE! 


Instalad 


GL 


3-7535 


ONE RELIABLE 


CONCERN 


DOES IT ALL 


Corptnfry 
Eltcfrkcil 
Painfieig 
Plumbing 


Tnrner Home Nodernizaiion Co. 
1920 Fourtli Sfreef 
Son Rofoel 


Brazil b larger than the con­ 
tinental 
United 
States, 
being 
abO'Ut as lai-ge as^ the United. States 
would be if a second state of Tex­ 
as were added to it. 


Rerm 


Ih. some day 


to SACRAMENTO 


for Ix o m p h : 
L\". San Rafael , 8:47 a.m. 


AR. Sacramento . 11:50 a.m. 


LV. Sacramento . 5:00 p.m. 


AR. San Rafael . 7:57 p.m. 


Choost From 
19 Round Trips Daily 


Only Gieyiioumd offen such freaueot 
oenrioe. Relax by air-condicioaed bm 
...save time 8c money by Greyhound! 


San Rafael 
3rd A Tamalpais 
GL 3-0795 


GREYHOUND 


E a r l y A m e r i c a n 
M I L K S T O O L3*00 


IN RICH SALEM-TONE MAPLE 
Reg. $7.95 Value of Only....... 


E a r l y A m e r i c a n 
C A P T A I N ' S C HAI R 


Authentic Early American 
design in rich salem-tone 
mellow. Selected choice im­ 
ported hardwood, tough.. 
long-wearing and beauti­ 
ful. Saddle seat, ha n d 
turned spindles. A terrific 
buy at this price. Reg. 
29.95 value. 


ONLY *14 
88 
Ea. 


You Alwayi 
PAY LESS 
of 
WHITE PORNITURE 
CO. 
WHITE 


FURNITURE 
COMPANY 


1920 FOURTH ST. 


'’On the Miracie Mile'* 
SAN RAFAEL 


San Rafael 
GL 3-6110 


COMPLETE 
MAPLE BEDROOMS 


Your Choice 


12.50 down 
on Termi 


e 4-PC.-2 Twin Beds, 
Double Dresser, Mirror 


e 5-PC.-Double Bed, 


Double Dresser, Mirror, 
2 Night Stands 


e 5-PC.-Bunk Bed, 2 
Mattress and Spring 
units. Ladder, Rail 


YOUR CHOICE—bedroom pieces grouped In 


practical 4 and 5-pIece groups at one out- 


itonding low sole pricel Authentic Early Amer­ 


ican styling. 


Each piece is made with solid Eastern Hard- 


rock Maple tops and top quality hardwoods. 


High gloss Salem Maple finish is a warm, 


lovely complement to any bedroom. 


Check the fine craftsmanship — including 


drawers that are dove-tailed, with, center 


guides to prevent ¡ammtng, and tilt roils to 


prevent tipping. Top drawers dust-proofed. 


Antique brass pulls. 


MATCHING CHESTS: King Size. 
.49.88 
4-Drawer 
39.88 


SIMMMS TWia SLEEP SET 


f /O value I 


Twin size Mattress and Box Spring at low special purchase price. Equals 


sets selling for $70 in other stores. Mode by Simmons exclusively for 


Words. 
High coil count mattress and box spring. Vertically stitched, 


prebuilt border prevents sagging. Attractive, long-weorlng plaid cover. 


Only $5.50 down on Terms. 2 MATTRESS SETS__________ 
$99 


Macys 


specials in 
home 
furnishings 


itnagine two 312-coil twin 


mattress and box spring 


sets at this low price 


Packed in each arc SI2 coili of resilient, 
sp rin g steel for body-relaxing comfort 
For further comfort, the mattresses are 
packed with layer upon layer of Calif- 
nia linter cotton, then topped with San- 
isisal insulator pad that stays cool and 
fresh. Heavy woven striped ticking: ny­ 
lon twine button tufting. Metal handles. 


2 le ft 
79.99 


um ally 79.9S a Bet 


Macy*s homewares, dowiMlairt 


Flexible 


as-you-like-it 


floor lamps 


W ith Gold-Flecked Raffia Shades 
10.98 


Handsomely styled with Oriental 
airs to lend a quiet charm to your 
room. Brass arm and base; matte 
finished black stem and coolie 
shade in natural color threaded 
with gold. A lamp that fits into 
any home with quiet dignity. Has 
S-way switch: adjusts to bring the 
light as you like it. 


Macy*s homewares, downstairs 


decorator-favored 
bight African 
Campaign chair 
6.88 


usually 
735 


Black n o u g h t iron frame with 
black, white, green, red, rust, yel­ 
low, coral, turquoise canvas. Smart. 
Comfortable. Perfect indoors or 
out .Replace cover....................S.99 


M aefs homewares, do'amjfíi'irj' 


TKunday, Nov. 10, I95S 
7 
Macys mens 


SAN RAFAÍI 
^ 


A A 
A A A 
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THERE'S ONLY ONE HAND-WOVEN 
Harris 


. 
... 
íTweed 
Macy's has it at thrifty prices 


SPORT COATS 
39.50 


FINE SUITS 
59.50 


i | i 
rli»! 


• /ifrn*ng6one iifeau# 
• jmuri ceific weave • 
• /lotindsioofA weave 
• Ticfli tick wfflt'e 
• bariey-com weaxm 
m overplaid weave 


BECAUSE of tiifir luperb wool’^yim7*'rlctai«8i 
of colorinf and long wearing qualltj, Hurli 
Tweeds tiave been the cholee of fine tallort 
the world over. 
-4, 
THE OUTER HEBRIDES near the Arcüc Circle, 
off the nigged north western, coast of Scotland 
are the home of Harris Tweed. Every precious 
yard of this famous fabric is woven by hand 
In the homes of the crafters. 
HARRIS TWEED is one of the world's most 
ancient fabric traditions. The bask origin of the 
.art goes, beyond the memory of man. 
THE WEAYINQ of this famous fabrle is a 
proud century-weathered tradition of the Island 
craftsmen. Pride is the native keynote, lending 
ingrained distinction to the hand-loomed In­ 
dividual patterns. 
MACY’S HARRIS TWEEDS have been taüored 
by a foremost clotM.er in. the truly natural look 
. . . natural should'ers, n.arrow l.a.pels, .straight 
lines. A new-look 3-button model preferred by 
well groomed men. Regulars, shorts, longs. 


Macy*s men*s store, street floor 


sale of men's long sleeved imported gingham sport shirts 


2.99 


IN SIX STUNNING PAHERNS 
ALP'INE: brO'TO, red and grey 
BRADFORD; red, grey and gold 
BELMONT; rose, green, grey 
BRYANT; red, blue and green 
WOODSTOCK: blue and red 
AUTHENTIC TARTANS; Black Watch, 
Wallace, Dress Stewart, MacLeod, 


Imported gingham . . . king among cottons . . . makes these 
handsome sport shirts. Full cut, well tailored and Sanforized to 
keep their perfect fit. Color fast, too. All with long sleeves and 
the new short spread collar. S.M.L.XL. 


Macy*s men's store, street floor 


Broadcloth that never 


needs ironing 


Boxer Shorts 
1.19 
i pair 4.60 


COAT STYLE PJt 
5.00 


These shorts and pajamas wash like any other cotton but never 
need ironing. A boon to bachelors and a blessing to housewives. 
It’s hard to believe but truel They've been test washed and 
tumble dried. Come out without a wTinkle, ready to put away. 
Shorts: white, blue, mint and grey. Pajamas in modern prints, 
paisleys, stripes; blue, mint, grey, white background. 


Macy's men's store, street floor 


jtAl^AAAAAA-A»A»AAA-A^ 
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sale of men's handkerchiefs 
12 for 1.90 


Í 


Fine white cotton; hand 
rolled hc,ms... Ideal gifts, 
boxed. 
6 for 1.00 


Macy's men's store, street floor 


MACY'S SAN RAFAEL, FOURTH AND COURTi GLENWOOD 3-7070; OPEN FRIDAY 9:30 TO 9; OTHER DAYS 9:30 TO IdO 
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Misunderstanding Over Mill Valley 


Garbage Firm Study Cleared Up 


MUl Valley fiscal officer H arry, 
A. Tomlinson this morning cleared 
up a misunderstanding which at 
last night’s city council meeting 
threatened to block progress to­ 
ward solution of the city’s garbage 
disposal problem. 
Last night, in a letter read to 
the council, Tomlinson had indi­ 


cated that as a public accountant 
he could not with propriety con­ 
duct an examination or audit of 
the books of the Mill Valley G ar­ 
bage Co. His stated position was 
that he is an official of the City of 
Mill Valley, and hence an interest­ 
ed party to the m atter on which 
the examination would be made. 


Coro May Not Be Able 


To Do Novato Study 


The drive to raise funds for a 
Coro Foundation study of the ad­ 
visability of inoorporating Novato 
has reached its $300 goal, it was 
announced today by the North 
Marin Civic Council. 
But $300 may not be enough 
money. President Harvey Vicchio 
warned. Officials of the non-profit 
Coro Foundation have warned him 
their unpaid student intertts may 
be unable to perform the Novato 
study next spring as expected. A 
professional study costing about 
$600 may be more advisable, Coro 
officials said. 
Most of the needed funds were 
raised by Capt. Charles Clarkson, 
NMCC director, who found Novato 
residents “enthusiastic and anx­ 
ious to donate.” 
Vicchio, in 
consultation 
with 
foundation officials, learned th at 
only 12 students are available for 
the annual spring semester studies. 
The students are given a free 


choice of analyzing the 40 or so 
communities which have requested 
the project. 


The problem of whether to seek 
additional funds will be faced by 
the NMCC board of directors. One 
solution that will be presented to 
them will recommend that $300 
additional should be solicited with 
the proviso that if the professional 
study is not needed, the additional 
money will be refunded. 
One advantage to the profes­ 
sional study: the work could begin 
immediately 
rather 
than 
next 
March and April when the stu­ 
dents are available. 


Meanwhile, the petition kickolf 
drive is scheduled to begin at S 
p. m. today at Marion School. 
Petitions will be passed out to 
volunteers. To call an incorpora­ 
tion election, signatures of approx­ 
imately 1,500 property owners will 
be needed. 


No Way Seen To 
Avoid Quarantine 
(Continued from page one) • 
m ent deputies of our present law 
enforcement agencies, and of per­ 
sonnel in many other county and 
local governmental agencies. 
Dr. Albcrcht said th at it is ten­ 
tatively planned to set up numer­ 
ous clinics to vaccinate dogs, and 
advised pet owners to h^ve all 
their animal pets vaccinated as a 
safeguard for members of their 
own families and neighbors. This 
was also stressed by Peryam and 
Griffith. 
“But if the operation of the 
clinics is to be successful,” Dr. Al­ 
brecht continued, “we will have to 
have a lot of volunteers to do 
paper work and keep records up 
to date along with the vaccina­ 
tion program.” 
A TEAR u n k n o w n 
“I don’t like to say anything 
that might lead to hysteria,” com­ 
mented Dr. Griffith after the pro­ 
gram. “but this thing is insidious. 
I could be exposed by a rabid dog 
today w^hich is not even known to 
be rabid. The dog could be killed 
by a car tomorrow, but I could go 
for 
a year without 
exhibiting 
rabies symptoms, and not even 
know how I contracted It.” 
He also pointed out th at though 
10 wild animals In Marin have 
been killed since March and defin­ 
itely found to have had rabies, 
there are probably several times 
th at number of wild animals which 
actually are Infected with rabies 
but do not exhibit any of the 
symptoms, and are not violently 
affected. 
“And that goes for dop, too,” 
he said. 
Peryam pointed out, in answer 
to 
the 
questions of 
numerous 
listeners, th at the reason the quar­ 
antine applies only to dogs. Is 
th at one dog is more likely to 
spread the disease further and 
faster than any other animal. 
D op will attack wild animals in 
Instances which cats wouldn’t, he 
said. Rabid dogs have been known 
to go as, far as 100 miles from 
home. 
Affirming this statement. Dr. 
Albrecht pointed out th at dogs in 
Marin are more apt to contract 
the disease from wild animals than 
elsewhere, because “we’re still liv­ 
ing in the woods.” 
Pointing out the economic Im­ 
portance of controlling rabies, Dr. 
Griffith explained th at a rabies 
outbreak among cattle In Texas 
several years ago resulted in a 
$250,000 loss In livestock. “It was 
spread entirely by foxes,” he add­ 
ed. 
“And if we don’t have some way 
to control rabies In Marin, we can 
look forward to serious losses in 
livestock here,” Peryam added. 
Peryam also explained that In 


areas where rabid animals have 
been found, including Marin, agri­ 
cultural employees have been sent 
in to kill the species of wild ani­ 
mals which have been found to 
have rabies. 
Dr. Albrecht repeated th at the 
only way to make the quarantine 
effective is to get the cooperation 
of all dog owners and pet lovers 
in donating their time and help 
in carrying out the vaccination. 
When a dog is vaccinated, the 
owner will be given a vaccination 
tag to attach to the dog’s collar. 
But first the dog should be isolat­ 
ed for 30 days following the quar­ 
antine while it is determined If 
the vaccination is effective. 
One listener asked Mrs. Murga- 
rtoyd if the “present pressure . . . 
were not part of a statewide pres­ 
sure program on the part of the 
state Department of Health.” 
Mrs. Murgatroyd replied “I be­ 
lieve so.” 
But Dr. Albrecht retorted "Call 
it pressure if you like, but I be­ 
lieve that the department is In­ 
terested only in proctectlng us 
from rabies.” 
The tape recorded program will 
be rebroadcast at 12:30 p. m. Sun­ 
day. 


Air Patrol Meets 
Marin Sheriff's Air Patrol met 
last night for a routine session 
and elected C. L, Griffin, Mill Val­ 
ley furniture man, to membership. 


This morning, after the m atter 
was clarified by City Manager A1 
Almcrants and it was pointed out 
th at a complete audit is not being 
requested nor is there intended 
any public revalation of the com­ 
pany’s records, Tomlinson agreed 
to serve. 
Tomlinson entered the picture 
last week. The city and the gar­ 
bage company, both working to­ 
ward elimination of the dump near 
the entrance to Mill Valley, are 
planning to shift dumping opera­ 
tions to the Smith Bros. Dump at 
Santa Venetia. 
The company has indicated that 
a rate increase (35 cents for resi­ 
dences and 35 per cent for com­ 
mercial operations) will be need­ 
ed to compensate for the longer 
hauls. 
A committee appointed by the 
council, to examine company rec­ 
ords and determine whether the 
proposed increases are fair and 
equitable, met resistance from the 
company. Garbage company a t­ 
torney Robert Andresen indicated 
that the firm wonld provide the 
city with a financial statement of 
its Mill Valley operations, but 
would not provide a statem ent cov­ 
ering 
its 
entire 
operation 
in 
Southern Marin. 
A 
compromise 
solution 
was 
reached when the company agreed 
to open its full records to a com­ 
mittee composed of City • Atty. 
Thomas Nelson and Tomlinson. 


Under the procedure asked by 
the council. Nelson and Tomlin­ 
son will examine the company’s 
books, keep their contents con­ 
fidential and report to the coun­ 
cil on ■ a yes or no basis if costs 
justify the rate increases. Such an 
examination and determination is 
considered necessary Inasmuch as 
the city enters into an exclusive 
contract with Mill Valley Garbage 
Co. for garbage service :ln, 'the city, 
and hence feels that it is, in ef­ 
fect, a rate-setting body. 
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Defense To Ask 
New Trial 
For Orozco 


Attorney Bryan McCarthy de­ 
clared today he will move for a 
new 
trial for convicted 
rapist 
Jorge Orozco and “I expect to' get 
it.” 
Judge Thomas F. Keating set 
3 p. m. Monday for arguments for 
a new trial after a Superior Court 
jiu*y yesterday convicted the 33- 
year-old San Francisco auto sales­ 
man of rape. The jury deliberated 
for four hours before bringing in 
its verdict, finding th at Orozco 
had raped Miss Jeanne Olson, 30, 
of Santa Monica near Hamilton 
Field on Aug. 28. 
Orozco, who has been in several 
previous scrapes with women, has 
never been 
convicted of rape. 
“This is the first time that the 
charge has been made to stick,” 
said Dist. Atty. W. O. Weissich, 
prosecutor. He said Orozco served 
four months in San Francisco for 
battery and paid a $200 fine in Los 
Angeles for disturbing the peace, 
both times In Incidents Involving 
'Women. 
A rape conviction carries a max­ 
imum penalty of three years to 
life, with the judge having discre­ 
tion to grant probation or a jail 
sentence. 
McCarthy says he expects to get 
a new trial on grounds th at testi­ 
mony which should not have been 
admitted was heard by the Jury 
because “the district attorney did 
everything harmful” by referring 
to alleged offenses to present at 
the Monday argument. 
On the jury were Pierre Gla- 
comino, Mrs. Irene P. Keibel and 
Miss Catherine C. Cute, all of Mill 
Valley; Mrs. Prances M. Abram­ 
son, Stanley O. Erich Jr. and Mrs. 
Frieda Smith, San Rafael; John 
E, Hine, Sausalito; Mrs. Hanna 
Schembs, 
Xentfield; 
John 
B. 
Davis, Corte Madera; Edwin L. 
Harris, Ross; Mrs. Dora H. P art­ 
ridge, San Anselmo, and Harold W. 
Avery, Novato. 
STOCKS TODAY 


NEW YORK, (A») — The stock 
market’s 
strong recovery 
trend 
moderated today In its fifth ad­ 
vancing session. 
The rise carried prices up be­ 
tween one and three points at the 
best, but such gains were not too 
frequent. 
Trading maintained a good pace 
at an estimated 2,500,000 shares. 
T hat c o m p a r e d with 2,580,000 
shares traded yesterday. 
Many individual Issues were af­ 
fected by corporate developments, 
but they exerted no major market 
influence. 


2nd Son Rafael 
High Studied 
(Continued from page one) 
because “we’re really going to be 
hit in two or three years.” 
“It may be better to start on a 
new high school,” Rex Silvernale 
declared. He pointed 
out that 
about 20 classrooms and a new 
gym would be needed if the ca­ 
pacity is brought up to an enroll­ 
ment of 1,500 (believed to be the 
capacity 
of 
the 
present 
high 
school site). “That will cost quite 
a bit,” Silvernale said. 
Willard Vernon said th at a bond 
election would probably be neces­ 
sary. Present bonding capacity Is 
about two million dollars. 
(Capacity is 5 per cent of the 
district’s assessed valuation.) 
Lucas said th at personnel to 
staff the new high school is an­ 
other problem, and he iñtends to 
start a three-year program of 
training to fill the vacancy by per­ 
sonnel now serving in the district. 
The board members agreed that 
the next step is to jell these ideas 
and map a plan of action im­ 
mediately. 


Big Corte Madera 
Planning Drive On 
(Continued from page one) 
meeting were Long, County Plan­ 
ning 
Director 
Mary 
Summers, 
County Planning Technician Row­ 
land Darnell; Corte Madera Town 
Engineer A. K. Brandow; Frank 
Oman, representing Sao Clemente 
developers, and Kenneth Moulton, 
real estate property offictr of the 
state Department of Finaace. 
Eventually, some 3,000 homes 
will be constructed in eastern 
Corte Madera, located east of 
Highway 101 and split by Para­ 
dise drive. W ithout proper plan­ 
ning now. Long said, people of 
Corte Madera feel many of the 
errors made In building the rest of 
the town will be repeated. 


Radio Club Will 
Meet Tomorrow 
Regular meeting of the Marin 
Amateur Radio Club will be held 
at 8 p. m. tomorrow at the Ameri­ 
can Legion Hall in Larkspur. 
A highlight of the evening will 
be a talk by an as yet unnamed 
electronics engineer. The meeting 
is open to the public and refresh- 
menis will be served. Club presi­ 
dent is Ed Ohmsted. 


Barr Lost Ritesa 
Slated Tomorrow 


Graveside services will be held 
tomorrow at 10 a.m. at Mt, Tam- 
alpais Cemetery for Robert J. Ba:n* 
of Areata, who died in Areata 
Tuesday after a long illness. 
Barr, a rancher in Humboldt 
County, is survived by his wife, 
Leona; a daughter, Mrs. J. C. 
Wells of San Diego, and several 
nieces and nephews in Marin. His 
two nephews are Dr. William H. 
Barr of San Rafael and J. Harold 
Dollar 
of Kent Woodlands. 
A 
niece, Mrs. Curtis Hayden, lives 
in Kent Woodlands, and another 
niece, Mrs. Virginia McCormick, 
lives in San Rafael. 
Services will be conducted by 
San Rafael Masonic Lodge under 
direction of Paul’s Chapel of Ar­ 
eata. Barr was a 50-year member 
of the Areata Masonic Lodge. 


Kin Of Morinite 
Dies In Colorado 
L. E. Laird, 82-year-old father 
of Mrs. Edmund R. Dungan of 
Kentfield, died Sunday in Colora­ 
do Springs, Colo., it was learned 
today. 
Mrs. Dungan returned to Wor- 
land, Wyo., where funeral service 
are to be held. She will return to 
Marin late this week or the first 
of next week. 


Separate Maintenaiice 
Filed 


HARRIMAN — Marjorie B. vs. 
Ernest T., extreme cruelty. 


Novatan's Father 
Succumbs In S.F. 
*:ciie father of a Novato woman. 
Mis. Claude Witzel, died yesterday 
at St. Francisco Hospital at San 
Prancisoo. 
He was P. Monroe Paulsen, «1, 
president of three rubber products 
firms — Hercules 
Equipment A 
Rubber Co., Inc.; the Standard 
Rubber Co., Inc., and the Gasket 
Shop—all of which he founded. 
The Atherton resident was a 
Mason and a member of the Com­ 
mercial Club and Olympic Club. 
Masonic funeral services will b« 
held at 1 p.m, Saturday a t Hal- 
sted & Co., San Francisco. 


Marvel Mar Opens 
Again Tomorrow 


Reopening of the Marvel Mar 
restaurant on Highway 101 be­ 
tween the Richardson Bay Bridge 
and Alto Wye, is scheduled for 6 
p.m. tomorrow. 
The restaurant has been closed 
for seven months, during which 
time the building was moved back 
78 feet to make room for the new 
stretch of highway. The building 
was 
turned 
completely 
around 
during the move and now faces the 
water. 
Owner Charles Mowers will cele­ 
brate his 10th anniversary at the 
Marvel M ar at the reopening. 
The restaurant, completely re­ 
decorated, features dining facilit^ies 
for more than 200 people, a ban­ 
quet room seating 125 and a new 
and enlarged hard-surfaced park­ 
ing lot to accommodate more than 
200 cars. 


Firemen In San Rafael 
Mop Up Spilled Gas 
Warm rays of the sun yester­ 
day meant two mopping up jobs 
for San Rafael firemen. 
They said the heat caused two 
cars’ gasoline tanks to spill over, 
leaking gasoline onto the pave­ 
ment along the * 1200 block of 
Fourth street and in a parking 
lot in the 900 block of Third street. 
Dutifully at 11:27 a. m. and 1:40 
p. m., firemen njopped up the 
spilled gas, preventing a possible 
fire. 


Don't he a “last minate'' Santa 


next year... 


JOIN OUR 


QJl^ristmas QJlub 


Christmas shopping is olw'O'ys more fun 
when you con do it without rushing 
and without piling up bills. 


So, get o heodstart on Santa next year 
by ¡oining our Christmas Club now. 
When the club pays off next November, 
you'll be all set for a wonderful holidoy. 


,í^ N Ú R T H WESTERNS 
flnoLOfln 
flssociflnoi 


TWO CONVENIENT OFFICES 


Principal Office 
817 A Street 
San Rafael 


Branch Office 
130 Throckmorton 
MUl 
/alley 


Current rate of iniereMÍ 3Vi % per annum 


pudiates any liability or respon­ 
sibility for their safe custody or 
return. 


LET'S GO BOWLING! 
Reserve an alley any afternoon 
or Saturday & Sunday evening. 
Special Afternoon Rates! 
MARIN BOWL 
San Rafael GL 3-4114 
SALE! 3 ROOMS 


WATER HEATER 
TROURLE? 


PHONE 
CURRIE 
Heating & Plumbing 
Co. 
For a 
Full 5-Yr. 
Guarantee 


CUNAX 


Ultra Magic Suparior 
Water Heater 
GL 3-8104-8107 


$422“ 


Reg. $531.70 


You Save 


$108®* 


Each Room or Piece May Be Purchased Separately! 


Reg. 
DflVAN AND CHAIR (ehoiet of fobrks and c o k n ) 
$139.50 
1 TABLES (plosfk bmioiated fops, blond# or Mahogony) 
32.85 
2 LA'M'PS (ilbroglas 'slodef)'...,____ 
11.90 
9X12 DECORATOR ROO Cchokt of cobrsl .... ..____ 
29.95 
5-pc. Wrought Iron Dinett# (choke ofeobrs)................ 
69.50 
Doubb Dresser with Bevel Mirror, Bookcase Bed 
178.50 
And 2 Night Stands (choice of Tan Bark, Mocha Mahogany or Seamist finishes) 
Top Quality Innersprlng Mattress, Matching Foundation 
69.50 
(Guaranteed 5 years) 


A 
need to keep wishing for 
the modem furniture of your 
dreams when it’s hero now si 
Johnson Fumitnro Co. at a 
price yea haven’t seen in 
years. It’s perfectly designed 
for those who like modem, 
q 'U a If I y 
constructed 
with 
“more for your money’* de­ 
tails and priced right for your 
pocket book. 


SALE 
; 99.50 
29.95 
9.95 
24.95 
59.50 
139.50 


59.50 


‘2 5 


an 


*20 FIR MONTH 


DOWN 


and about 


FURNITURE (0, 
Compare Quality 
— 
Price! 
1418 Fourth Street, San Rofoei 
GL 3-1344 


WE BUY. SELL AND TRADE FURNITURE 


everybody 
comes to 
Department Store 


SAN ANSELMO 


Store hours: 9:30 to 5:30 


tiny price tags 


on glamorous 


evening bags... 


Velvet, satin, ond brocade in a wealth of 
colors . . . red, coral, pink, light blue, 
black, gold, ond silver. Dainty pouch and 
clutch styles, some with rhinestone clasps 
and inside zippers. 
3.49 to 5.95 


luscious petticoats 


ruffled with nylon net 


Several styles in 
Chromspun taffeta 
with tiered 
ruffles of crisp 
nylon net. 
Two-tone and 
solid tones. 


8.95 
and 
9.95 


black—f'uschia 
« black—coral 
0 hunter—light green 
0 rust—beige 
0 brown—avocado 


7 


7 


/ 


matched set 
of sparkling 
jewelry 


Necklaces, 
bracelets, 
pins, 
and earríTigs in gold or silver 
finish. Sculptured leaf motif Is 
accented with swirls of simu­ 
lated pearls and rhinestones 
. . . charming to wear or to 
give. 


t)l each 


plus Fed. tax 


FREE P A R K IN G at rear Kaufman*s Store for Dad and Lad 


W dt g. P.ler> 


Watches — Watch Rei>airinr 
Enfravinf 
611 San Anselmo Avenue 
GL 3-6773 
REMOt^NT YOUR DIAMONDS 
THE MODERN WAY! 
All Top QualitT Diamonds 
WEDLOCK BRIDAL SETS 
1100 up 
Buy on our Christmas Layawmy Plan 


Winter Hardware 
429 San Anselmo Ave GL 4-1522 
4 pe. place settinf Cup* Saucer, 
10” Plate. Bread &, Butter Plate. 


Regular 4.00 
$2.99 
NOW 
Place settings In solid colors only 


Limited Time Only 
Nov. 1 to 15th 


MEN'S AND BOYS' SWEATERS 
yt/sr ARRIVED! 
Pop-Coots for Pop and the Boys 


Thoy'ro water-repellent, quilted and fingertip-lengtFi. Fine 
for a hike in the woods or a seat at the "Big Game!" 


Sixes 14-20 in beige only; sizes 36 to 42 in beige and 
charcoal. 
13 95 ... 15.95 
Narin Boys' Store—The Men's Corner 


=> 
706 San Anselmo Avenue 
San Anselmo 
Free Parking ^ 


í,u 4 M a ‘¿ 


REDHILL LIQUOR STORE 
100 Reéhm Á¥«. 
GL 3-1090 


Ludwig Schwalbe, Prop. 


FAST FREE DELIVERY SERVICE 
SuggeMiiom: 
P 


Y. A. LACEY 
lOUHBON 


■4.95 


5th 


5 O'CLOCK 
GIN 
3.69 


Uo' 


San Rafael 
San Anselmo 


L by M a^navox 


S-apeed record c h a n g e r , exclusive 
Pianlasimo pick-up, toms off unit after 
last record. Twin front m o u n t e d 
speakers. 


Your choice of blonde, cherry, mahogany and Magnatex 
finish. 


SAN RAFAEL 
1133 Fourth St. 
GL 3-4693 


SAN ANSELMO 
550 San Anselmo Ave. 
GL 3-1470 


BUY THE BEST! 


BUY A UlhidbooC DRYER 


Yes, you buy the best when 
you get a gleaming new 
Whirlpool dryer. R a i n y 
weather or high winds just 
won't be a problem any 
more becouse clothes dry 
34% fluffier and last longer 
when dried in a Whirlpool 
dryer. Don't take our word 
for it. Ask your friends or 
neighbors or anyone who 
o w n s a Whirlpool and 
you'll find they're our most 
enthusiastic boosters. We 
cordially invite you to come 
to CATEYS' this week and 
see 
the 
beautiful 
new 
, Whirlpool dryer. 


WHIRLPOOL DRYERS Mean Greater 
Speed and Extra Dependability 


Choose the perfect heat for drying everything from denims 
to Dacron with Whirlpool's Delicate Fabric Control. Dry 
clothes In minutes (rain or shine) with breezy Therma- 
Flow Action. Give clothes FADE-FREE sun freshness with 
Sun-A-Tizer lamps. Forget lint and moisture. They're 
whisked away by efficient Force-Flo Venting. 
Whirlpool Dryers Start at $199.95 
Terms, Of Course 
CATEYS’ Appliances 
The Home of Whirlpool Washers In Morin 
Mr. and Mr4. Geo. Catey, Props. 
135 Tunstead Ave. 
GL 3-8033 
San Anselmo 


THE NEW 1956 WHIRLPOOL WASHERS AND DRYERS 
NOW ON DISPLAY AT CATEYS' 


DIAMONDS 


FINEST 
IN MARIN 


CHOOSE YOUR 
GIFTS NOW! 


LAYAWAY 


UNTIL 
CHRISTMAS 
e 
Everyday and 
Christmas Cards 


566 Son Anselmo Ave. 


everybody 
Department Store 
SAN ANSELMO 


store hours: 9:30 to 3:30 


it's 
the 
first 
elastic 
bra . . . 


WARNER’S 
A’LURE 


Nylon, embroidered nylon marquisette, and 
satiny elastic. A bra that fits you and your 
busy schedule in supreme comfort and 
beauty . , . white or block. A, B, and C 
cups. 
3.95 


F R E E P A R K IN G ñt rent Kmijman*s Sfme for Dad and Lad 


POODLES, ATTENTION 
NOW AVAILABLE th . fomou. 
CONNIE COLLAR 
Th® Stjle-Pelt with rhinestone® ............... 
J.p5 
The Park Avenue with rhinestones __________________ HJii 
The Manhattan with rhinestones ___ 
7J 5 
The Aristocrat with rhinestones ___ 
13.5i 
SIxee i to 12 on above—12 leas 
THE PET FOOD COHAGE 


126 Son AnMlmo Ay.., Opp. PeMeffic., GL 3-8369 


THE PHOTO 


CM littenbury, Maneger 
115 Tunstead Ave. 
Across from Ctfy library 


SHOP 


San Anselmo 
GL 3-2479 


Pholographic Christmas Cards 


Many new styles of moltleolored photographle Christmas cards 
with single or twin folds. 


from $g50 per 100 cords 


CAMERAS and CAMERA SUPPLIES are sure to 
be appreciated as a Christmas gift item. A smoH 
deposit holds any item on Christmas Loyawoy. 
Easy credit terms arranged. 


Get Your Free copy of Photo Fan 
at The Photo Shop this weeki 


B E ly 
F R A N K L | | n 


i o c 4 t A r 
O W N f 0 
— ' N 4 r I o N 4 i I y 
» B| o' W N 


Arthur W. Smith, Prop. 
Across from City Holt 
Son Ansolmo 


Get Ready For The Holiday! 


Your Ben Franklin store In Son Anselmo has o large selec­ 
tion of Thanksgiving table cloths, napkins and cups, phis 
turkeys for all decorations. Plenty of basters, roasters ond 
everything for Thanksgiving. 


OPEN FRIDAYS TIL 9 P.M. 


•“ Friday and Saturday Specials— 


OLD FASHIONED CHOCOLATE CAKE 


Tw® Luscious Butter Layers generously filled A C f* 
A Iced with Klents’s Chocolate Fudge 
H O ^and 


TASTY DAHISH CRISPS 
20, 
Generously filled with your favorite fruit— 
Serves Three 


KIENTZ'S PASTRY SHOP 
625 San Anselmo Ave. 
GL 3-5368 
1593 Sir Francis Drake Blvd., Faiifax — GL .4-4253 
2 Hours Free Parking In Rear of Son Anselmo Bakery 
■ 
I 
— — — — ——— 
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'k Plenty of Free Parking 


'k Friendly Neighborly Merchants 


k No City Soles Tax 


k No Traffic Problems 


Be® Oar LARGE STOCK of 
ZENITH 
and 
ARVIN 
Prices from 
16.95 
RADIOS! 


AC-DC 
CLOCK 
PORTABLES 
90 Days to Pay 
(Use Your Charge Key) 


RADIO iN *fV SALES 


GL 4-7616 


330 San Anselmo Ave., SAN ANSELMO 
23 Broadway, Fairfax 


R E D H I L O 
N U R S E R Y 
i Bridge 
S I , GL. 4-418S 
AMERICAN PEAT MOSS 


Foremost quolity 
80-lb. ^ 
80-lb. 
Economical to uto 
____ 
...Bog 


For new lawns—covers about 800 sq. feet. For seed areas— 
600 te 00€ sq« feet. EsiaUlshed lawns 400 to 500 sq. feoi 
.Will Improve any solL 
STEER MANUBE 
I fu. ft. Bag 
9 0 4 


M Long Last! 


CHENILLE ROBES 


Both studio coats and full sweep 
long lengths jn three styles • . . 
all sizes. 


5 ~ 
6 ’ * 


638 San Anselmo Ave. 


MODEL 
CENTER BOULEVARD & SAU 
SPECIALS THURSDAY - 


Armour's Star js 
HAM 
Half or Whole, lb. 
■ ^ 


MARKET 
NDERS AVE. 
GL 3-8367 
- FRIDAY — SATURDAY 


Lg. Grade A 
jp 
Nubid EGGS 
Dozen 
.....................^ 
^ 


Armour's Star 
Sausaqm Rolls 
/ 
i-ib. R o n ________ “ 
^ 


Large RIT2 
O T F d 
CRACKERS 
y 
/ 
Pkg............................... 


SLICED 
BACON 
H 
r 
Pound ------------ 
■ ^ 


FOLGERS 
COFFEE 
/ Y 
Pound 
.....................^ 
^ 


Milter's SKIN- 
A C c 
LESS FRANKS 
Pound 
..................... 


CALO 
DOG FOOD 
3 Con» .....................^ 
SALE OF SLEEP SOFAS 


SIMMONS HIDE-A-BEDS, SERTA SLEEPER SOFAS, 
KROEHLER INNERBED SOFA, TURN-A-BEDS 


SIMMONS SPACE SAVER 


ÁS LOW AS 
15950 


Now is the time to buy sofas with genuine Innerspring 
mattresses that open out to full length bed. Largest 
selection of styles and kinds in Marin. 


See Our Large Selection of 
STUDIO COUCHES. DUPLEX BEDS, BED DIVAN SETS 


BUDGET TERMS 


3 FREE WUNDA 9X12 RUGS 


We're giving away 3 Wunda rugs for Christmos. Just come in and 
register. Nothing to buy to be eligible. 
1ST PRIZE 9x12 WUNDA PLUSH RUG 
2ND PRIZE 9x12 WUNDA LURE RUG 
3RD PRIZE 9x12 WUNDA WEVE RUG 
_ 
Comm In and Register Your Name 


208 GREENFIH*! 


SAN ANSELMO 


G L 1-1766 


Opon Friday Evenings 'Til Nine 
THI BIO FRIENDLY ITORI ON THE 
MIRACLE MILE IN SAN ANSELMO 


/• 
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SULTÁN FORGIVES AGED FOE 
Berber chieftain Thami el Glaoui, 82, prostrates himself 
before Morro Morocco’s Sultan Mohammed Ben Youssef in 
Sultan’s Paris hotel suite to ask forgiveness. The aged chief­ 
tain, worst enemy of the sultan among conservaton Moroccans, 
was granted forgiveness for helping to drive Ben Youseff 
from throne. Shootings, bombings and burnings have increased 
in Morocco in recent days despite scheduled return of sultan 
next Wednesday. • (AP Wirephoto) 


Faure Demands Another 
Assembly Confidence Vote 
PARIS (U.R) — Premier Edgar 
Paure today gambled his govern­ 
ment on a vote of confidence for 
the fifth time In five weeks In a 
bid for national elections next 
month in a crucial hour of French 
history. 
Paure, weary after hours* of 
wrangling with the balky National 
Assembly, set a vote on his elec­ 
tions bill for Saturday. 
To get a vote on a new National 
Assembly next month, P a u r e 
gambled on falling from power 
and plunging the nation Into Its 
21st postwar cabinet crisis which 
would leave Prance with a lame- 
duck foreign minLster at the Gen­ 


eva conference. 
Also Jeopardized w o u l d be 
I Faure's plan to send Moroccan 


1 Sultan Sidi Mohammf^ Ben Yous- 
ef back to the imperial palace at 
Rabat to start lining up the stormy 
protectorate’s first representative 
government. 
Faure wrangled with the Nation­ 
al Assembly for nine hours and 
heard the deputies shout down 
five separate plans for election re­ 
form. 
. Finally, at 5 a. m., his brow 
glistening with sweat, the premier 
lost patience and demanded that 
the assembly either accept his 
election plan or vote his govern­ 
ment out of office. 


Kremlin Blasts 
4 Top Russ 
Architects 
MOSCOW iJP) — The Soviet 
Union has cracked down on four 
of its top architects, including 
Alexander V. Vlasov, who is com­ 
pleting an Inspection tour of home 
building technique.s in the United 
States. 
'The government says the na­ 
tion’s builders have been wasting 
money on ornate decoration and 
skyscrapers and disregarding the 
needs of the people for housing. 
LOSES JOB 
Vlasov, who is president of the 
Academy of Architects of the So­ 
viet Union, was stripped of his 
government decorations and dis­ 
missed as chief architect of Mos­ 
cow. The same action was taken 
agaln.st D. N. Ccechulin. 
Announcing the dismissals last 
night, a government statement 
said two other nationally known 
architects, Polykov and Boretsky 
(first names not given), were de­ 
prived of their Stalin Prize lau­ 
rea tes. 
A spoke.sman for the Academy 
of Architects said Vlasov was still 
president of the organization. 
IN NEW YORK 
Vlasov was in New York with 
the other members of the 10-man 
Russian housing delegation when 
news of the dismissal was re­ 
ceived. The Russians were sched­ 
uled to leave today after a month­ 
long visit. He declined comment 
on the report but indicated he was 
returning to Moscow. 
The announcement of one of the 
biggest official shakeup.s In recent 
years was made by the Central 
Committee of the Communist 
party and the Council of Minis­ 
ters. It aparently wrote a finish 
to a so-called Western trend in 
building here. 
MILES 
GARDENING SERVICE 
PRUNING AND 
HEDGE TRIMMING 
Lawns, hedges, shrubs fertilis­ 
ed; gardens and yarda cleaned. 
Brush hauling. 
GL 4-6704; GL 3-7914 
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MONTHS 
TO PAY 


NO 
DOWN 
PAYMENT 


B U I L D I N G SUPPLY 


OPEN 


7 DAYS 


A WEEK 


Sundays 


10 o.m. 


fo 2 p.m. 
Lumber, Tileboard, Dutch Boy Paints, Schlage Locks, Hardware, Plumbing Fixtures and Supplies. 
Garden Supplies, Doors, Floor Tile, Youngstown and Crosley Kltchena, Lighting Fixtures, Elec­ 
trical Snpplles. 


77S Highway 101, MiH VaHey, DU 8-6233 
DO-IT-YOURSELF SPECIALS 


-SPECIAL SALE- 
RHEEM WATER HEATERS 


Natural Gas, Automattc safety pilot con­ 
trol A G A approved, guaranteed. 


20 GAL. 
REG. 61.50 4230 
30 GAL. REG. 69.50 ................. 52.50 


ROOFING 
ROLLS—100 stj. ft. 90 lb. Mineral surface in 
silver grey, spruce green, and 
Sunset red. 
3.45 
GUTTERS 
Galvanized 
10* Lengths 
15< ft 


LEADER PIPE 
2** Galvanized, round 
10 ft lengths 


ft 


WOOD 
FIBERBOARD 


4 ' 


MASONITI TYPE 
2rxf6"xiA" thick. Exc«H«nt 
for hning garagot, basamants, 
attic*. 
*q. tt. 
FORMICA 
49 
Per (ink, table, cabinet tept, 
etc. Variety ef celert aubjec 
te fteck en hand. Reg. 
$1.2S. 
IS. ft- 


FIBERGLAS 
CORRUGATED PANELS 


LOWEST 
PRICE 
EVER-Beautifui 
translucent' 
corrugated paneling. Use indoors or out. For 
patio roofs, sun and wind shelttrs, etc 


26" width in T, r, 4' 


and 5' lengths. 26”x8’, 10’ 12’ 
Igths., sq. ft. 
3 9 < ! 
HAILS 
S D Common 
li D Common 


$ 0 9 5 
loe-ib. 
Keg 
Keg 


PHILIPPINE 
MAHOGANY FLUSH DOORS 
Hollow Core IH " thick by 6^8" high. 
Widths 18" to 32". AA Grade. 
REG. $16.50...... ... SAVE OVER 
MAHOGANY FRONT DOORS 
Exterior Hollow Core 
A A Grade 3'0"x6'8"xiy4" Ixterior 
AA Grade.............................. 


1-PANEL 
DOORS 
Width IS” te 28”x6’l” 
high. H” Thick 
Reg. 110.50 
4.95 


CROSLEY 
SINK CABINET SPECIAL 
SAVE 65.00 
Full Size 66 Inches 
Double Drainboard 
Twin Bowl 
COMPLETE WITH FITTINGS 


.on 
129” 


15”xl4* 


LfWIIT' 
FilH ^ L< 
E fii 
Special Purchase of Nstlnnally 
Advertised 
Gold Seal Vinyl Tile 
Latest Bermuda Hues 
9x9 tile Reg. 18e 


PRICE 
I 
k 
V* 
Each 
I W 
esch 


RUBBER 
TILE 
w 


CORK 
Asphalt Tile 


»”x9" 


1 2 < 
esch 


LINOLEUM 
TILE 


9 < 
each 
9”x9" 


2"x4"» D.F. 
n iA d 4 ''x 4 "iD .P . 
2"x6"i D.P. 
D P- 
S4$, lln. ft. 
S4S.......lin. ft. W 
S4S, lin. ft. 
S4S,.... Iln. ft. l O 


LATEX RUBBER BASI 


PAINT 
2.98 


BOLLERj 
& PAN 
SETS 
98 ^ 


Bedwood. 
STAIN 


OelleB 
1.49 


Oeoeral Pvtimm. 
PAINT 


Galloa 
1.49 


IKE DECLARES 
U.S. Won't Help Spur 


Near East Arms Race 


WASHINGTON (/P) — Pkesktent 
Ei.senhower has focused the Unit­ 
ed States search for Middle East­ 
ern peace once more on eccmomic 
aid and a military willingness to 
guarantee security. ‘ 
At the same time, he emphasized 
yesterday that while the United 
States will continue to consider re­ 
quests for arms for self defense, 
it will not “contribute to an arms 
competition in the Near East.” 
Stepping personally into foreign 
policy affairs for the first time 
since he fell ill last September, 
the President issued a statement 
at Denver renewing his endorse­ 
ment of “the economic and secur­ 
ity contributions which th:is coun­ 
try wa.s prepared to make,” as 
outlined by Secretary of State 


John Poster Dulles last Aug. M. 
In a New York speech, Dulles 
proposed then: 
1. Loam to compensate refu- 
gtes, develop water resources and 
irrigate arid lands In the middle 
east. 
2. U.S. participation in forma! 
treaty commitmenta to guarantee 
the embattled borders between Is­ 
rael and her Arab neighbors, if 
the two sides agree on a perma­ 
nent peace. 
Th.ose points also' got sim ultw- 
eous attention overseas. In Geneva 
Dulles and British Foreign Sec­ 
retary Harold Macmillan consider­ 
ed the possibility of raising money 
to help Egypt harness the waters 
of the River Nile. 


French, African Boycott Of 


U.N. Raises Grave Problems 
UNITED NATIONS. N. Y. {JPh- 
Paced with boycotts by two mem­ 
ber nations, Ü.N. diplomats ex­ 
pressed grave concern today over 
what effect the action may have 
on the future of the woyld body. 
Prance and South Africa are 
both shunning the Assembly over 
issues brought up by the Arab- 
Asian bloc. Delegates wondered 
whether further steps on the in­ 
flammatory Issues might prompt 
some member to quit the U.N. al­ 
together. 
Both France and South Africa 
walked out Iil protest over what i 
they claimed was U.N. Interfer­ 
ence In their internal affairs. Both 
accused the UJi. of ignoring re­ 
peated warnings they would not 
tolqrate further intervention. 
South Africa’s walkout, over the 
Special Political Committee’s de­ 
cision to probe into Its rqclal 
segregation policies, came amid 
behind-scenes moves to toss out 


the stormy Algerian independence 
item which sparked Prance's boy­ 
cott. 
Prance’s absence from the U.N., 
since the A.sscmbly voted Sept. 30 
to take up Algeria, has raised se­ 
rious problems. 
Primarily It has inspired a num­ 
ber of delegates to question the 


f wisdom of taking up disarmament, 
a key topic this year, If the French 
arc absent. ' The French have 
played a major role on the U.N. 
Disarmament Commission and its 
big power subcommittee. 
’This is believed one of the main 
reasons'behind a move pushed by 
Colombia and other members to 
get the Assembly to throw out the 
Algerian ca.se in hopes this might 
cause Prance to reconsider hei 
boycott. 


Third Annual 
BAY AREA SHOW 
The Show that Shows You How. . .Is Bark. , . 
Bigger and Better than Ever! 500 experts demon­ 
strate 2000 products, tools, materials In 330 public 
participation exhibits. CONTINUOUS DAILY 1- 
10:30 P.M. See do-it-yourself Swimming Pool, 
Athens Water Follies Girls, many others. 
Adults 99c, children under 12, 30c„under 6, FREE. 
Ample FREE Parking. Samples, Prizes, Contests 
for the whole family. 
OAKLAND EXPOSITION BUILDING 
10th & FALLON 


AT CHARUES MARKET 
FOURTH AND G STREETS 
SAN RAFAEL 


SERVING SAN RAFAEL'S WEST END GL 3-4515 


COFFEE 


M. J. B. — Reg. or Drip 
2 Lbs. 


Special» for 


Thur»., FrL, 


S a t and Sunday 
Cans 


KRAFT DINNERS 


A goad, nourishing meol 


2 p k g s . 2 9 ^ 


APPLE SAUCE 2 


ROYAL PRIDE— No. 303 Tin 


LARGE EGGS 


RITE BUY— Grade B Dirties 
______ Doien 


PLANTERS PEANUTS 
CHEESE 


Largg Cana 
3 f.r 1.00 


IVY SYRUP 


For a bottor broaklatl 
2 . a n , 37 


VELVEETA................................. 2-lb. Loaf 


SUGAR 


SPRECKELS................................................................. 10-lb. Bag 


1 
. 6 
9 


2 
5 
' 


5 
0 
' 


6 
9 
' 


7 
9 
' 


i 


SI 


^4 


MAYONNAISE 
cakemix 
■ 1 ^ 9 1 ■ 
C ra c k * . W k ita Y 


Durkoe's, 24-oz. Froezer Jar 
43' 
MARGARINE 


Holidoy, Coiorod Cubot 
-19' 


SANI-CLOR 


Bloach, 
Gallon Bottio 


2 1 ' 


2 pkg. 4 9 < 
letty Creckar, Whita, Yellow, Devil's Feed 
ICE MILK 
H 
39' 
Arden, Imitation 
TREND°i;..“"4 5 ‘"';i,r39‘ 


PUMPKIN 
Silver Falls, No. 2'A Tin 


BUHER BEANS 


2 - 3 9 * 


BIRDS EYE 


French Fried or 
Whipped Pototoes 
2 - 35' 


lanisiijtgceJ^nto 


UPTON TEA;t77^?g.59* 
Christmas Cards 50for59* 


2 , 0 . 2 9 " 


Southern Yams 
2 
37" 
Goiden-Ne. 2Vt Tin 
DELICATESSEN DEPT. 
IMPORTED SWISS 


2 '“6 5 " 
Gruyero Cheese 
4-oz. Pkg. 


15-oz. 
MINUTE RICE.... 4i< 
U i l l l T ’C tom ato 
3 
n U l l l d SAUCE..ee 2 0 < 


Sam's Fresh 


Ready fo Eat, Skinless, Boneless 
Imported Ham lb. Tin 1.29 
Hormel Bacon 
ib . 53" 
Cello Wrap 


Charlie'i Liouon 
Dept 
NEW CROP 


CHARLIE'S MARKET 


BOHLED IN BOND 
4 Ymm OIiI 
•H. 4.10 


McLaran's Imparted 


SCOTCH WHISKEY 
AAede and lettled In Seetiand 


* * 5 . 4 9 


CHARLIE'S MARKET 
CLUB SPECIAL GIN 
London Dry 
.. 3.10 
i 
MONTEBELLO 
WINES 
lergvndy, Vln looo' iSioMa 
lavfomo, CklonN 


580 


ARTICHOKES 
TOKAY GRAPES 


3 - - 2 9 ' 


GRAPEFRUIT 
4 -2 5 ' 


Red 
Flaming 
U. S. Na. 1 
Gems.... 


4 for 19" 


POTATOES 
1 0 «»3 9 ' 


TOMATOES 


Sweet and 
Jiiley........ 
Hrm, Local 
B«ket ... 
2 9 


Novato School 
Tax Rate 6th 


Highest In Marin 


AUesatiozM th at Novrato’s school 
tax rate la the highest in the 
county are not true, the school 
district 
superintendent 
asserted 
Tuesday night. 


The NoTato Unified School Dis­ 
trict tax rate now stands sixth 
highest in the county at $3.36, W. 
J. J. Smith Informed trusteee. 


The figure Includes 71 cent* for 
refunding of state loans for build­ 
ing purposes. 
Norato 
district's 
maintenance 
and operations tax Is 10th highest 
among 18 county districts listed. It 
is 12.63. 
e th e r county school tax rates, 
Including state building loan re­ 
funds. were listed for comparison. 
Mill Valley heada the list with 
13.86. Others In the top five are 
Rosa with $3.70; 
San Anselmo. 
13.62; Kentfield, $3.55, and Reed 
Union. $3.44. 
Other tax rates are as follows: 
Larkspur-Corte 
Madera, 
$3.33; 
fiausaiito, $322; West Marin Un­ 
ion, $1.74; Bolinas, $2.82; Dixie, 
$2.65; Laguna Joint (the lowest 
taxe rate), $1.12; Nicasio, $1.88; 
San Jose, $2.60; 
San 
Quentin. 
$2.10; San Rafael, $2,i4; Stinson 
Beach, $2.75, and Tómales Union. 
$1.62. 


NOVATO PLAYERS 


DOUBLE SERGEANTS 
ITieodore and Edward Zawalksl, 22-year-old twins In Head­ 
quarters Squadron, Weetem Air Defenae Force, recently were 
promoted to staff sergeant on the same promotion orders. 
The twins have been vieing for service honor» since they 
both enlisted in the'A ir Force in January, 1952. They never 
have been separated. The twins fall into the category of Air 
Force policy to Heep brothers together if they so desire. 
Looking on are MaJ. George O. Chapin and M Sgt. Milton 
D. Taylor, the twins’ commanding officer and first sergeant, 
respectively. 
(USAP Photo) 


Cutter Labs Official 
Will Address Lions 
0>rte Madera Llotis Club will 
hear Donald H. Wonder, co-ordi­ 
nator of patent activities a t 'Cut­ 
ter Laboratories, speak on “Cut­ 
ter's 58 Years of Biological Pro­ 
duction” at tonight’s meeting. 
Wonder has 
been 
associated 
with Cutter Laboratories in Ber­ 
keley since 1936. 
The meeting will be preceded by 
a barbecue at the Corte Madera 
Recreation Center. 


Ferrarese Named To Post 
On Novato Fire Commission 
Peter J. Perrtrese, manager of 
the Novato office of the First Na­ 
tional Bank of San Rafael, has 
been named a cwnmLsaioner of the 
Novato Fire District by the board 
of supervisors. 
He fills the vacancy created by 
the death last month of Dr. Char­ 
les D. Stafford, Novato veterin­ 
arian and civic leader. 
Ferrarese was recommended for 
the office by Supervisor William 
Gnoss of Novato. He will assume 
duties at the next meeting of the 
fire commiwion Nov. 16. 


The other spot vacated by Dr. 
Stafford’s death, a position on the 
board of directors of North Ma­ 
rin W ater District of which he 
'was^ oresident, has not yet been 
filled. The water district directors 
have the power to name their own 
choice. 


The Automobile Manufacturers 
Assn. estimates th at the current 
annual 560 billion miles of U. S. 
motor vehicle 'travel will In'Crease' 
by 33 per cent by 1965. 


Experienced Cast 


For 'Bedfellows' 


One of the most experienced 
casts ever to appear in a Novato 
Community 
Players’ 
Production 
will be seen in “Strange Bedfel­ 
lows” which will be staged by the 
Little Theater Group tomorrow 
and Saturday nights and Sunday 
afternoon at the Community Club­ 
house In Novato. 
Among the players with exten­ 
sive theater backgrounds Is Miss 
Jean McLaug'hlln, who will ap'pear 
as Clarissa, the beautiful young 
suffragette leader In early day 
San Francisco. Miss McLaughlin 
was graduated from the Univers­ 
ity of Californ.la with a major In 
drama and was a member of the 
Berkeley Players Guild. 
,La:ter 
she 
moved 
to 
Seattle 
where she Joined the company of 
Cirque Theater, a profressional 
group where she played leading 
roles in “Claudia” and “Good-bye, 
My Fancy,” and appeared as the 
nurse In “Mr. Roberts.” She ap­ 
peared 'With the 'Children’s The­ 
ater of the Cornish School of Pine 
Arts. 
Miss McLaughlin Is an assist­ 
ant buyer at I. Magnin’s in San 
Pra'nciscO'. She lives in Novato' 
with her parents, Mr. and Mrs. 
A. T. McLaughlin. Her father is 
an engineer with the North Marin 
Water District. 
John Schmuck, 14-year-old son 
of the Gordon Schmucks of No­ 
vato, has also had theatrical ex­ 
perience. After appearing with the 
Children’s Theater in Evanston, 
111., in “The Secret of the Toy­ 
shop,” he was given a scholarship 
to 
a 
Chicago 
dramatic 
school 
where he studied for two years. 
He also sang in the male choir of 


Seniors Meet Saturday 
Marin Senior Assn. will meet 
iSaturday at 1:30 p.m. at Isabel 
Cook 
School, 
1000 Sir Francis 
Drake boulevard, San Anselmo. 
Anyone 'Over .age 50 is Invl'ted for 
recreation and refreshment*. 


St. Mark's Episcopal Church in 
Eva'nstO''n and appeared O'n televi­ 
sion with the group. He plans to 
make a career of acting. 
The leading male role of Sena­ 
tor Cromwell Is played by Alton 
Dodge, Hamilto'n Air Force Base 
airm an who has many years of 
professional background In stock 
and New York road shows. 
Tickets will be available a t the 
d,00'r 'for any of toe three .per­ 
formances. 


Hill School PTA 
Meets Tonight 


Hill 
School Parent Teacher’s 
Assn. in Novato tonight will hear 
a program presented by 15 recrea­ 
tion students from San Francisco 
Sta.te 'College. 
Thoee attending will get ideas 
and toe know-how for recreation 
during Christmas vacation and 
school free times, including ideas 
on helping their children cntC'f- 
tain themselves and ideas on dec­ 
orations that children can make. 
The five groups have been speci­ 
fically titled music and recreation, 
recreation In drama, arts and 
crafts, games and party planning, 
according to Mrs. Robert Thomas, 
PTA program chairman. The pub- 
lio is Invited. 


NOVATO 
LUMBER CO. 
101 Highway 
North End of Novato 
Building & 
Fencing Supplies 
OPEN 7 DAYS 
a Week 
TW 2-2221 


Í: 


■ 5 ) 


Join Our 1956 
Christmas Club^ 
Now...! 


THE FIRST NATIONAL BANK 
IN SAN RAFAEL 


Affiltaied with 
THE BANK OF SAN RAFAEL 


The Bank of Personal Service 
Since 1868 


First National Offices in 
SAN RAFAEL 
NOVATO 
KENTFIELD 
TIBURON 
PETALUMA 


3hiSp|rFttftmf-Iimrttai, TKursday. Nov. 10, I95S 
1! 
MOST 
Youll Save More In 
STORES 


t 
Marin's Growing Friday Night Shopping Center 
. 
m 
NO PARKING WORRIES-NO METERS 
M 
T 
NO CITY SALES TAX-up-to-date stores 
T 


Did yon know—NOVATO has 
a first clam MUSIC STORE? 
By flrti class we mean th at we 
feature the finest musical ac­ 
cessories obtainable. Whatever 
your musical tastes may be, we 
can fulfill your needs, whether 
thev 
be 
in 
Ml-FI. 
JAZZ. 
DANCE, POPS, or CLASSICAL 
records—not to forget to men­ 
tion 
H I-FI 
PHONOGRAPHS 
and FM' TUNERS 
* 
'* 
★ 
We 
are having our FIRST 
SALE. The renowned KIMBALL 
PIANOS Consolettes Se Spinets 
reduced to more than 29% off. 


We still have openings for In­ 
dividual private instruction in 
either violin or clarinet. If you 
are truly a lover of good music, 
youll be plea'SC'd to kno'w 'we 
feature the excellent recordings 
of 
ELIZABETH 
SCHWARZ­ 
KOPF who so completely cap­ 
tured the hearts of all who 
heard 
her 
recently 
in 
San 
Francisco. 


■* 
♦ 
■* 
Sales Tax? Yon pay less In 
Novato—So why travel else­ 
where to pay more, when you 
can have the finest for lest at 


^JJatmon^ ^JJ^ouáe 


Located in 'toe 
Town A Country Shopping 
Center 
1421 G rant Ave, Novato 
TW 2-3917 


•'Say It With M usic" 


m0 D€ 0 DfiV 


1221 Grant Avo., NOVATO 
Phono TW 2-3264 
OPEN FRIDAYS "^ILL • 


h « lf» o iz « drw oaow 
Ctliforolt fashions with a young 
outlook in the popular half-sizes. 


3 » , f 
g g 
n 
- 


G ty ié ' 


C R E B IT JE W E L E R 


Geii^iemaii's 
Exponsioii 


Watch Bands 


ea. 1 
50 


THE PATIO 
864 GRANT AVE. 
TW 3-2835 
3-DAY 
WATCH 
REPAIR 
SERVICE 


PROMPT JEWELRY 
REPAIRS 


TOT TOWN 


Front Streel^ EX T TO FOOD FAIR— Novato 
V 


\VS OUR BIRTHDAY 
Tot Town IS ONE YEAR OLD NOVEMBER 19 


DOOR PRIZE TICKETS TO ALL SAT. 
FOR LOVELY BRIDE WALKING DOLL 
FREE ORCHIDS FOR THE LADIES! 


Sm 
OUR SELECTION OF TOYS 


Layaway New for Christina* 


SHUHERBUGS 
W e carry a very complete 
m pply of kodak film 
AND ACCESSORIES 
SUCH AS CHEMICALS 
PROJECTION BULBS 
EASTMAN CAMERAS 
AND KODAKS 
FLASH BULBS, BATTERIES, ETC. 
DEAN'S rexall 


DRUG STORE 
1205 Grant Ave., Novato, Calif. 


8 E A R H K T 6 
SERVICE 


NOVATO MENS 


A BOYS' STORI 
IRV LINKS 
SAMSONITE 


MEN AND WOMEN'S LUGGAGi 


AND LEATHER NOVELTIES 


875 GRANT AYE., Nr. 1st Nat. Bk. 


^ Convenient Layawoy-Ptan 


3 0 /6 0 /9 0 day account! 


LILLY'S 
NOVATO GARDEN & PET 


N .xt to Theater 
Phone TW 2-9561 


N E W SHIPMENT OF 
N-O-N-K-E-Y-S 
Just Arrived 


Tame . . . and with all thofi. 
Deposit will hold one for you 
tilt Christmas. 


• • . fr o iH $7 5 


PINI HARDWARE 


1107 Grant Avt. — Novato — TW 2-3340 — Open Frl. *til 7 
‘50 
TRADE-IN 
FOR YOUR OLD 
STOVE 


Gas or Electric 


★ 


FULL SIZE ELECTRIC 


SPECIAL 


Full size 49-inch model. Automatic clock 
run trill uf Balanced H'eat bake even, appli­ 
ance outlet, and left rear unit. Silicone heat- 
seal. Minute alarm. Signal light for all sur- 
fa'Ce units. Th'ree big 'U'te'nstl drawers. Easy- 
lo-clean one-piece porcelain top. Beautiful 
eopper-ione mantel. Electric Model E-184. 
ONLY 
and yovr 
old ifove 


Cinderella' Bulldogs Gun For Title 


By JIM QILMAmTllf 


San lUÍMl Hifh't etnderellA 
iootbftU team, bunch of Toung bids 
who went from :raf■ to richM :lii. 
one night, will be gunning lor the 
coveted North Bay League Section 
n chaxnpionahlp tonight on their 
home field again,st^ 'the. underdog 
but dangerous Analy Tigers from 
the core of the apple country in 
Sebastopol. 


Kickoff for this vital contest is 
scheduled for 8 o’clock. It is each 
team’s final gsime of the season 
and a lot will rest in the outcome. 
If San Rafael wins it can claim 


the league's undisputed tiUc. first 
such honor for a San Rafael team 
since 1944; if the Bulldogs lose, 
they must share the gonfolan with 
Analy and Petaluma, a sad plight 
in a five-team league. That, in­ 
cidentally, was exactly how they 
finiahed the 1984 race. 


Ciomperative scores favor San 
Rafael, especially after the Junior- 
dominated Bulldog eleven kayoed 
the hig'Wy-favored Petaluma 'Tro­ 
jans, 7-0 in last Friday night's 
storybook game at Petaluma. The 
Trojans manhandled Analy 33 to 
0. Other common oppo'nents were 


Healdsburg and Sonoma In league 
play. Tha Bulldogs whipped them 
32-13 and 25-7, respectively, white 
Analy beat’em, 18-8 and 13-8. 
(See accompan'jrtng log for each 
team's complete record.) 


Bulldog coach Paul Miller and 
Ms assis:'tants Jackie Sims and 
Rich and Bill Nave said their 
boys appeared sharp In last night's 
final practice, but, they stressed 
that An,aly 'will 'be gunning for a 
victory and “they have the horses 
to knock us over.’’ A poll of 
coaches throughout the league said 
,San Rafael shou'ld wi'n, bu't, it 


could bO' 'One 'Of the Bulldogs'" 
toughest games. 


Milter announced his starting 
lineup as follows: ends, J.im. Steag- 
nola and Bill Hovis, tackles Jim 
Sullivan and Bob Treacy, guards 
A1 Zenslus and John Castellanl, 
center Vic Lam;perti, quarterback 
Bill Monti, halfbacks Don Edwards 
and Rich Critchlow and fullback 
Ron Eckman. 
Of tho.se', only .La,m.perti, Treacy 
and Edwards are seniors and San 
Rafael has the “forward look” with 
a majority returning next season. 
On defense Miller 'will insert 


D'an. 
'Gallah.an, 
Mike 
'Wattem. 
Vince Mueller and Curt Brown 
for line duty and Chuck Ward and 
Ralph Prince in the backfleld. 
Others sla'ted to see action, for 
what Petaluma coach Bill Abbey 
describes as “the big red machine" 
will be linemen Tony Fagundes, 
'OC'ne .M'u.rrow',. Bob Ro'we, .Roger 
Mueller and Bill Hubbard and 
backs Steve Marshall, Ray Ingram. 
Kerry Klotovich and Bob Ward. 
A prelim.:in.ary g:am.e at 8 o’clock 
will match Rich Nave’s undefeated 
San Rafael freshmen team against 
coach Jim Quigley’s St. Vincent’s 
of San Ra.f.ael Juni.or varslty. 


J f n b ^ ^ e n t - ^ o u m a l 
A 
p o r t ó 
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Mariners 'High' For 
Napa Tomorrow 
At Kentfield 


By CONRAD MUELLER 
They’ve been pointing toward this one all season and if an ex­ 
cess amount of determination and 100 percent improvement have any­ 
thing to do with the outcome, College of Marin Tars should whip 
Napa Junior College tomorrow in their final game of the season at 
Kentfield, 2 pm . 
“ 
First game of the season the 
Tars traveled to Napa and receiv­ 
ed a 36-0 dumping for their effort. 
The Tars, although only winning 
two with five losses, have improv- 


Records Of 
Analy, S.R. 
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8.4N RAFAEL 
Poly JV 
6 
7 
Marin Catholie 
19 
O' 
Drake 
13 
32 
Healdsburg 
13 
19 
Yamalpais 
32 
25 
Sonoma 
7 
1 
Petaluma 
0 


19 
AN ALT 
Sonoma 
7 
7 
Ukiah 
33 
0 
Marin Caliholk 
10 
6 
Petaluma 
33 
13 
Sonoma 
6 
18 
Healdsburg 
6 
7 
Santa Rosa 
39 


Napa Nixes 
Night Games 
With Vallejo 


Napa Board of Education Tues­ 
day night indefinitely banned all 
future nig'ht athletic C'Cmtea.ts with 
Vallejo schools as the result of a 
recent brawl at a high school 
football game in Vallejo. 
All sports among the Junior high, 
high school and junior college 
teams will be played in the after­ 
noon hereafter, Including the Nov. 
18 junior college grid game. 
Napa school superintendent H. 
M. McPherson, who recommended 
the change explained: “Until I 
have evidence^ that 'the City of 
Vallejo has taken major steps in 
controlling this clement (trouble­ 
makers) I would be unwilling to 
take the responaibility of approv­ 
ing night games of any nature to 
be held in Vallejo.” 
The action came as the result of 
a riot following the 'V:allcJo-Na'pa 
High School game Oct. 21. Mc­ 
Pherson charged that several Val­ 
lejo players attacked two Napa 
players and 40 or 50 youths, were 
involved in an attack on Napa cars 
and buses. Pew were believed to 
have been students and soma have 
been from Richmond, ha said. 


Pro Net Tour To Start 
In New York Dec. 9 
NEW YORK (U.B—Jack Kramer 
Will get his international tennis 
tour underway at Madison Square 
Garden on Friday night, Dec. 9. 
The tour featuring newly signed 
Aussie star Rex Hartwig, finds 
Pancho Segura meeting Hartwig 
and Tony Trabert playing Kramer 
on the initial program. 


Eight of America’s 10 top money- 
winning stables will race horsea at 
Hialeah during the winter. They 
are Belalr, Hasty House, King 
Ranch, A. O. Vanderbilt, Calumet 
Farm, Wheatley Stable, Brook- 
meade and C. V. Whitney. 


APPUANCE 
SERVKE 
Washert 
Dryers 
Gas Ranges 
Electric Ranges 
.Refrigerators 
Dkhwashera 
Dispeeala 
GL 4-6161 
i r TWri I I , 
SHIELDS CO. 


ed, whlla Nap* has a five and two 
record. 
Comparing scores, Marin lost to 
Yuba M-7, Napa lost 51-0. Marin 
lost to American River College 40- 
12, Napa won 33-32. Marin lost to 
Shasta 35-13, Napa lost 25-0. Fin­ 
ally, Marin beat Sieira 7-8, Nap* 
lost 26-8. On paper it is very 
clear that Napa is the better team, 
but also quite evident that Napa 
seems to play up and down, being 
shut out on# weekend as they 
were by a team that Marin beat 
(Sierra) and then roaring back 
to dump Lassen 52-0. The general 
feeling? Marin will be higher than 
a kite, Napa down and building 
for next week’* game against Val­ 
lejo. 
After Tneed*y*e final Mrim- 
BMig* of th* year, eoaoh Harry 
Petper felt that the boys show­ 
ed mora drive and detennina- 
ti4m than all season. After the 
scrimmage, Tex Byrd was elect­ 
ed season captain for the line, 
with driving but ailing Bob 
Treadwell to captain the back­ 
fleld. Bob will return next year, 
but Tex plays his final game as 
a Tar tomorrow, 
l^x other men will play their 
final game for the Mariners to­ 
morrow. Scotty WatterwcHth, out­ 
standing guard, won't suit up be­ 
cause of an Injury sustained at 
Vallejo. Scott,' has not seen ac­ 
tion since then. Pete Turrinl, 
former end, has seen much action 
this year at guard, and although 
not slated to start, will get “hi* 
licks in.” Oordy Bechtold and Or­ 
ville Hubbard, both starters at 
tackle, also bow out tomorrow. 
Both have been game captains, 
both are big and have been In a 
mean mood throughout the week. 
Frank Rumsey and Bud Van 
Winkle will be the only departing 
backfield men. 
Before releasing hls^ starting 
line-up, 
coach 
Piepcr 
stated: 
“Technically we’re set. Technically 
we know ail the fundamentals, we 
know where to block, tackle, set, 
etc. I think the kids have the de­ 
sire to beat Napa. Whether we win 
or lose, you’ll see a ball game. 
Napa will know they’ve been in 
one. Last week against Lassen, 
Dick Vermile, Napa’s sensational 
quarterback, didn’t play. I don’t 
know if he’ll play tomorrow.” 
Bob Treadwell will start at full­ 
back if physically able. At halves 
will be Frank Cummins and Mike 
McCormick and at quarterback 
Jack Brewer. Don Oldham will 
deftnitly see action at full, and 
John Newsom and Bob Thompson 
at the halves. Bud Van Winkle and 
Bob Whitman will probably help 
Brewer at quarter. 
At center, captain Tex Byrd, 
tackles Gordy Bechtold and Orville 
Hubbard, and at guards Jon Bark- 
hurst and Richard Toler. Bob 
Robinette, and Glendale’s John 
Hall will start at ends. Also listed 
as men to see action will be: 
guards Pete Turrini and Jim Hovis, 
tackles Joe Gereghty and Sam 
Daljogo, and end Bob Aune and 
Bill Haymart. 


JONES SCORES, BUT, NOT ENOUGH 
Tiger Jones (right) drives a hard right 
their 10-round, nationally-televised bout in 
to the head oí former welterweight cham- 
Oakland last night. Saxton scored in un- 
pion Johnny Saxton in the fifth round of 
animous decision. (.\P Wirephoto) 


'New' Saxton Wh ips Jones, 


Eyes Another Title Go 


By SC'OTT BAIL'L'Il 


OAKLAND OJ.R) — Are the wraps 
off Johnny Saxton at last or does 
the former world 
welterweight 
champi'On. fight 'bet'ter 'w'hen O'ut- 
wetghed by 10 pounds? 
Sharp-eyed Johnny, who has 
drawn many a Bnmx cheer In pre­ 
vious ring efforts, put on a mas­ 
terful 
display 
of 
combination 
punching and aggressiveness last 
night 
while 
unanimously 
out­ 
pointing 
favored 
Ralph 
'Tig'cr 
Jones in a nationally televised 10- 
round bout at the Oakland Audi­ 
torium. 
Everything 
seemed 
stacked 
against Saxton at fight time. He 
not only was outweighed 158^ to 
148% but was a 7-5 underdog to 
Jones, w'ho nearly wrecked Ray 
Robinson’s comeback. The 
wurd 
also was out that Saxton might 
not get another crack at the 147- 
pound crown if he lost, although 
he w'as in line to meet the winner 
of next mcmth’s Tony DeMarco- 
Carmen Basilio tide bout. 
But the odds cnim'bled along 
with Jones* defenses after round 
one started as Saxton scored al­ 
most at will with one-twos to the 
face mixed up 'with eye-catching 
“rights-lefts-rights” to the same 
place. 
Jones’ best round was the eighth 
w'hen he tor#' in'to Saxton after 
taking a solid right uppercut to 
the jaw and smashed over a hard 
right to the same place followed 
by a left. 
Referee Fred Apastoll voted the 
fight to Saxton 56% to 53%. Judge 
Jack Downey 57-53, Judge Eddie 
James 56-54 and the United Press 
58-52. 
“Meet the new Saxton,” Man­ 
ager Frank Blinky Palermo rasped 
afterward i'n the dressing room. 
“He told me before the bout that 


he's gotag to' be a real fighter 
from now on. Okay, see? Is he 
a fighter now?” 
Saxton said that he changed his 
attitude after Gene Burton, a 'for­ 
mer welterweight himself, took 
over as trainer. 
“Gene stays right in with me 
no'W w'hen we s^'par and won’t let 
me out of the ring until I’ve cor­ 
rected mistakes.” fast-talking Sax­ 
ton said. “And I don’t care wheth­ 
er I fight DeMarco again, or get 
Basilio. Everything is looking up 
now.” 
DeMarco ended Saxton's brief i 
reign as. 'welte:rweight 
king last 
April by knocking him out in the 
14th round. 


Ferdinand, Green Clash 
Tonight For 6th Time 
LOS ANGELES (/P>—Two Cali­ 
fornia light hea'vyweighte. Esau 
Ferdinand of San Francisco and 
Charley Green of Los Angeles, 
meet at the Olympic Auditorium 
tO'Hight and, nei'ther should, po« a 
mystery to the other. 
This is their sixth fight 
Ferdinand has a 3-2 edge. The 
seri'es. started :ln, 1952 when, bo'th 
were welterweights. 


Highest eooring losing footbaU 
teams in the Ivy League have been 
Princeton 
and 
Yale. 
Princeton 
bowed to Penn In 1940 by 46-28 
while Yale In 1948 lost to Colum­ 
bia, 34-28. 


Huskies Last 
Bowl Hurdle 
For Bruins 


By ASSOCIATED PRE81 


The UOLA Brulna, oonlldenl a 
T,leto'ry over W'ash;lngtoit Saturday 
will open the gates to ths Ross 
Bowl, are going about their prep­ 
arations in a brisk, businesslike 
manner. 
That’s the word from the UCLA 
training camp, where the Bruins 
yesterday spent considerable time 
on pass patterns and defense. 
RcHinie Knox, Sgm Brown 
and 
Gerry McDougall were completing 
most of their throws. 
The Huskies* Coach John Chcr- 
berg gave hi* team a rough, tough 
scrimmage, seeking a way to stop 
the nigh-unstoppable Bruin at­ 
tack. 
The Huskies’ Coach John Cher- 
berg gave his team a rough, tough 
scrimmage, seeking a way to stop 
the 
nigh-uns toppable Bniln at­ 
tack. 
The Huskies will arrive In Los 
Angeles, Prldiy and 'wort out that 
afternoon. 
In Palo Alto, Stanford Coach 
Chuck Taylor 
almost made 
his 
weekly prediction of success—'thls^ 
time against Oregon. 
Oregon Coach Len Casanova said 
he was pleased with his varsity 
In a full scale scrimmage against 
Stanford formations. The 36-man 
team leaves for Palo Alto tomw- 
row by train. 
The 
C,alif'Omia 
Bears 
'went 
through what Coach Lynn Pappy 
Waldorf called "a very good” de­ 
fensive drill in preparation 
tor 
Orego'n, Sta,'te'. 
Oregon State 
Coach Tommy 
Prothro 
tentatively 
listed 
Ray 
Westfal to start at tailback against 
California in 'place of 'the injured 
Joe Francisco. 
Other backfield starters will be 
co-captain Ron Siegrlst, quarter­ 
back; Sam Wesley, halfback and 
Tom Berry, fullback. 


Drake, Tam Coaches 
Praise Each Other 


“Big Game” enthusiaani reached a paak at tha Tamalpals and 
Draka High School campuses today as both teams prtpared for tha 
annual football clash tomorrow night at Kentfield. Ttieyll klekotf 
at 8 o’clock. 
Drake coach Bob Troppman, as spirited as any student, took ttma 
off yestarday to tosa praise on rlm l 
Dick Miller’s Tamalpala charges. 
TropiHnan, who has his assistants 
wearing game jerseys and rooters’ 
caps, in .school, s,al.d: “'Tam sh'Ould 
be favored, of course. Their quar­ 
terback Ken Meade is the best In 
the league; they have terrific nin- 
,ners in 'Squcakie* ,Da,'vis. and Herm, 
McKee plus a huge line. Look at 
the size of those tackles: Tom 
Elliott is 220 and Doyle Nance 
215. Tam is the favorite and I 
only hope I can get my boys 'up* 
for this one.” 
Troppman neglected to praise 
any of .his, own 'boys, but, natur­ 
ally Tam’s Miller kK^ care of that. 
He said Drake halfbacks Leroy 
Straight and Jim Berthinier pose 
as the best 1-2 punc.h, in, 'the 
county; that Junior quarterback 
Reggie Carolan is the best college 
prospect 
in 
the 
vicinity 
and 
Drake’s line mn m,a,'ke It 'miserable 
for Tam. “If they put together 
their best game,” said Miller, “they 
could whip any team In the 
league.” 
While the coaches praised each 
other, league observers rated the 
game a toss-up. It will be each 
team’k final game of the season. 


Sparrow Stars, 
But Novato Loses 
To Petalumans 


Novato High’s Hornets, second 
place in the Marin Freshman 
League, lost a tough 31-29 deci­ 
sion to Petaluma's frosh yesterday 
in a non-league game at Petaluma. 


Novato quarterback Jack Spar* 
row’s sharp passing kept his mates 
in contention throughout the game 
:as ,ha hurled three' toU'Ch.'d,'0'wn, 
passes. Two went to Pete Ferrares* 
for 45 and 15 yards and the other 
to Harold Wingate on a 2S-yarder, 
S'paiT'O'W also passed 'to^ Pe':rraresa 
for the extra point. 


Novato’s other touchdown was 
on an end run by Dick OWch. 


FREE 
Rags cleaned as demonitratlon 
of new Hoover Deluxe Yacuum. 
No obligation to buy 
Savage Sales & Service 
GL 3-3916 


The American Hgckey League Is 
in its 30th season. 


MEXICAN 
HARDWOOD 
CHARCOAL 


In economical 40-lb. bags 


Drivo In to 
CAMGROS 
GRAVEl « rU R CO., In*. 


626 Third St., 
Son Rafool 
Phono GL 3-4840 


Shower Doors. . . Tub Enclosures 


To beautify and 
modernize your bathroom. 


Many designs to choose from, 
chrome metal trim. 


Tub EnciesurM 


$85 Installed 


SHOWER DOORS 


^29.95 INSTAUED 


.Meosuired to 'fit, and 'lh¡en, In- 
ftalled In your homo. Many 
glass patterns ovailabi#. 


SAN RAFAEL GLASS WORKS 
Dmaignmg & Emgineering in Mmtalg S C la tt 


Opon Saturday 9 till Noon 
Plenty of Freo Parking 


1115 Third St. 
San Rafoel 
GL 3-6454 


Hartack Boosts Lead 
Over Shoe: 377 To 294 


lAUREU 
Md. 
(UJ9 — WlUi. 
Har'ta'Ck, 'the nation’s t'OP' J'Ockey 
this year, booted home two more 
winners at Laurel Park Wednes­ 
day to boost his victory total to 
377. 'Willie .S'hO'Cmaker, the only 
jockey to score more than 400 vic­ 
tories in a year—he had 485 in 
1953—had one 
winner on the 
eight-race card 'to' boost his total 
for 1955 to 294. 


In Borneo, diamonds often are 
panned out of the sand in stream 
beds like gold. 


Kentucky's Finest 6 y e a r o l d ( 


Tómales Eyes 
Upset Over 
St. Helena HT 


The once-beaten Tómales Braves 
will play host to the undefeated 
St. Helena eleven tomorrow at 2:30 
p. m. in a game that will decide 
the championship of Section III 
of the NBL. As a comparison, so 
far this season the Braves and 
Saints .haV'C playC'd. three 'Co:m„mon 
opponents: Sonoma, Calistoga, and 
Cloverdale. The Saints were vie- | 
torious on all occasions, defeating < 
Sonom.a,, ,25-'13; 'Calistoga, 20-7; |, 
and Cloverdale, 33-0. Tómales w as! 
squeezed out by Sonoma, 27-20; 
lost a heart-breaker to Calistoga, 
24-20; and dumped Cloverdale, 33- 
7. St. Helena is undefeated in 
league play and is favored to cop 
the championship, but the Braves 
may be more to contend with than 
figured. 
They have shown an explosive 
attack that can go the distance in 
one play from any part of the 
field. Sprinter Dick Del Curto went 
80 yards on the first play from 
scrimmage against Sonoma for 
ano'ther 80-yard, Jaunt. Dlck'"* run­ 
ning mate, Roy Stocker, a Junior, 
has even more speed and power. 
So far he has tallied on runs of 
seven, five, 51, 84, three, 70, one 
and 60 yards. 
If the Braves should pull an 
upset and Calistoga defeats Clov- 
erdalc, as hlg''hly favored to 'do. 
Section III could wind up In a 
three-way tie. 


EXCLUSIVE DISTRIBUIOi-J. C MIIIETT COMPANY-IAN FRANCISCO 


FOR YOUR OLD OR 
NEW HOME HEATING? 


CEILING 


WARMTH IS 
HERE 


Our Heating System 
GUARANTEES: 
WARM Floors 
HE.4T Under Windows 
LOW Gas BUI* 
Phone GL 4-8181 
Hit Porimotor Heating Co. 
533 Irwin, San Rafael 


GRAND OPENING 


Haney & Whilt-Auto Glass & Upholstery 
1818 Second Street 
_ 
SAN RAFAEL 
GL 3-6750 


We ore holding a grand opening week Thursday, Novomber 10 to Thursday, Novembor 17, to celebrate moving Into 
our new home. We want you to become acquainted with our new location — so join our celebration ana Save $ $ $ I 


W e arm oHmring the fallowing Dollar Savings Spernah: 


CONVERTIBLE 


TOPS 


4 9 S 0 


1-YR WRITTEN GU A t ANTEE 


Black or tan 3-ply material 
includes Full View Plastic 
Curtain if desired — Also 
Convertible Tops Dyod and 
Preserved. 


FREE 


BEAUTIFUL 
ROTISSERIE! 


Just sign your name in our 
guest book to become elig­ 
ible to wi'n. ,Dra'wing 'wil'l* 
be held Nov. 17. You do 
not have to be present to 
win. Winner will be noti­ 
fied. 


OPEN MON. vhra SAT. 
8 a.m. to 5:34 p.m. 


SEAT COVERS 
READY HADE 
FIBER 
12.95 


Plasticized fibor with qual­ 
ity plastic cops and skirted 
with durable material. 


READY-MADE 
PLASTIC 
19.95 


Woven plattic with quihod 
copt and rayon skirli 


CLEAR PLASTIC 
SLIP-ON COVERS 
5.95 


TERRY CLOTH 
SLIP-ON COVERS 
4.95 


CUSTOM-TAILORED 
COVERS 
39.50 
plus toxes 
with any seat cover 
material in stock 


AH Scat Covers 
Installed Free! 


AUTO BEDS 


4 9 5 0 


Fulf 6-ft. Rear 
Comparfment Bed 


Will not mar your pres­ 
ent uphoktery • .. Car 
can be driven with bed 
down or bed converts 
into seat in matter of 
minutes. 


InsfOilled in any m'Odel, 
coupe, coach or sedan. 
Ideal for hunters, fish­ 
ermen, campers, sales­ 
men, etc. 


Truck Cushions 


Rebuilt and 
1 0 5 0 
Rtco'vered________I A 


AUTO GLASS 


10% Off 


on Any Gloss Job 
Done This Week 


FREE 


A Free Gift— $1.50 
Value— to Our First 
100 Customers 


aOORMATS 


7 
» 
Tail'O'fed Co'ntour 
Mats, installed .. 


HEADLINERS 


Cloth................ $39.50 
Leotherctte. . . $69.50 


installed 


THESE PRICES APPLY DURING OUR GRAND OPENING WEEK ONLY - Any oppeinlmantt that wo oro unoblo to hondlo 
during this week, hovrever, will be honored at a lotor dot. at thoM soma pricM. 


REMEMBER, MAKE THAT APPOINTMENT NOWI AT 
Haney & Whill-Auto Glass & Upholslery 
GL 3-6750 


Northern California Headquartert for "Sf/OH' CAR*^ INTERIORS 


M ARIN SPORTSMEN 
By Gene Thompson and "Curly" Cornwell 


Ted Crary Claims Three Birds 
With 7 Shot; Wife Only Witness 


Lot of locals got limits of blueies at Hamilton Field flats the past 
weekend, but, no one can match the story told by Ted Crary, one of 
our highly-respected bay shooters. 
Ted’s having a tough time convincing buddies that out of the 
limit of blueies ho todc on the 
Hamilton flats Sunday, three were 
felled by one shot. According to 
Ted: “So help me, and my wife 
was with me to verify it, three 
birds flew into the deacs, swung 
directly into the sun, and me not 
being able to see anything, shot 
only one shot end guess what hap­ 
pened I Three birds fell.” 
Well, that’s ’Ted’s story and up 
to now he has been a pretty re­ 
liable guy. 


HONOR ROLL: Rad Ingram of 
Marin Sign Co., his son Tommy 
and Bill McColm, limits of blueies 
at Hamilton flats Saturday: Dave 
Russell, mixed limit of cans and 
blueies at Marin Island Sunday; 
Larry Petretti, George Baldini and 
Bob Galli—limits of blueies both 
Saturday and Sunday at Hamil­ 
ton flats; ditto for Curley Corn- 
well and Roy Irwin Monday. Joe 
Hirch got one blueie, two golden 
eyes and one can at Marin Rod 
and Gun Club pier Sunday. 
Bill Prixsi of Larkspur, sculling 
at Pedro Point Sunday, got limite 
of blueies and cans; Prank Dow- 
sett reports lots of birds in the 
Butte Sinks and limits of sprig 
still being taken easily. Some nor­ 
thern birds showed up last week­ 
end. 


XAUREN HILDEBRANT. fish­ 
ing on Tómales Bay In the Inver­ 
ness area Sunday, saw one fish 
Jump. No fish reported brought 
Into Tombahia to date. Reports of 
few fish taken at Hogs Island. 


AL GIDDINGS, local game war- 
BOWLING 


Art Fellows, the motorcycle rid­ 
ing man in blue who issues pink 
slips to overtime parkers in San 
Rafael, arrested high honors for 
himself Tuesday night by bang­ 
ing a 617 series in the Marin 
Bowl’s handicap league. 
Art started with a 232, followed 
with a 230, but, dropped to a 155 
on his final game. 
Second place was won by Earl 
Bertelson who put together games 
of 211, WQ and 192 tor a nifty 
603. 


Pollowlog are the top five scor­ 
ers in Sunday’s Junior league at 
Marin Bowl: Ron Hienast, 192- 
143-1«0-^>(H; Mike WeddeU. 174- 
146-135—455; Mike Whitaker, 134- 
148-113—395; A1 Hoag, 121-96-152 
—396; Bill Costello, 122-128-132— 
382. 
Tom Storer stole the scoring 
show In last night’s Foursome 
League with a 603 series on games 
of 209, 202 and 192. Les Colombo 
came in with a 587, followed by 
Spence Ward 584, Joe Horlowaski 
537 and Sam Steves 524. 
In last night’s Ladies “700” 
Scratch League Vai McCutchen 
led the way with a 512 series, fea­ 
turing games of 1^, 165 and 158, 
Bessie Baglietto seconded the mo­ 
tion with a 430 total, including 
high game of 191. Other leaders 
were Ruth Blumenfeld 474, Fran 
Wayman 470 and Dolly Manzi 449. 


LA . Revamps PCL 


Slate; Only Friday 


Games At Night 


LOS ANGELES (JP) — ’The Los 
Angeles baseball Angels will play 
all their home games next season 
by daylight except the Friday con­ 
tests, which will start at 8:15 pm. 
’The day games will be televised, 
but not the Friday contests. Presi­ 
dent John Holland said yesterday. 
He cited a survey that showed fans 
want afternoon games. 
Hollywood will not televise Its 
home games. ’The Stars will con­ 
tinue with night baseball except 
Saturdays and Sundays. 


LAST NIGHTS FIGHTS 


OAKLAND — Johnny Saxton, 
148^, Brookljm, outpointed Ralph 
(’Tiger) Jones, 158H, Yonkers, N.Y. 
10. 
MISSOULA, Mont.—Dick Lane, 
148 Vt, Billings, Mont. outpointed 
Buddy McDonald, 144, Edmonton, 
A1U„ 10. 


TABLE TENNIS 
TOPS and STANDS 


Fairfax Lumber Co. 
109 Broadway, Fairfax 
Lots of Parking 
GL 1-4419 
OPEN BAT. TILL NOON 


den, reports that pollution enforce­ 
ment has been turned over to war­ 
dens by the regional pollution 
board which has heretofore been 
responsible for its eiiforcement. 
c. c. McClelland, one of 
the San Quentin correctional 
officers, and his wife have 
been taking limits of strip­ 
pers from two to 17 pounds 
every week end between the 
Rio Vista bridge and Old 
Dairy for the last month. The 
secret: light iackle, two-ounce 
sliding sinkers, single hook on 
four-foot leaders and whole 
anchovies less the heads, 


RALPH DORIOUS, one of our 
local 
sportsmen 
and 
Fairfax 
plumbing contractor, has Just re­ 
turned from a very successful Elk 
hunting trip in the Blue Moun­ 
tain region of Northeastern Ore­ 
gon. He brought back a beautiful 
seven-point 
bull 
weighing ap­ 
proximately 1,(X)0 pounds. 


HUNTING DOGS must be vac­ 
cinated against rabies before tak­ 
ing to the field, the state depart­ 
ment of public health warns Cal­ 
ifornia himters. 
Many hunting areas of the state 
are under rabies quarantine pro­ 
hibiting free movement of unvac­ 
cinated dogs, the department said. 
The dei>artment advised hunt­ 
ers to attach vaccination tags to 
collars of their dogs, and to carry 
vaccination certificates while hunt­ 
ing. Otherwise the dogs may be 
impounded. 


Mill Valley Golf 
Winners Named' 
Winners of three separate wom­ 
en’s golf tournaments at the Mill 
Valley Golf Club were announced 
Tuesday. 
Mrs. H. C. Leggett and Marcia 
Lee won low gross and low net 
honors, respectively, in the club’s 
Ecclectlc Tournament. 
Other winners were: Class A— 
Mrs. Gregory Hobson, 72-19—53; 
Mrs. George Prydz, 73-19—54. Class 
B—Mrs. Andy Sommerville, 77-25— 
52; Mrs. Fred Greeland, 84-30—54 
and Mrs. D. Fogarty, 85-31—54. 
Miss Lee won the Captain’s 
Tournament with a S6-hole total 
of 180-40—140. 
Winners of turkeys in a special 
tourney were Mesdames Hugh 
Cavalll, George Prydz, Gregory 
Hobson, Clay Lilleston and Wil­ 
liam Towne. 


Frankie Ryff Signs To 
Meet Rosi December 23 
NEW YORK (U.R) — Frankie 
Ryff, 
third-ranking 
lightweight 
contender from New York, and 
Paolo Rosi of New York have been 
matched for a 10-round fight in 
Madison Square Garden, Dec. 23. 
Rosi formerly lived In Italy. 


CHAMP TILLS CHAMP; 'GET W ILL QUICK' 
Rocky Marciano, world heavyweight 
covcry from her bout with cancer. Rocky 
boxing champion, gives Babe Zaharias a 
visited her briefly at Tampa, Fla. yester- 
one-two shake in wishing her speedy re- 
day. (AP Wirephoto) 


Kansas City In Market 
For Pro Football Club 


CHICAGO (U.R) — Arnold John­ 
son said today he was looking for 
a professional football franchise 
to put in the park of his Kansas 
City Athletics for the fail season. 
"I would be Interested in a foot­ 
ball club on the right basis, and 
it wouldn’t make too much diff­ 
erence what club it w’as,” he said. 
Johnson said that as yet he had 
made no offers' to buy any pro 
team, but that he would listen to 
any proposals concerning pur­ 
chase of a team. 
He stipulated, however, that he 
would not be interested in any 
franchise except in the National 
Football League. 
“I don’t want to get In 
any 
minor league,” he said. 
Johnson anticipated that a pro 
football team would make off-sea­ 
son use of the facilities he ac­ 
quired in Kansas City for his base­ 
ball club. He purchased the Ath­ 
letics from the Mack family a year 
ago and in its first year, 1955, the 
team drew more 
than 1,000,090 
fans.. 
There had been rumors that the 
Chicago Cardinal franchise might 
be transferred to Kansas City, but 
Managing Director Walter Wolf- 
ner denied the report. Johnson 
said he had not talked to Wolf- 
ner concerning a possible pur­ 
chase. 
“Where do these things start?” 
Wolfner said. ‘"The Cardinal fran­ 
chise is going to stay in Chicago. 
“Let them move the Giants, or 
Baltimore or Green Bay or any­ 
body they want to Kansas City. 
Not the Cardinals. The Cardinals 
are a Chicago institution and will 


stay in Chicago long after both of 
use are dead.** 
Wolfner, who last fall announced 
a "share-the-proflt” plan for the 
Cardinal players, said the team 
made a small profit last year and 
that attendance was higher this 
season. 


PGA SELECTS 
DOUG FORD AS 
GOLFER OF '55 
C H I C A G O (U.R) — PGA 
champion Doug Ford today 
was named winner of the an­ 
nual award as “professional 
Golfer of the Year” by the 
Professional Oolfcrs’ Associa­ 
tion. 
Ford, from Yonkers, N. Y., 
received 230 votes for the tro­ 
phy compared to 190 for run­ 
ner-up Jack Fleck, the Nation­ 
al Open champion. Cary Mid- 
dleooff, runner-up fw the 
PGA title, was third with 135 
and Julius Boros fourth with 
106. 
Ford won two other tourna­ 
ments during the year, the 
All American and the Car- 
ling’s-Sponsors 
classic. 
He 
played 121 competitive rounds 
during the year, more than 
any other player in history. 
He will receive the award at 
the annual convention next 
month in Atlantic City. Ear­ 
lier winners of the trophy were 
Ben Hogan, Sam Snead, Boroe 
and Ed Furgol. 


Campbell Nears Mark, 
To Try Again Today 
LAS VEGAS, Nev. (U.Pl—Donald 
Campbell was scheduled to make 
an all-out attempt to break his 
own world speedboat record today 
on Lake Mead after falling Just 
short of the mark Wednesday. 
The English holder of the world 
speedboat mark st 202.32 miles per 
hour, pushed his 
jet-propelled 
Bluebird n to an estimated 201 
miles per hour Wednesday. The 
speed was estimated from cockpit 


HOLE-IN-ONE 
TOURNAMENT 
STARTS TODAY 
Golfers who fancy them­ 
selves pretty accurate shots 
will have the opportunity to 
show their stuff in a Hole-In- 
One Contest at the Marin 
Golf Range in San Rafael 
beginning today and running 
through Nov. 30. 
Most accurate entrant will 
win first prize of a complete 
set of Ben Hogan clubs. Sec­ 
ond prize is a set of Mc­ 
Gregor clubs while third prize 
Is a golf bag and caddy cart. 
Manager Joe McBeynolds said 
numerous other prizes will be 
awarded daily. 
The contest will be held 
daily at the new range fr(Mn 
noon to 4 pjn. and 7-10 p.m. 
Entrants will be given five 
tries for $1. ’The hole is situ­ 
ated 110 yards from the tees. 
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Big 10, PCC To Bar 
Personal Scouting 
Of Rose Bowl Foes 
DETROIT (JPy-The Detroit Free 
Press says an agreement will be 
signed shortly between the Big 10 
and the Pacific Coast Conference 
to bar “in-person” scouting of 
possible Rose Bowl football foes. 
Scouting, the paper reported to­ 
day, will be limited to the use 
of films of two regular season 
games. 
The suggestion first came from 
UCLA to Kenneth L. (Tug) Wil­ 
son, Big 10 commissioner and was 
relayed to officials at Michigan 
and Michigan State, probable Rose 
Bowl candidates. 
The plan would be binding only 
for the coming Jan. 2 game, the 
paper reported. 
The PCC previously has sought 
to make some such scouting agree­ 
ment a part of the formal Rose 
Bowl agreement between the two 
conf^ences. 


instruments since the official tim­ 
ers did not have their equipment 
set up in time to record the run. 


Hole - in-1 Contest 
Starts Today at 


GOLF 
a n ^ e 


33 SIMMS 
SAN RAFAEL 
GL 3-1347 
Near Marin Motor Movies 
TRY YOUR LUCK- 
5 RALLS FOR $1.00 


GREEN 110 YARDS FROM TEE; 
2 TEES ALWAYS OPEN FROM 
12:00 to 4:00 ami 7:00 to 9:00 
Win Valuable Prizes: 


FIRST PRIZE—Matched set of 4 Ben Hogan woods and 8 irons. 
(1235 Value) 
SECOND PRIZE—Matched set of 4 McGregor woods and 8 
irons. ($215 Value) 
Third Prize—Golf bag and caddy carl (flW) Value) 
PLUS 17 other prizes when the contest is over. 
Numerous other prizef will be given daily to persons closest to 
the hole I 


CONTEST 
ENDS 
NOV. 30! 


Daily prizes include packages of S 
new faipous name golf balls, free 
buckets of practice balls, free gaso­ 
line courtesy of Smilin’ Ed Wood 
service station plus many other 
prizes. 


P A Y A S L O W A S 


Before you do your HoGday Buying, here’s... 


WHAT EVERY MAN SHOULD 
KNOW ABOUT WHISKY 


OVER 50% OF AMERICA’S WHISKY 
IS PRODUCED IN KENTUCKY 
BECAUSE KENTUCKY WHISKY IS 
THE FINEST IN THE WORLD 


Y E T OF ALL THESE FINE 
WHISKIES, EARLY IIM ES IS THE 
KENTUCKY STRAIGHT WHISKY 
KENTUCKIANS OVERWHELMINGLY 
CHOOSE FOR THEMSELVES. 
TASTE IS THE REASON. 
IT’S WHISKY OF SUPERB 
MELLOWNESS . . . MADE 
FROM A TRADITION 
A CENTURY OLD. 


What is true oil year 
round is more than ever 
true at holiday time— 
Early Times is the first 
ftraight whisky of Kentucky, 


Q I V E A N D S E R V E 


EarlyT imes 


KENTiCKY STRAI6HT BOURION WHISKY • S8 PROOF 
URLY TIMES DISTILLERY COMPANY • LOUISVILLE h KENTaCKT 


S a v e 0 9 niech os 


y ON THE COST 
/o OF NEW TIRES! 
eiT XTRA-MILIAOI 


NEW TREADS 


b y 


C iO O o/lrEA R 


Jom borea 


trt 8 


And ymir 
'•M 'lir* 
SiM 4.00 xU 


Stop taking chancesi Don’t 
drive another risky mile on 
worn, smooth tires. Let us 
renew them with Xtra Mile- 
age New Treads by 
Goodyear. Stop in now and 
SAVE I 
Applied to $emmd fire bedies 
or fe yo»r own firer 


Original Price $279.95 
NOW ONLY $229.95 
SAVE *50°° 


it Fully Automotk 


it King SiM Capacity 


it No Inttalkftion 


it Roll Around 
Convonionco 


it SolocMvo Control 


Only S10 Down 
24 Months to Pay 


AUTOMATIC DISHWASHM 
Goodyear's Big 
Every top in stock REDUCED TOY SALE 
TRAIN SETS 
SAVE 
UP TO 


"Santa Fe" Diesel Freight Set 
Reg. 
NOW 
with Air-Chimt Whistle ............... 
..67.00 
33.50 
Diesel Passenger Set _____ 
51.00 
25.50 
Diesel Swifeher Set 
______ 
41.00 
20.50 
Passenger Train, Smoke, 
Choo-Choo and Air Whistle 
________ 
44.00 
22.00 


MANY OTHERS-AS LOW AS $2.95 EACH 


Use Our Budget Plan—as low os $1.25 per Week 


New G.E. Clock 


SPECfAL 


Ultra-smart ivory case; 
petite electric alarm. FuDy 
guaranteed G JL quality. 
List Ovr loyow ay P7on 


G£u .Portable Maer 


Only 


Beats, blends, wfaipt batten^ 
ictnga, potatoes. 2 ea^fclaan 
blades. Speed controla. 
|2 down, f .25 waaUy 


ALSO.. . RADIOS — PHONOGRAPHS 
ELECTRIC SKILLETS — MANY SMALL 
APPLIANCES TO CHOOSE FROM 


Deepke Model 
EUCLID TRUCK 
Beg. 
An tuthentie model. All steel conitruction with 
14.95 
Goodyear tires. Dumping frailer uncouples. Tractor 
^ 
may be used with other Doepke model toys. 
^ 


Aiiofber 
Ooodymm 
Vmhol 
UWNMOBiLE 


HonnJecs Toy 
iwbber Ylret 
Keg. 
1.99 1 
49 


Jad lilw Daddy'sl Spianlag btadte 
malte dicicing soond. Daai matal 
handlas, niblter gript. llV l" vida. 


ANOTHER GOODYEAR VALlTf 


ROLLER SKATES 


Mf-Slia wirR 
ioff laorlngs 
Reg. 
3.98 
>95 


Rmf-ratidant ataaf dcatM Hiat ad- 
just to fit growing cbildraa’s 
ihoat. Key Included. 


ANOTHER GOODYEAR VALUl 


G 
O 
O 
D 
Y 
E A 
R 


1604 Fourth St., San Rafael 
Open Daily to 6:30 p.m. Fridays till 9:00 p.m. 
OL 3-2942 
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DIAGNOSING SPECIALISTS 
of BRAKE, WHEEL and TIRE TROUBLES 


People drive in to Buzz Kilborn's every day and tell us they never knew a place so beautiful, so completely staffed and equipped ever ex- 


Itted in Marin. Our lady customers tell us they especially appreciate the clean,jomfortable waiting lounge. If you haven't been In to see our 


brand new shop, do so this week. We'll be glad to show you around.- 


NiW HOMI OP KILBORN TIRE SERVICE IN SAN RAFAEl-Kilborn's new super tire, wheel and brake headquarters is at 
the corner of Praneisco Blvd. and Irwin streets. A clean comfortoble waiting lounge for women and children ond a movie 
prelection room where free movies are shown are popular with Kilborn's customers. 
(Geo. Wheeler photol 


TUBELESS TIRE SALE 
SWAP FOUR-SAVE MORE 


T H IS IS IT 
UP TO $35 FOR YOUR OLD 
TIRES IN TRADE FOR A SET OF FOUR 


K E u V ^ 
f ^ 
S t ^ 


TUBELESS TIRES 


UP TO 35t FOR YOUR OLD 
TIRES IN TRADE FOR A SET OF 
4 KELLY SUPERFLEX 
CONVENTIONAL TIRES 


BLOWOUT AND PUNCTURE-PROOF 


KELLY AIRCORE TUBES 


AU 15" Sizes In Limited Qnantities 


Reg. 23.90 Narked Down to 9 .9 5 plus lax 


PLENTY 
OF 
FREE 
PARKING 


KILBORN BRAKE TECHNICIAN AT WORK—Jerry Taylor does necessary machine work before re-inslalling a brake drum. 
Kilborn's Brake and Wheel Aligning departments use World Bestos brake Pnings, which require no break-in period, 
hove greoter stopping power and wear much longer. 
(Geo. Wheeler photo) 
Get Your Brakes Adjusted 


Use Your 
Charge Key 


Here's what we do: 


1. Inspect brake lining 
4. Cheek brake assembly 


2. Check broke drums 
5. Check Master Cylinder 


3. Inspect bearings 
4. Adjust brakes 


7. Test brakes 
ONLY 


SPHML TIKE' SALE 
SALE RUNS THROUGH NOV. 19th 
reg. 
5—6.70xT5 GoodricSi Whit« SidewoH Tubeless....$36.l 5 
9—6.70x15 Kelly White Sidewall Superflex 
24.30 
5—6.70xT 5 Firestone Deluxe 6-ply............................ 4 1.05 
1—7.60x15 Kelly Superflex.................... 
38.75 
4—6.00x16 Block Michelin Steel & Rayon 
Racing Tires...................................................... 47.60 
BLACK 
9'—6.70x15 Firestone Champions______________ 14.97 
2—8.00x15 Kelly Superflex......................................... 34.30 
2—8.20x15 Kelly Superflex________________ 
35.70 
2—6:00x16 Go^year Tubeiess 6-ply..................... 34.90 
1—6.70x15 Ü.S. Tires___________________________ 24.30 
1—8.20x15 Ü.S. Tires..................................................... 35.70 


ea. 
ea. 
ea. 


ea. 


ea. 
ea. 
ea. 
ea. 


SALI 
$25.95 
17.95 
29.95 
26.71 


35.70 


12.95 
27.87 
29.03 
24.95 
17.95 
28.03 
ODD SIZES 
1— 5.50x17 Pacific............................................... 19.10 
12.95 
1— 5.50x18 Wards 
................................ 
19.10 
12.95 
1—4.50x21 Goodyear........................................... 18.35 
12.95 
1— 30x3Vz Ü. 5................................................................. 
9.95 
1— 4.00x19 4-Ply Goodyear M. C ....................... 18.35 
12.95 


•Plus tax and exchange if your old fire is recappable. 
Quantities of Guaranteed Used Tires with 
1,000 to 10,000 Miles Left—All Sizes.................. 
3.95 to 7.95 
TRUCK TIRES** 
2—6.50x20 Kelly 6-ply......................................... 
51.55 ea. 
1—7.00x16 8-ply Kelly CHT ...______________ ... 
57.45 
4—8.25x20 10-ply Firestone Tran...................... 114.75 ea. 


WHEEL ALIGNING 
BY THE MAGIC 
MAGNA WHEEL ALINER 
8 onl of 10 Cars Need Wheel Aligning! 


STOP 


cosnv TIRE UIEHR 


UnSRFE STEERinC 


FRORT ERR SHimmV 


WITH MODERN LIGHT BEAM METHOD 
All This For Your Driving Safety 
HERE'S WHAT WE DC: 
V Ch«ck ond Ad- 
V Check King Pini 
just Toe-In 
V Check Qind Ad­ 
just Camber 
V Check and Ad­ 
just Caster 
V Check Turning 
Radius 


and Tie Rods 
V Checik Shock 
Absorbers 
V Centralize 
Steering 
V Tighten Loose 
Parts 


ONLY 


$ 0 0 0 


A U T H O R I Z E D 
D E A L E R 
w m 
U N E R 


•id Acffffvtc 
•til 


3—8.25x20 IGply Goodrich............. ............. 114.75 ea. 
2— 8.25x20 IGply Goodyear ......................... 114.75 ea. 
1—8.25x20 12-ply Kelly H. D. Dual Troc 
162.30 
••Plus excise tax 


29.95 
39.95 
69.95 
69.95 
69.95 
117.25 


DRIVE IN THIS WEEK 
AND HAVE YOUR BRAKES 
TESTED FREE 
BUZZ KILBORN niima 


FRANCISCO BLVD. & IRWIN 


SAN RAFAEL 
GL 3-9161 


GATMJCRINC TOGETHER jome oí the 
artidet for their annual Chiistm at sale 
ttheiluled lor Sanirday and Sunday are 
memben ol the St. Sebastiae’s Women’s 
Sewing Group. Lf k to right ate Mesdaroct 
Roy PasquateKi, John Moretio and John 


Holmgren. 
Mrs. Ralph Sheridan is sale 
chainnan. Sale begins at 10 a. m., lasting 
until S p. m. Saturday and beginning on 
Sunday after masses, closing at 12:30 p. m. 
Many handmade gifts and decorations for 
the Yuletide season will be available. 


Holiday Flower 
Show Planned 
“HoUday Floww Show" schedul­ 
ed for Noveixd}^ IT at the Sausall- 
to Woman’s Oub announcements 
are in the mail according to chair­ 
man Mrs. George Quiim. Mrs. 
Qiiiaa hopes to top laat year’s 
show, and altdioiigh no prwes wiM 
he awerdid, door pdees will be 
given in the afternoon. Chahman 
of this phase of the show is Mra. 
W. Robert MMler. Times for the 
show will be 2:90 to 5 p.m. and 
7:90 te 9:90 in ti|s ev^iing. 
Mrs. Quiiui has divided her 
helpers into various committees; 
Ifrs. Emmett Rixfoed. flower ar- 
rangemcc^; Mrs. ited Tetslaff 
and Mrs. Jerome Adams, pubUoity; 
Mrs. W. W. Ershine, tea commit­ 
tee. assisted by Mesdames T. H. 
Borla, James Oarroll, Bwt Yan 
Cleve, Cyrel O. Hausen, Walter 
BarhduM. Yolner Howard, Charles 
Ryan, Clyde Ttudeli.^. K. Poole, 
and M Isb Georgia Robins. 
Mrs. Ghberf; McNichoU, hospi­ 
tality chairman, assistad by Mes­ 


dames Edward Many, 
Charles 
Cross, Olfford Pehl, James Mac- 
Laird, Booth Dennis, Carl Finn. 
Mrs. 
John Alexander, office 
(tagging and classifying) chair­ 
man, assisted by Mesdames Ed­ 
ward Bennett, Carl W. Spring, 
Richard P. Phillipa. 
Mrs. Richard Chuikshank, ex­ 
hibits (placing) chairman, assisled 
by Mesdames Eric Barnett, Alex­ 
ander R. Imlay, Walton Purdora, 
Qecvge Tett. 
Mn. Floyd A. Weimer, special 
effects: Mrs. Edwin Long, stage 
design. 
Mrs. Victor Wollman, door com­ 
mittee, 
chairman, 
assisted 
by 
Mesdames Elmo Maggiora, T. F. 
KeUy, Estelle Hale, C. H. MerriU 
Jr., R. L. Scarborough, R. G. An­ 
derson, John B. Ehlen, Leonard 
S. Wood, L. D. Howard Jr., Porter 
Griffith, R o b ^ a Bergin, Ed­ 
ward Ib Superka, John Harlaa, 
W. F. Neisoo. Qrd Milne, Pauline 
Van Eante. Robert N. Arnold. 
Mrs. William La Yiolette has 
volunteered to transport any ex­ 
hibitor who needs an exhibit tak- 
en to the club. 


GUNNS' BABY 
BAPTIZED IN 
MILL VALLEY 
At the Church of Our Sav­ 
iour in Mill Valley at the 9:30 
o’clock 
service 
on 
Sunday 
morning, the four-months-old 
daughter of Mr. and Mrs. Jo­ 
seph R. Gunn in of Berkeley 
was baptized by the Rev. S. R. 
Hammond. Godparents were 
Mr. and Mrs. Warren Hale of 
Berkeley. The baby, who is 
named Anita J&yDB, has a 
three-year-old sister, Dana. 
Following the religious cere­ 
mony, a family gathering and 
luncheon took place at the 
home of the baby’s grandpar­ 
ents. Mr. and .Mrs. J'Oseph R. 
Gunn of Mill. Valley. Maternal 
grandparents are Mr. and Mrs. 
Maurice ’Thmiow of Westbury, 
N.Y. 


Flake ca.nned kippers after re- 
mO'Vlng the skins. Add the flaked 
kippers to an egg filling for a 
good and different sandwich. 


w .ann 
W comen 
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Joan Scholz, John C Cloney 
Recently Wed At St Anselm's 


Wed recently al a m ifM mass 
at St. Anselm’s Churdi in San 
Anselmo 
were 
Joan 
Christine 
Scholl and John Charles Cloney. 
White 
gladioli 
decorated 
and 
banked the aUar for the double 
ring ceremony pei4ovmed by Rev. 
Wüliam Stewart. 
Given in marriage by her father, 
Oscar Henry fldioii Sr, the bride 
wcare a gown of laoe and nylon 
tulle with sweetheart neckline, lace 
bodice with sequins and a three 
tiered skirt of nylon tuUe floor 
length. 


Her elbow tength veil of lace 
and net was held in place by a 
lace cap sewn with seed pearls. 
Carnations and stephanotis sur­ 
rounded the white orchid center 
of the bridal bouquet, a cascade 
arrangement. 
Serving as maid of honor was 
Joanne Balestreri of Daly City, 
who wore a blue crystallette bal- 
lerini lengto gown with matching 
shade velvet bandeau and a short 
veil. She carried a nosegay bou­ 
quet of yellow. 
Bride«naids were Mrs. 
Walt 


MX. AKD MM. JOHN C3IARLSI CLONKY 
(Miltos Mana pbo«o) 


Whitt of Woodacre and Marian 
Del Grande of Oakland. They 
wore gowns identical to that of 
the maid of honor in a yellow 
shade with blue nosegays. 
WilÚam Cloney, the bridegroom’s 
brother, was best man. Ushering 
were Lloyd Loftus and Leslie La 
Bar. 
For her (tought^’s wedding Mrs. 
Scholl chose a gown of peau de 
sole in a pervanche blue shade 
with three-quarter length sleeves. 
She wore pink accessories and a 
corsage of pink cymbldium orchids. 
For her son’s wedding Mrs. Wil­ 
liam J. Cloney wore a mauve bro­ 
cade two piece dress of cocktal 
length with three quarter sleeves. 
She wore brown accessories with 
a pink hat. Pink cymbidlum or­ 
chids also made up her corsage. 
Immediately following the cere­ 
mony a reception was held at 
Star Hall in San Anselmo for 
about 125 guests. Candles and 
flowers set off the three tiered 
wedding cake which was topped 
with the bride and bridegroom 
flpirine. 
In charge of the guest book was 
Virginia Fong. 


’The couple left by auto for a 
Las Vegas wedding trip for a week. 
For her going away attire Joan 
wore a light grey suit with navy 
accessories and a white orchid cor­ 
sage. 
Joan is a graduate of Sir Fran­ 
cis Drake High School and she 
attended College of Marin. She is 
employed with the U.S. Army 
Corpe of Enginea*s in San Fran­ 
cisco. She is the sister of Henry 
Scholz of Corte Madera and Rob­ 
ert Scholl of Piketon, Ohio. 
John is the son of Mr. and Mrs. 
William J. Cloney of Larkspur. 
He attended Sir Francis Drake 
High School and Is presently serv­ 
ing with the U.S. Coast Guard in 
Kodiak, Alaska. He has two broth­ 
ers, William Cloney and Robert 
Cloney. He fm the grandson of Mrs. 
Mtnhael doner of 


MEMBERS OF THE SEWING GROUP discuw article# 
they have mac^e for the St. Sebastian’s Yulctidt salt Sal* 
urday and Sunday to be held at Marin Catholic ctfeterit. 
Left to right, members who have been sewing many hours 
arc Miss Mary Ryan, Mesdames Albert Giusti, Joseph D i 
San Martino and A. J. Finnocchio. Gaily decorated aprons 
will be a specialty. (Independent-Journal photos). 


4 ^ 
ST. 
SEBASTIAN’S 
Women’s 
Sewing 
Group members look over table or man­ 
tel Christmas decorations which will be 
sold at their third annual Christmas sale 
at the Marin Catholic High School cafe­ 


teria Saturday and Sunday. Purpose is to 
raise funds for the new church to be erect­ 
ed on Bon Air Road in Greenbrae. Left 
to right are Mesdames Oscar Gloistein, 
Andrew Panpini, John Michael Lee and 
R. O. Scott. 


'Á White Christmas' Theme 
Of Methodist Group's Bazaar 
“A White Christmas" ie the 
theme of the annual bazaar of the 
San 
Rafael Methodist Church, 
sponsored by the Woman’s Society 
of Christian Service. This tradi­ 
tional event will be held at the 
church Friday, December 2, from 
10 a.m. to 9 p.m. 
A large 
committee has been 
busily working on many unusual 
gift articles for the sale including 
novelties, 
barbecues 
accessories, 
fancywork, 
aprons, 
foods 
and 
plants. Luncheon and dinner will 
be served. 
Mrs. S. E. Cala, chairman of the 
bazaar, is being assisted by Mes­ 


dames Frank Marshlk, A. L. Ruon- 
avaara, Robert Woodhurst, Lulu 
CTlark, W. A. Marklinger, J. E. 
Siefkas, Moffett Rhodes, Wülis 
House, E. B. Crader, W. P. Hag- 
ner, Josephine King, Henry Von- 
derheide, N. B. Campbell, Roy St. 
Louis, Milton Adams, William Rey­ 
nolds, Jean Stacy, C. W. Tynes, 
M. H. Wrig.*it, W. L. Howe, James 
Infield, C. E. Smith, A. Nauert, J. 
B. Bennett, Clayton Nelson, Car­ 
lisle Rickards, Homer Hildebrandt, 
J. C. Hanssen, L. L. Johnson, May­ 
nard Heche, A. K. Gifford, Ray 
Ott, O. A. Bush, Lucy Sterling, 
Earl Stover. 


Muir Temple Maps 
Plans For Roll Call 
At the recent meeting of Muir 
Temple No. 123 of Pythian Sisters 
held at the lOOF Hall in Mill 
Valley, plans were made for the 
annual roll call on Friday, Novem­ 
ber 18. Invited to attend are 
members of the famillee of the 
members and Knights of Pythias 
and their families. Preceding the 
meeting a 6:30 pjn. pot luck sup­ 
per will be served and a card game 
will follow the meeting. 
The committee, which served re­ 
freshments after the recent meet­ 
ing, was composed of Mesdames 
Leelie Vogensen, George Vogen- 
sen. Merle Waterman and Bee 
Madsen. 


TWINS EACH ANNOUNCE NEWS 
OF ENGAGEMENTS AT PARTY 
Double engagement news was announced by twin daugh­ 
ters at a party at the George Goaser home in Mill Valley 
recently. Lenore Pay Gosser announced her intention to wed 
Marion M. Koehn and Joan Harriett Gosser to wed John E. 
Deignan of Mill Valley. ’The twins plan a double wedding cere­ 
mony on January 29 in Mifl Valley. 
Both girls attended Tamalpais High School and Lenore 
also attended Golden Gate College in San Francisco. She it 
now employed as an assistant bookkeeper at the Dictaphone 
Corp. in San Prancisco. 
Joan after she was graduated from Tamalpais attended 
Santa Rosa Junior College, and she' ii now in her J'unlor year 
San Jose State College. 
The girls are the sisters of George WiUlam Ooseer and the 
granddaughtera of Mr. and Mrs. William L. Gosser of Mill 
Valley and Mrs. Stanley Rader of Santa Rosa and fortneilF 
of Mill Valley and the late Mr. Rader. 
Maripn, engaged to wed Lenore, is the son of the late 
Mrs. Lydia Koehn and Mr. Koehn, formerly of Geneva, Neb. 
He attended Geneva High School and is now serving with 
the Air Force as a staff sergeant li Japan. He expecte to re­ 
turn to Califomla about December 15. He is the brother ot Mrs. 
Lumir Sleplcka of Geneva and Hubert Koehn of Geneva and 
Darre'll Koehn of Madison, W,is. 
Jo.tm. E. Dei:gnu, who will W'ed Joan, la the .son of .Mr. 
an,d .Mrs. John ,E. Deign'an of Mill Valley. He is a graduate' of 
Tam,alpaia High School and attended Pomona CoEege. He la 
presently a corporal in the UJS. Army staticned at the Presidio. 
He Is the brother of Mrs. Frank H. Green Jr. of Denver, Colo. 
John is the grandson of Mrs. Winthrop Baker of East 
Orange, NJ. His great uncle is James H. Dei^maa of East 
Orange. 
Both men expect to finish their servloe duty in Janiiarjr. 
Schwartz Bros 


It's oul opinion—every well-dressed man wears a hat—it adds a 
touch of distinction to every outfit it accompanies. Here is your 
opportunity to prove thk to yourself—at no cost to you I 
>10. HAT FREE! 


WITH EVERY SUIT OR TOPCOAT FROM $51 
FRI. & SAT. ONLY 
NOV. 11-12 


Purchase your new fall luit or topcoat 
at the regular price—$55.00 and up and 
select any hat valued at $10.00 at no 
cost to you. 


Choose your suit or topcoat from our 
regular stock of fine worsteds, imported 
tweeds and luxurious flannels. New 
dcep-tonei of greys, browns and blues. 
New fall styling with a trimmer look, 
narrow lapels, flap pockets in two or 
three button models. 


New topcoats of imported tweeds and 
eamel’i hair with virgin wool. Popular 
styles in raglans and box coats. 


SUITS AND TOPCOATS BY 


Kuppenheinier # Michaels-Stern 


Phoenix 
• 
Louart 


Cloth-Craft 


Alligator 
# 
Sheddar 


You’ll find your correct size at Schwartz 
Bros. 35 to 46. Shorts - Regulars - Longs - 
Stouts. 
Store Hours 
9-6 
Friday 'til 9 


A 
PERFECT FIT GUARANTEED 
FROM 
OUR 
OWN 
TAILORING 
DEPARTMENT. NO CHARGE FOR 
ALTERATIONS. 


Ute your 
CHARGE KEY 


90» 
I t, |M lolM l 


l ü marm 
W comen 


ISL A M ) VACA! I () .\- M r. and .S/rs. A rtluir J. M rD evitt 
are shown enjoying a holiday in picturesque Nassau in 
the Bahama Islands. W'hile there the couple, guests at the 
Emerald Beach Hotel, were entertained with special 
parties, sightseeing tours, deep sea fishing trips and even 
calypso dancing lessens. McDevitt is associated with De- 
Long Chevrolet Company of San Rafael. He was awarded 
the trip as a grand prize in a national sales program. 


tAARY MARGARET 
McBRIDE SAYS 


Sometimes Neighbors Can Be Problem 


When Misunderstandings Arise Easily 
The Colliers, after five yean in 
the east, have moved to Califor­ 
nia where Bob’s home office is 
located. Some time back, when 
word got about of the Colliers’ 
plans their neighbon took up a 
collection and bought a going- 
away present, a silver salver with 
everybody’s name' inscri'bed on it. 
Tlien Mr. Collier’s company de­ 
cided to keep him where he was 
for a few months and when pre­ 
sentation time finally came, three 
of the families who had .sharej the 
cost of the gift were no longer 
speaking to the CoUien. 
Mrs. Bruce got her feelings hurt 
when Anita Collier gave a small 
tea party to which M n. Bruce 
wasn’t invited. 
Mrs. Fletcher, shopping one day 
at the village self-service, was cut 
dead—or so she maintained—by 
Anita Collier. Mrs. Fletcher Im 
medi-tely stopped speaking to all 
the Colliers, including the three 
children who until then were bos­ 
om friends of her brood. 
Reason for toe to,ird family’s ,lre 
was Bob Collier’s polite request 
that 14-year-old Joe Thompson 


Dolly Ward rob# 


Complete outfit designed with 
lots of bouf to please the wee fem­ 
ininity on your gift list. 
No. 3528—Please order by size 
for 14, 16. 18, 20, 22-in. dolls. 
Send 35c in coin (no stamps, 
please) for Pattern, with Name, 
Address, Style Number and Size 
Address PATTERN BUREAU. In­ 
dependent-Journal, 1028 B Street, 
San Rafael. Calif. 
For first class mail include an 
extra 5c per pattern. 
The new FALL-WINTER FASH­ 
ION WORLD, just off the press, 
features all the im'portant' changes 
in the fashion silhouette. Beautl- 
fuUy niustrated IN COLOR, this 
book brings you scores of easy-to- 
sew pattern designs for all ages 
and occasions. Send now for your 
copy. Price Just 25c. 


and his gang stop wearing a path 
across a comer of his lawn. Joe 
claimed it wasn’t his gang at all 
and the affronted Thompson fam­ 
ily accepted his version without 
further investigation. 
The presentation party was held 
as planned but it wasn’t quite the 
gala that had originally been an­ 
ticipated, Before the Colliers left, 
Vi, one of the neighbors who 
hadn’t been feuding, decided to 
satisfy her curiosity by investigat- 
,ing the quarrels. 
“And do you know every bit of 
it was nonsense!" she declared 
afterwards. “I found that all of 
the hurt feelings were due to mis­ 
understandings. Until her first tea 
party stirred up such a rumpus. 
Anita had every intention of en­ 
tertaining the entire neighborhood 
in a scries of small gatherings. 
“As for cutting .Mrs. Fl,etcher, 
Anita never even saw her in the 
grocery store because that was the 
day she got toe bad news from 
home about her brother’s heart 
attack and she w.as dlstoactedly 
thinking of that. As for Joe, his 
mother may believe him, but I 
see him short-cutting across that 
lawn every time I look out my 
w,indow. 
I t made me feel sort of sick to 
think that just a few explanations 
and a halfway friendly attitude 
on both sides would have made 
ev'erjthing all right again." 
This sad little true story made 
me wonder if perhaps a friend of 
mine who lives in another small 
community Isn’t right when she 
refuses to make Intimates of .her 
neighbors. She and her husband 
are writers who work at home. 
They are busy all week and usually 
have friends from the city visit­ 
ing over toe weekend... Th.ey feel 
they can’t afford casual interrup­ 
tions 
and 
drop-in-unannounced 
callers. They probably have earned 
a reputation for stand-offishness 
in toe Tillage, but at least, in all 
toeir years there, they’ve never 
had a row with anybody. 
So maybe there are two morals 
to the Colliers’ story. 


PARTY FOLLOW S 
CHRISTENING 
A party at the home of Mr. 
and Mrs. John D. Horrall In 
Belvedere followed the chris­ 
tening of their daughter, two- 
year-old Mary Diane, Sunday 
In San Rafael. The ceremony 
took place at the Presbyterian 
church with the pastor. Dr. 
John Jefferson Cañóles, of­ 
ficiating. .Doctor Cañóles aLw 
officiated 
at 
the 
Horralls’ 
wedding and at the christen­ 
ing of their other daughter, 
Kathleen, now 5!A. 
Attending 
the 
christening 
and dinner afterwards were 
Mrs. 
Horrall’s parents, 
the 
Delbert C. Browns of San Ra­ 
fael. and Mr. Horrall’s moth­ 
er, Mrs. A. H. Horrall of San 
Mateo, who spent the week­ 
end with her son and daugh- 
ter-in-law in Belvedere. 
.Mary Diane’s godparents^ are 
Mr. and Mrs. E. N. Johnston 
of San Rafael, who attended 
the 
christening 
with 
their 
children, 
Diane 
and 
Ned. 
Other 
guests 
w e r e 
the 
George Stempels and their 
sons, Mark and Greg, also of 
San Rafael, and the William 
V. Benders with the'lr daugh­ 
ters. June and Carole of Oak­ 
land. 


Business Club 
Takes A Trip 


Fifty members of toe Business 
and Professional Women’s Club of 
Marin County had a gay evening 
Tuesday when they traveled by 
chartered bus* to San Fr;anc:isco.. 
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Penny Blackfield 
Chosen To Run 
For Dream Girl 
Miss Penny Blackfield. Kent- 
lield. is one of the 20 University 
of California co-eds from which 
this year’s Delta Sigma Phi dream 
girl will be' ch'Oee'n. 
Daughter of Dr. and Mrs. H. M. 
Blackfield, 212 Woodland road, 
Kent Woodlands, she was selected 
by her sisters In the Delta Zeta 
soroirity to represent toem in the 
dream girl competition. 
Each year the Cal chapters of 
Delta Sigma Phi honors toeir 
dream, girl by 8po.nsoring h^er' In. 
their fraternity's national contest. 
The fraternity was founded in 1899 
and has been pn the Berkeley 
campus since 1915. 
Miss. .Blackfield is a graduate' of 
Sir Francis Drake Hig’i School. 
A freshman at the University, she 
is a social welfare major. 
The first votes for the dream 
girl wi.ll be' cast November 12 at 
an open house at toe fraternity 
following the Oregon State-Cal 
game. The final choice will be 
ma'de during the Carnation Ball, 
Decem'ber 10', at the Corlo.thia.n 
Yacht Club. The Delta Siga will 
present a jeweled fraternity pin, 
a plaque and flowei:s to toeir 
dream girl. 


MODEST MAIDENS 


They stopped for dinner at Vene- 
to’s and then went on for studio 
viewing of the television show 
“San Francisco Tonight" on KGO- 
T¥' with Don. .Sherwood, as mwte'r 
of oeremonies. 
The evening’s program was ar­ 
ranged by Helen Meagor, the 
club's radio and TV chairman; 
.Alice 
<Sh.epley, moti'On. 
pictures 
chairman; and Florence Donnelly, 
news service chairman. 
On December 13, the club will 
hold its emblem meeting at Ham- 
ie's under toe chairmanship qf 
Dorothy Olsen, emblem chairman. 
A dinner will precede the impres­ 
sive ceremony in which symbolic 
gifts are placed under the Christ- 
m.:as 'tree. 'Serving 'with. Mrs. O'lsen 
will be toe other past presidents of 
the club. 


" Of course you're en ti tlecl to your own opi nion, 
but why does it always have to be wrong?' 


Rental Gallery Show Preview 
Attracts Hundreds Of Patrons 


A rental show by toe Marin So­ 
ciety of Artists, which opened last 
•Saturday night with. a.n invl.tation- 
al Preview attended by several 
hundred patrons, will continue 
throughout toe month. Member 
hostesses will greet the public at 
the Frances 'Young Gallery in the 


“Coast Town” by Edwin Cado- 
gan, to Mrs. William S. Steward; 
“Ch'ina Camp,” by Mann.a Seeley, 
to Mrs. 
Justus 
Craemer; 
and 
“Drake’s Bay No. 2,” by Ted 
Christensen, to Dr. John D-'gen- 
hardt. Ross 
Valley Clinic 
will 
honor its 'walls for the next three 
Marin Art and Garden Center at months with three new composi- 


Remy Burkels Welcome 
First Child, A Daughter 
Mrs. Michael T. Hanlon of San 
Rafael returned Monday night by 
plane from Canada where she vis­ 
ited her daughter, Mrs. Remy 
Burkel (Marcia Hanlon) and saw 
her infant granddaughter in Tor­ 
onto', 'Ontario. Mr. Burk'd is with 
Canadian Industries, Ltd. there. 
The Burkels’ baby, their first 
child, was bom on October 19 at 
Women’s College Hospital in Tor­ 
onto. The little one, who weighed 
six pounds, WA ounces at birth, 
has been named Carin Dana. Pa­ 
ternal grandparents are Mr. and 
Mrs. 
Robert 
Burkel 
of 
Paris, 
Fr'ance. Mr. and Mrs.. Ed'ward 'H. 
Brunner of San Rafael are ma­ 
ternal great grandparents of the 
baby. 


Pioneer Days 
Planned By 
Novato Mixers 
The 
popular 
Novato 
square 
d:an.ce grO'Up. the Coim.'try Mixers, 
will hold a pioneer days dance, 
November 18 at 8 p.m. to be held 
at American Hall, located next to 
1DÉSI Hall, Sweetser ave., 
one 
half mile east of Highway .101. 
The group has planned an even­ 
ing of many surprises, including 
an Innovation to square dancing, 
a surprise caller and a surprise 
exh'lbltlo'n sq'uare dance. “We h'Ope' 
to keep as much as possible secret 
In order 
to a&sure 
everyone a 
really gay time,” said Mrs. Edwin 
Rose, publicity chairman. 
Mel Bemus will be doing the 
calling, assisted 
by toe 
guest 
caller. Refreshments will be serv­ 
ed under 
the chairmanship 
of 
Mrs. Harry Overly and Mrs. Bill 
Hirschfeldt. Jmeph Crum'pler :ta 
general chairman. 
Everyone will dress in pioneer 
style for the evening of surprises. 
There will be the usual donation 
at the door. 
All interested may obtain fur­ 
ther information from Mrs. Fran­ 
cis Porter of Novato or Mel Bemus 
of Santa Venetia. 


Ross, each afternoon until No­ 
vember 30, from 2 until 4:30 pm . 


.All of toe .many ;pa.int.lngs 'in 
the show are for sale or rent, and 
also for sale is an unusual variety 
of ceramics, sculpture, jewelry, and 
weaving, created by members of 
the Society. 


The Gallery Saturday night had 
new display frames gracing toe 
center of the long room, almost 
200 paintir4,a in a variety of me­ 
dia on the walls, and tables and 
shelves filled with crafts.. Hand- 
wrought jewelry is enclosed in 
glass cases. The Preview was ably 
managed by Mrs. Alvin Schultz 
of Greenbrae, toe refreshments 
by Mrs. Arthur W. Ralston of 
Fairfax, and the picture hanging 
by John Lynch of Larkspur, presi­ 
dent of toe Society. 


One 
of 
the 
pictures 
which 
caused a good deal of comment 
was “Victorian Folly,” by Alice 
Simmons Randolph. True to its 
'title. It WM reminiscent of 'the 
old stone front houses on Pacific 
Street in San Francisco. It has 
already been sold to an out of 
state 
purchaser. 
Several 
other 
paintings are in the process of 
sale, and their have been a good 
many rentals. As fast as the pic­ 
ture* are removed from the walls, 
they are replaced by the same ar­ 
tist, to.us maintaining a full shO'W 
until the end of the month. An 
active sale in pottery and the 
many crafts is continuing, and 
they likewise are replaced immed­ 
iately by the same craftsmen. 


Among the rentals to date are 
“Mountain Pines,” by Marjo Im- 
lay 
rented 
to 
Donald 
Leaf; 


tions, namely “Abstraction,” by 
Sylvia 
Ludins; 
“Sausalito,” 
by 
Elizabeth Vreeland; and “Circus 
Ring," by Elsie PO'm.eroy. 
Many of the scenes in oil or 
watercolor are nostalgic reminders 
of local spots dear to toe hearts 
of Marin dwellers. Portraying the 
rolling hills are “Springtime in 
Nicasio” and “Harvest Time in 
Marin,” both by Lenore Mitchell; 
"Ready for Planting,” by Gret- 
'Chen. R.'eed; “1878 Schoolhouse,” by 
Elsie Pomeroy: “Spring, Prank’s 
Valley,” by Ray Strong; “Corte 
Madera Creek,” by Virginia Mer­ 
rill; “Reflections,” by Kay Works; 
“Skyview 
Ranch,” 
by 
Mildred 
Wetterworth, “Singing Hills,” by 
Seth Wood; “Last Ferry Boat," by 
Elinor Billings; and “Bolinas” by 
Dessauer. 
The histori'Cal old Stra'W'berry 
Mansion 
has 
been 
interpreted 
from three vantage points, twice 
by Barbara Carpenter and once by | 
Dania Burmester from the beach.' 
Coastal 8ce''nery inclU'des “Pa-*í 
cific Coast" by Jerome* Klapka; i 
“California Coast,” by Hazel Coff­ 
man; “Muir Beach,” by Hubert 
Buel; “Rocks, Flowers, and Surf,” 
by .Bertha 'Clark; “ApproMhlng 
Storm,” 
by 
Ted 
Christensen; 
“Seascope,” by Edwin Cadogan. 
Among the paintings of modem, 
.fanci'ful, or a'bstract .feeling are 


“Water,” by Ray Rics; 
“Iowa 
Band,” by J. Christopher Waltm; 
“Dreamer,” by Jeanne Lucia; “Ac­ 
robats," by Florence Ludins Katz; 
“Restful Retreat,” by Pay Mor­ 
gan Taylor. 


Tennis Club 
Will Host 
Dinner Dance 


MUl Valley Tennis Club wiU hold 
a spaghetti dinner and a dance 
Saturday night at the club with 
'cocktftik beg.inning at 7 P'.m... din.- 
ner at 8 and dancing at 9:30 p.m. 


In charge of the event are Mr. 
and Mrs. Arthur McCready, as­ 
sisted by Mr. and Mrs. Willijim 
Hislop, Mr. :and Mrs. JO'hn Laurie 
and Don Schroeder. 


Those who have made reserva­ 
tions for the dinner dance are 
Messrs and Mesdames Jack Hunt, 
RO'bert' Cook;, 'Gordon Reynolds, 
Melvin Klyce, Robert Saxton, Rob­ 
ert Clarke. A. H. Caldwell. Jack 
Creighton. Kenneth Ortman, John 
Cto'm.fort., .La<wrence 'Douglas. Gor­ 
don Harrington, Howard Moore- 
house. 
William Hurley, Lester Brown, 
Fred Van Dyke, Samuel Johnson. 
LCiland Wiese', Jo to Hurley, Aub­ 
rey Harv'ood, Philip Smith and 
Ken Rail. 
On November 15 the women’s 
group will hold a m.embers only 
luncheon at 12:30 p.m. at the Ten­ 
nis Club. Annual elections will be 
held. Mrs. Robert Scott will be in 
charge. 
Chairman of 'the day 'wil bC' 
Mrs. Martin Long, assisted by 
Mesdames Robert Graver, Donald 
Harper, Robert Earle and Henry 
Heilbron. 
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‘Girl In Red Velvet Swing” 
9 pm. “Virgin Queen” 7-10;5a 


lAT 
SNW 
iUIAIID * COUMf 
fSMnGRANGQ 


also “THE VIRGIN QUEEN” 


KATHAiONE HEPHIRN 
. MSUWHUia~ 
umi 


N 
o 
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— GIFTS — 
Largest 
Assottment 
of 
RELIGIOUS 
ARTICLES 
in Marin County 
GASBERG STUDIO 
Elt. 1910 
1311 • 4th St. 
San Rafael 


WONDERFUL 
HOT CHOCOLATE 
IN SO SECONDS 


Grater carrots, raisins and may­ 
onnaise make a nutritious sand­ 
wich spread for youngsters. Plump 
the raisins by letting them stand 
in. very hot 'water' a fC''w minu'tes, 
then drain well. 


Beautiful 
W ALL 


PAPER 


(Do-lt 
Yourself and 
SAVE) 


Miracle Mile 
COLOR CENTER 
GL 4-3137 
I'NTEBN.ATIO''NAL PAINTS 
2066 Fourth St., San Rafael 


I ^/le J^ouóe 
lÁÁJc/ing^ C^aL 


I 
Two Cofivenienf Locations — 1914 Fourth Street, Son Rafael 


GÓ e e e 


77 Br'OO'dW'Oy, Foirfdx 


Twin Daughters Named 
Mr. and Mrs. Harold Anderson 
of Novato have named their twin 
daughters, Lisa Kay and Karen 
Lynn. The little ones, who were 
bom on November 8 at San Rafael 
General Hospital, have a three 
year old brother, David. Grand­ 
parents' of the youngsters are Mrs. 
.Alfred Heiden of San Anselmo and 
Mrs. William C. Anderson of No­ 
vato. 


Note To Subscribers: 
Patterns 
. . 
. . 
35c 
Fashion Book . . 25c 
(if desired) 


DR. FRANK L. GAUNT 


form erly associated ivitk 


Dr. Dale R obinson of San Francisco 


A N N O U N C E S 


THE OPENING Of HIS OFFICE AT 


NYE STREET AND FIFTH AVENUE 


SAN RAFAEL, CALIFORNIA 


FOR THE TREATMENT OF 


OVERWEIGHT PROBLEMS 


BY APPOINTMENT ONLY 
DUnlap S-4481 


WEEK-END SPECIALS FRIDAY. SATURDAY. SUNDAY 


4>Layer Whipped Cream Coke 
50 
. 190 


Our Now Famous 
LEMON CRUNCH 
-1 


LORD BALTIMORE 
WHIPPED CREAM 44ayer Chiffon Cake 1.35.«,1.75 
Ch'OC'Olato' Fre'iichi Craami iFillin'gi 


Friday and Saturday Special! 
Almond W reaths................... ea. 69c 


a d ü ^ c i£ ttn v o te 


YOUR^AKING HOSTESS 


Fresh Hourly Bokes-OPEN TUESDAY THROUGH SUNDAY 8 a.m. • 7 p.m. 
Open Friday to 9:30 p.m. Plenty for Parking—Closed Mondays 
I 
1914 FOURTH ST. 
SAN RAFAEL 
GL 4-4265 
I 
"On the Miracle M ile’‘ 


cjCord^atefax 


YOUR CATERING HOST 
PartieB, BanquetM, WeddingB 


U D Y BALTIMORE BAKED GOODS 


77 B ro o d w o Y . Foirfox 
GL 3-3751 


•^Plenty of P arking” 


Delightful Companioii Hit 
AIKT 
ROtVCALHOUM 
FtFH lAUM 


ilC'O tO '» 


oroR moiHE 
000 FRANCISCO BLVOe 


§ Last Times Thursday 
'RAídriíS t Of siiyiisiaj 
ntAINMS 


also: JACK HAWKINS 
LAMB OF FUBY 


FORGET YOUR WORRIES! 
GO TO A MOVlE TONIGHT! 


RAFAEL—“To Hell and Back” 
7:00 — 10:35. Also “Golden 
Mask” 8:55 only. Lamt com­ 
plete' shO'w (8:45) 
TAMALPAIS—“The Girl in the 
Red Velvet Swing” 9:04 only. 
Also “Virgin Queen” 7:00— 
10:52. Last complete show 
(9:04) 
SEQUOIA 
— 
“Summertime” 
8:40 only. Also “Ain’t Mis- 
behavin’" 7:00 — 10:28. Last 
complete show (8:26) 
LARK— ‘To Paris With Love” 
7:40 — 9:40. Last complete 
show (9:00) 
MARIN MOTOR MOVIES — 
"It’s Always Pair Weather" 
8:50 only. Also “Land of 
•Pury”' 7 :.'06—'1.0:40'.. Last oo''ni-' 
plcte show (8:40) 


I ^HELD OYERVk^ 
SPECIAL MATINEE 
FRIDAY — 1:30 P.M. 
-VETIRANS D A Y - 


N 
O 
W 
I 


’ n N I M A S C O P E 


.TECHNICOLOR 


AUDIE MURPHY 
""Companlim Feature "" 
'THE GOLDEN MASK" 
Van Heflin In Color 


Tonight.......... 
2 Complete shows 7 A 9 pan. 


Fridoy and Sofurdoy 


First Show 6:30 P. M. 
'TO PARIS WITH LOVE" 
6:00—6:00—10:69 


AlEC GUINNESS 
w 


r o P a r is 
with 
Pove* 
Ai 


C l lor by TECRRICOLOR 


estra chairman. Mrs. William Ball. 
Chairman John Shelly and Mrs. 
John DiEon gave favorable report* 
on response to ticket reservationa, 
and 
publicity 
chairmen, 
Mrs. 
Harry Larsen is publiciaáng tha 
event. 


"BLINDMAN’S BLUFF" by Goya is de­ 
picted by members of the Upper School of 
Dominican for the ‘‘Living Pictures" event 
the school will present on Sunday. Left to 
right are Donna Willard, Florian Turner, 


Candyce Martin, Susan Smith, Joanne 
Gear), Cynthia-Belle Ames, Diane Tyler, 
Sheila 
Mclnerny 
and 
Robin 
Dinkel- 
spiel. The presentation will begin at 2:30 
p. m. in Angelico Hall. 


PORTRAYING THE "Queen of Sheba" 
by Francesca, Fourteenth century painter, 
are left to right, Paula Wrenden, Sharon 
Roscoc, Judith Freitas, Kathleen Kindt, 
Patricia Waters, Jerri Spencer, Judith 


Tobin, Joan Smiley, Sandra Barg, Linda 
Lichty, Elizabeth Olson and Katherine 
Allen. Annual "Living Pictures" will be 
presented Sunday at Angelico Hall, Do­ 
minican Campus, San Rafael. 


V , . . 
. 
AT DOMINICAN SUNDAY 
'Living Pictures Will Be 
Presented By Upper School 


MATISSE’S "La Lecture" is portrayed by 
Margaret 
Wright, left, and Priscilla Jardine, both students of the 
Upper School at Dominican Convent, which is presenting 
the "Living Pictures" event Sunday. 
(Independent-Journal photos) 


Student* of the Upper School 
of the Dominican Convent will 
offer their annual presentation of 
“Living Pictures” on Sunday after­ 
noon at 2:30 o’clock in Angelico 
Hall on the campus. 


'The pictures tO' be presented will 
be 
dramatic 
representations 
of 
famous canvases of many schools, 
from early Renaissance to modem 
times. Against background scenery, 
painted by students of the art de­ 
partm ent from accurate reproduc­ 
tions, student-actors will depict 
the figure* which appear in the 
'paintings. 


'Language Arts Program Given 
At Drake High School PTA Meet 


“Language Arts,” its curriculum 
and activities, proved an instmc- 
tive and entertaining program at 
the recent meeting of the Sir 
Francis Drake High School P ar­ 
ent Teachers Association. Teach­ 
ers and students alike, participat­ 
ed in a liberal coverage of the 
school program of foreign language 
studies, as well as English, drama 
and journalism. 
Mrs. Andrew Klapak presented 
the program. Miles L. McColm, 
acting as moderator, enumerated 
foreign languages taught at Drake, 
and stated th at success mastering 
a foreign language comes from 
good study habits. He said it is 
im portant to speak the language 
outside 
of 
class. 
The 
foreign 
language staff consists of one 
French teacher, two Latin and 
three Spanish. 
P. A. Juch, French teacher, in­ 
troduced his student, David Fong, 
who outlined a short play in 
French which was enacted by Bill 
Hobdy and Emilita Anderson. 
Michael Lopez, Spanish teacher, 
outlined the course of study and 
said the oral approach is the best 
way to learn a foreign language 
He explained th at the three Span­ 
ish teachers plan the program for 
teaching to effect a coordinate 
method. 
Miss Elizabeth Harper, a Span­ 
ish teacher, who also is a Latin 
tnstructor, and Robert Kuehnl, in­ 
troduced Pete Edminster who ex­ 


plained the importance of Latin. 
“Latin,” he said, “is a supplement 
to English, and as such, .is neces­ 
sary for the student who Intends 
majoring in science.” 
Mrs. Trannette Jaloff, junior 
English teacher, speakmg for the 
English 
Department, 
said 
th at 
children must leam to use the 
tools of communication—reading, 
writing, speaking and listening. 
She 
presented 
Harry 
Belgrade, 
teacher of Senior English; Mrs. 
Grace Nelson, English 1 and re­ 
medial reading; Mrs. Ida Tracy, 
sophomore English, driver educa­ 
tion and inter-cultural relations; 
Miss Ann Brown, John McGlynn, 
Mr. Kuehnl, Robert Maher and 
James Pierce, freshman English 
and Mrs. Annie Bethe Watson. 
Oral English 6, primarily a speech 
course. They outlined the course 
of study in their particular grades. 
Mrs. Watson presented a group 
of students in a discussion on the 
aspects of oral English 6, vocabu­ 
lary, voice recording, poise as a 
necessary part of speech delivery 
and public speaking. Students par­ 
ticipating were; Roberta Paltin, 
Judy Evergettis, Charles Young- 
claus, Henry Klopstock, Charles 
Landram, Danya H art and Mary 
Friede. 
Mr. Keuhnl, on the subject of 
journalism, turned the program 
over to Bard Dupont and Jack 
Clumeck, editors in chief of the 
Jolly Roger, who illustrated the 


processes of putting out a school 
paper, from sto'ry outline 'to 'Com­ 
pleted publication. 
Robert Maher, drama teacher, 
illustrated the progression of dra­ 
ma study from charades to pan- 
tomine, then plays cut down to 
30 or 40 minutes, and finally the 
school play, usually a Pulitzer 
Prize play. He presented his stud­ 
ents in scenes from four plays: 
Patricia Zabel In Maxwel Ander­ 
son’s “Masque of Kings;” Yvonne 
Esler in Paul CarroH’s “Shadow 
and Substance;” Bob Bay in Max­ 
well Anderson’s “Key Largo” and 
Barbara Ferguson in George Ber­ 
nard Shaw’s “Joan of Arc.” 
A nominating committee was 
elected to serve the 1955-56 jterm. 
On it are Mrs. Edgar E. Fischer, 
Mrs. William H. Mackey, Mrs. An­ 
drew Klapak, Mrs. Francis Shafer 
and Harold Allison. 


^ The tri-dimensional effect thus 
produced serves a double purpose. 
Firstly, for a brief moment, there 
appear on the stage scenes which 
the greatest of artists considered 
worthy to put on canvas. These are 
glimpses of art from a creative 
point of view. They are insights 
into great artistic minds, and they 
live once more on the Dominican 
stage. Secondly, 
these 
tableaux 
bring forcefully before the eyes the 
depth and feeling which is to be 
found in all great painting. 
This year, anxious to correlate 
as many studies as possible in or­ 
der to better celebrate American 
Education Week, the Dominican 
Upper School has called upon the 
art department for backgrounds 
and properties and also for re­ 
search into the lives of the artists, 
and data concerning the pictures 
themselves. The music department 
will supply entre-acte music and 
choral 
presentations, 
and 
the 
drama department 'Will ¡oe active 
in stage work, with lighting, prop­ 
erties, and with the dramatic read­ 
ings which will announce each 
“Living Picture.” 
Student manager for the pro­ 
duction is Lynn Lombardi of San 
Francisco, assisted by Bay Area 
girls 
M artha 
Capers, 
Carolan 
Poett, Kathleen Reilly. Stella Shao, 
Janice Etonovan, Pamela Janin, 
Sharon Carter and Gaile Ram- 
poldi. Also assisting are Roxanna 
Brown of Salem, Ore., Judith To­ 
bin of Helena. Mont., and Judith 
Lindauer of Fresno and Ann Des­ 


mond of Sacramento. 
In addition to a choral of 25, 
the 
cast includes 
70 
students. 
Among the student artists are 
Anne Moretti, Joan Vieira, Car­ 
mel Pacheteau, Sharon Morphy, 
Jo Ann Tenconi, Annette GarattI, 
Suzanne Coffill, Brooke Pain'ter, 
Irene Murillo and Doris Weinz- 
heimer. 
The speakers are Judith Riede, 
Michael Mary Hanrahan. Cather­ 
ine Silock and Carol Martin. 
Other Marin girls participating 
include 
Diane 
Bregante, 
Susan 
Smith, 
Florian 
’Turner, 
Robin 
Dinkelspiel, Joanna Geary, Ellen 
Ford, Carol King, Sheila Grady, 
Gayle Biehl, Anita and Sandra 
Barg, Gabrielle and Molly Kell, 
Vivienne Reinhard, Diane Brown, 
Cressey Wallace. Joan Smiley, Lin­ 
da Lichty, Jerrie Spencer, Eliza­ 
beth 
Olson, 
Margaret 
Malley, 
Katherine Allen, Phyllis Grissim, 
Mary Anne Bowen and Janet Dal­ 
ton. 


Noted ^Surgeon Visits 
Belvedere Residents 
Recent guest of Dr. and Mrs. 
Robert P. Watkins in Belvedere 
was Dr. Teodoro Salgera^Zam- 
brano, 
distinguished 
Ecuadoran 
surgeon and professor of ortho­ 
pedics at the University of Quito. 
Doctor Salgera-Zambrano is one 
of a dozen doctors from various 
parts of the world who are tour­ 
ing the United States as part of 
a State Department pro^gr'am to 
study the medical applications of 
atomic energy. 
While in San Francisco the doc­ 
tors were guests of various mem­ 
bers of the Stanford University 
medical faculty. Doctor Watkins, 
an orthopedic surgeon, is an as­ 
sistant professor a t Stanford. 


*EñjmCL0L 


INTERIOR DESIGNERS 


FURNITURE • ACCESSORIES 


U l TUMSTEAD AVE. 
NEXT TO CITY HALL 
SAN ANSELMO 
GL M656 


Plans have been completed un­ 
der the direction of Rev. Joseph 
Kenny, Pa..¿»,.~ of St. Patrick’s 
Church, in Larkspur and his as­ 
sisting general chairman, Mr. and 
Mrs. Robert Tonners, for a din­ 
ner dance to be held November 
19, at the Mill VaEey Outdoor Art 
Club for the benefit of the school 
fund for St. Patrick’s parish in 
Larkspur. 
Through the creative ability of 
decoration chairman, Mrs. Paul 
Mitch and her committ'ee, the art 
club will be decorated in the col­ 
orful theme of the football sea­ 
son. 
Mrs. Frank Campagna and Mrs. 
Dominic Dalacio have reported a 
well-planned buffet supper. 
Dancing will be enjoyed from 
9 p. m. to 1 a. m. to music of a 
sensational Combo, reports orch- 


Put a side of spareribs on a 
rack in a shallow pan; add a 
layer of bread-and-apple stuffing; 
top .with m other side of spare­ 
ribs. Roast in a moderate (350 de- 
gr—o oven about an hour and a 
half. Serve with extra fried appl* 
rings, if you like. 


FREE 
KIHENS 


GL 4-1189 
GL 3-2389 


**The EiggeBi Little Meat Market in Marin” 


TROUT 
3 tor 1.00 
Large Size 


OTEN ROAST 
Lb. 


Boneless Sirloin 


CORNED TONGUES 
Lk 


Pine for cold cuts 


CORNED BEEF 
Lb. 


79F 


3 7 *^ 
Brisket cuts 


Order Yoyr Road's End Roiich 
Turkey NOW 


Mrs. Mundt also announced that 
the Drake PTA will extend invi­ 
tations to parents of eighth grade 
elementary school students to at­ 
tend meetings to observe and un­ 
derstand the high school courses 
and activities. . 


NOVEMREft SPECIALS— PAINT & WALLPAPER 
Alkrd Flat Wall 
Qi. 1.35 
13 colors Se white .... Gal. 4.29 
GIo-Biite enamel to match 
Alkyd Flat ___ 
Q i 1.74 
Glo-Brite enamel white 
Gal. 5.45, Qt. 1.74 
Rubber base; 130 colors 
and white ________ Gal. 4.50 
Shake & Fence paint GmL 3.95 
Shingle stain _____ Gal. 2.70 


5 F t Step la d d e rs______ iM 
2 Ft. S tepstools________ 1.50 
7” Roller A tray 
___ 1.15 
9” Roller A tray 
.. 1.45 
Painl Thinner, in your con­ 
tainer, Gal. ... 
30c 
Wallpaper, (to Do-lt your- 
selfers) _____ 20% off list 


MIRACLE MILE COLOR CENTER 
ixm Fourth St., San Rafael 
GL 4-3137 
Free Farklnc 
OPEN FRIDAT TILL * 


LOWER PRICES NOW DURING OUR 


Pre-Holiday 


OF NEW FALL 


Only 37 Shopping Days 


'til Christmas 


Our Christmas stock of furs has 


arrived . . . flawless pelts . • • 


new styles . . . beautifully handled. 


And they're going on sole RIGHT 


NOW . . . when our stocks are 


complete and there's a full season 


ahead. Here's a chance to touch 


your wardrobe with the magic 


wand of fur . . . jackets, capes, 


stoles, scarves • • . at tiny prices! 


LUXURIOUS BEAUTY . . . 


LOW SALE PRICES! 


# Kolinsky scarves 
0 Woodland dyed China Marmot Capelets 
6900 


Russian Dyed 
Suirrel Capelets. 


4 Skin Natural 
Ranch Mink Scarves. 


Hoonglo Dyed 
Muskrat Capelets ------------------ 


Honey Dyed 
Squirrel Stoles --------------------- 


Harvest Dyed Jap 
Mink Stoles --------------------- 


Natural RancM 
Mink Capelets ----- 


Silver Blue 
Mink Stoles _____ 


89.00 
149.00 
129.00 
198.00 
275.00 
499.00 
599.00 


Shop now while the selection is complete. 


Enjoy 'lUXURY ON A BUDGET" with Royco 


easy credit terms of up to one year to pay 


with no down payment. 


OPEN 


FRIDAY NIGHTS 


” \ 
I 
925 Fourth St. 


Sou Rofool 


^ttíiepcnbent-^oumal 
^ 
í i t v i M O 
A i i 
« r 
M A i i H 
c e v M r r 
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TODAY'S EDITORIAL 
West Faces Alternatives 
In Israel-Arab Dispute 


The renewed hostilities ih the ^íiddie East 
may force a really unified W’cstern policy in 
regard to Israel and the Arab states. A Labor 
member of the British House of Commons 
on Nov. 6, calling for “a positisc treaty of 
alliance’' with Israel, iharacterized the T ri­ 
partite Declaration of May 25, 1950 as 
“vague and obsolescent.'' 
U.S. Secretary of State Dulles and British 
Foreign Secretary Harold MacMillan on 
Sept. 27 reaiiirmed their adherence to the 
1950 declaration, and F’rance on Sept. 29 
backed up the Dulles-!Macmillan statement. 
Under the 1950 declaration. Great Britain, 
France, and the United States agreed to regu­ 
late their arms shipments in such a way as 
to maintain a balance between Israel on one 
side and the Arab states on the other. Also 
they agreed that: 
Should they find that any of these 
States were preparing to violate fron­ 
tiers or armistice line, they would . . . 
immediately take action, both within 
and outside the United Xations, to pre­ 
vent such violation. 
The difficulty in implementing the 1950 
declaration is that Great Britain appears to 
be deeply concerned with maintaining good 
relations with the Arab states, whereas in 
the United States there is much pro-Israel 
political sentiment. France, which might 
ordinarily act as go-between, is rendered al­ 
most voiceless by its oum troubles in North 
Africa. 
Inasmuch as no part of Israel is much over 
20 miles from an international boundary or 
demarcation line, Israel is virtually ringed 
by hostile states. And the boundaries are 
continually subject to dispute. Israel has 332 
miles of frontier on the demarcation line 
with Jordan, 166 miles with Egypt, about 


HAL BOYLC'S COLUMN 
At First Glance, Obedience School 
For Wives Sounds Like Good Idea 


NEW YORK (JPf — Curbstona 
comments bjr a pavement Plato: 
Would obedienoa schools for 
wives make for happier marrlagas 
In America? 
The question has been raised 
by a reader who wtsely chooees to 
remain anonymous. 


“OBEDIENCB SCHOOLS for 
pew have worked out very well,” 
he wrote, "so why not an obedi­ 
ence school for pet wives? 
"Such schools could teach most 
wives some things they badly 
need to learn, such at self-dis­ 
cipline and the willingness to 
carry out a man’s orders without 
barking back. 


BUCKLEY 


"What do you think of this 
idea? Wouldnt it restore to the 
average husband the prestige he 
once held as head of the family? 
If you hear of such a school, 
please telegraph me at once. I 
want to enroll ray own wife as 
the number one trainee." 


.FRABTKLY, the proposal at 
first glance sounds fine. The or­ 
dinary husband can think at 
once of many ways in which his 
wife might benefit from attend­ 
ance at an obedience school. 
She couM, for example, be 
taught to get up off the sofa and 
say “Hello’* whenever 
he 
re­ 
turned home from work. She 
could be taught to take off his 
shoes and fetch his slippers. 
She could be toughi not to in­ 
terrupt him when he is telling 
his favorite Joke at a party. She 
could be taught not to show up 
at breakfast with her hair in 
wire curlers, looking like a fugi­ 
tive from the electric chair. It 
might even be possible to teach 
her when it was all right to talk 
to her husband, and when she 
ahould bring him his newspaper 
and let him read it In süence. 


THERE IS EVEN a bare like­ 
lihood that she might be coerced 
into letting him handle the 
spending of his own paycheck, 
although this could well fores 
7 out of 10 American familiei 
Into bankruptcy in six months. 
The list of things a well-run 
obedience school could teach a 
dutiful wlfs to help make her 


THE CYNIC'S CORNER 
By Interlandi 


MM. Tk* t a M * 
H it'I M m 
I iM H 


^'There's no doubt about it, icrVe got to have a candi­ 
date of sound body and mind, but W H O , of sound body 
•H i Mind, w m U d fiM for m ek m office . • . r 


husband’s lot more cheerful Is 
well nigh endless. 
However, the idea of obedience 
for wives, while it sounds highly 
logical, is basically Impractical. 
The big flaw in the proposal is 
this: Where would you get the 
teachers? 


YOU COULDBTT USE women 
as teachers. No wife with any 
spirit would let another woman 
teach her how she should be­ 
have toward her own husband. 
No, the teachers would have to 
be men. But consider what kind 
of a man It would take. Women 
know they are smarter than the 
average man, and they would 
merely sit in class and throw 
spitballs at a male instructor of 
only average brains or charm. 


THE TEAC;HER would have to 
be really extraordinary. To duty- 
break a stubborn, wDful wlfs hs 
would have to have the physical 
appeal of Clark Oable, the mag­ 
netism of a hjpnotist, the wis­ 
dom of Socrates, the oratorical 
sklE of Demoethenes, the daring 
of a wild animal trainer. 
Let us suppose such a teacher 
could be found. What then? Well, 
no wife would want to return to 
a dull husband after studying 
under a 
profeaaor 
like 
that. 


THAT SEEMS to rule out the 
possibility of obedience schools 
for wives. 
The question naturally arises 
then: "How about a few obedi­ 
ence schools for husbands — 
wouldn’t they improve matri­ 
mony?" 
The answer to this is there 
simply isn’t any demand for 
them. Every marriage is an obe­ 
dience 
schocE 
for 
husbands. 
That’s the way it is—^and the way 
It’s likely to stay. 


State Explains 
Park Facilities 
Marin County complaints about 
the inadequacy of sanitary facili­ 
ties at Stinson Beach and Tómales 
Bay state parks brought an ex­ 
planation Tuesday. 
In a letter to the Marin Board of 
Supervisors, 
state 
Division 
of 
Beaches and Parks officials ex­ 
plained that: 
1. The county operates Stinson 
Beach under contract and should 
be re^xmsiblt for better main­ 
tenance of iaeilltles there. 
a. Facilities at Shell Beach in 
Tómales Bay park are only tem­ 
porary, but still are preferable to 
none at all. 
Supervisors asked County Clerk 
George Jones to send copies of the 
letter of explanation to County 
Sanitarian Chester Cohen. County 
Public Works Director Marvin 
Brigham and Bill Woodlngton, 
■'tlnaoR Bet til, park custodian. 


AUTO SAFETY BELT THIS COUNTRY REALLY NEEDS JAMES MARLOW 


New Supreme Court Blow Against 
Segregation Has Wide Application 


50 miles with Lebanon, 48 miles with S}TÍa, 
Termination of the British mandate in 
Palestine on May 14, 1948 precipitated 
hostilities between Israel and its Arab neigh­ 
bors, The general armistice agreements of 
1949 left Israel occupying territory almost 
one-third larger than that which was allo­ 
cated to the Jewish state in the U.N. General 
Assembly vote on partition in November 
1947. Israel gained control of a.boiit three 
fourths of Palestine. Egspt retained military 
control over the small Gaza strip on the 
southwest coast; Jordan occupied the larger 
east-centra[ district. 
The -Arab states, while not formally recog­ 
nizing the existence of Israel, have always 
asked for validation of the U.N. partition 
boundaries. The Israelis want the present 
boundaries, including the full cxterft of the 
“demilitarized" zones, used as a basis for 
negotiations. 
Israel has been .offering to engage in 
direct negotiations w'ith the Arab states, 
preferably on an overall basis but separately 
if need be. Prcmifr-designate David Bcn- 
Giirion’s repetition of that offer on Nov, 2 
was rejected by Egs'pt, 
The so-called "El Auja area," scene of the 
recent fighting, is a 56-square-mile triangle 
which, under the 1949 armistice, is a de­ 
militarized zone. Israel, which has main­ 
tained “police" chcckposts there, claims the 
W'hole area. 
The recent fighting seems to have been 
brought on by the Czcchoslovakian-Egxptian 
arms deal of Aiigust. \rith arms from the 
Soviet bloc available to the Arabs, the aher- 
native for the 'West appears to be putting 
teeth into the 1950 agreement or reaching 
some accord with Russia on guaranteeing 
peace in the Middle East. 


W H A T OUR READERS SAY 


Judges Overlook 
Foreign Costume 
EDITOR, 
Independent-Journal: 
Halloween is over but I itUl 
want to say something about the 
Halloween parade for all the 
children sponaored by the San 
Rafael 
Recreation 
and 
Park 
commission and Kiwanis Club; 
and I will appreciate it if the In­ 
dependent will publish my re­ 
marks. 
I came from Italy to your won­ 
derful country and I am en­ 
thusiastic for 
your 
organisa­ 
tions that make life happy and 
easy for aU. 
Only I wish to find a better' 
taste and love for art and cul­ 
ture, as we have in Italy. 
This lack of good taste I 
noticed while the Halloween pa­ 
rade was on. I took my child to 
tlie 'parade dr'cssed up In a very' 


Tlte Independent-Joiimal wel­ 
comes lettera bni reeerves the 
right lo eondenae or edit out 
■alacloiM material. 


artistic 
costume, 
representing 
exactly the style of a Florentine 
herald of the Middle Ages. At 
first I thought the costume was 
out of place with its elaborate 
golden decoration on the vivid 
blue, white and red colors; too 
much for Hallow'een that, mostly 
carries funny outfits, only to let 
the children enjoy and not to 
satisfy the taste of grownup# for 
what is really pretty. 
But when I read the program 
my child brought home 
from 
school I decided to let him wear 
his costume, Just to enjoy my­ 
self looking at him and to let 
the California eyes look at some­ 
thing different and, let me say, 
worthy of admiration. 
And then came along my sur­ 
prise, my dtsfippointment. The 
C'Ommlttee' promised prizes for 


S A C R A M E N T O R E P O R T 


State's Water 
Problems No 
Nearer Solution 
SACRAMENTO (U.R) — The 
state of California appear* no 
nearer a solution to its critical 
water problem than It was last 
year, two years ago or even four 
years ago. 
That’s about the only conclu­ 
sion one can draw after listening 
to a two-day hearing held by an 
Assembly interim committee in­ 
vestigating water problems. 
The same sectional differences 
between North and South still 
exist. The same arguments over 
the feasibility of the Feather 
River Project still are being 
made. The fight over who should 
get the San Luis reservoir — the 
state or federal government or 
both—is as hot as ever. 
The Asaemblf group, headed by 
William W. H:ansen <R-Fresno), 
was pretty well balanced between 
Northern and Southern Califor­ 
nia legislaton. 


FROM THE SHARP exchanges 
between committee members, it 
was plain to see that neither 
side, as yet, is willing to agree 
on a solution that will bring 
water to such deficient areas as 
the Santa Clara Valley, east 
and west and southern sections 
of the San Joaquin, SanU Bar­ 
bara and Ventura counties and 
the heavily populated Southern 
California plain. 
Southern 
California 
plainly 
feels that until the question of 
water rights is settled, no major 
water project can be started. 
"Until we find the answer to' 
that question, there won’t be any 
Feather River Project or any 
other major water development," 
said Assemblyman 
Patrick 
D. 
McGee (R-Los Angeles), chair­ 
man of the Los Angeles County 
Assembly delegation. 


McGEE AND OTHER spokes­ 
men for the South predicted that 
no bond issue, necessary to fi­ 
nance the $1,500.000,000 Feath­ 
er River project, will be ap­ 
proved by the voters until South­ 
ern California gets a guarantee 
it will have firm rights to any 
water it might import from the 
northern mountain counties. 
The South’s position la backed 
up by the fact that almost hall 
the state s population Uee In Los 
Aafwlai CMunIp, a •ontroUlng In­ 


fluence in any statewide tleo- 
tion. 
Northern 
counties, 
on 
the 
other hand, art not eager to give 
up rights to' water they think 
they might need In 'the future 
when industry turns to less pop­ 
ulated regions of the state and 
the population begins to shift 
northward. 
Speaking for the north In a 
discussion of a constitutional 
amendment propoaed by the 
South to settle the question of 
water rights, Assemblyman Fran­ 
cis Lindsay (R-Loomis) had this 
to say: 
"Yes, you (the south) will turn 
down the bond issue for the 
Feather River Project—and we 
(the north) wUl defeat the con­ 
stitutional a'mendment." 


AS FOR ’THE Feather River 
Project itself, 
there 
obviously 
still Is a difference of opinion on 
the part of engineers as to the 
íeasibüity of some portions of 
the project 
All seem to agree that a dam 
on the Feather near Orovllle 
Is a aoimd and practical way to 
develop needed 
water. And 
there appeared to be general 
agreement that a reserroir in 
western Merced County near 
San Lula Is a necessary unit to 
supply Feather water to the 
west side of the San Joaquin 
Valley. 
But the state engmeer’s plans 
to get FRP water to Southern 
California have failed to win the 
approval of such outstanding 
engineers as Clayton C. Elder of 
the Metropolitan Water District. 
Eider said 'the state plan to lift 
water 3,400 feet and pump it 
over the Tehachapi mountains 
was "a lot on nonsense." 
Elder said it would be better 
to route the water via the coast 
or to bore 
a 22-inile 
tunnel 
through the mountains, at the 
1,870-foot level to get water to 
Southern California. 
Either alternate route, he in­ 
sisted, would reduce the pump­ 
ing costs and thereby make FRP 
water more saleable and the proj­ 
ect mo'ro feasible. 
Some light on the soundness 
of the state’s FRP plan may be 
shed by the Bechtel Corporation 
when it finishes an independent 
evaluation of the project early 
next year. 
Elder predicts th,at the Bcch'- 
tel report will favor a coastal 
route or a long tunnel through 
the Tehaehapls Instead of a hlgh- 
leval UsM ovar the mounlatna. 


the best 
coBtumea, 
not 
only 
ghost, animal, witch, but also for 
the most original, the prettiest, 
the foreign country costume. 
As my boy’s costume was made 
Just for stylish opera perfCHTn- 
ance I thmight sure it was the 
most original, or at least, a very 
fancy and elegant foreign cos­ 
tume. 
The Judges went around my 
boy. Maybe they saw my boy, 
maybe the glittering of the gold­ 
en 
embroidery 
blinded 
their 
eyes. Anyhow, no prize for that 
costume. 
I don't want to express any 
opinions of mine about the cos­ 
tumes that were picked for 
prizes, but reaOy I wish some­ 
body with good taste would have 
been there to Judge. 
I wanted to write to the Jour­ 
nal not Just to complain, but 
mainly in the hope of improve­ 
ment In the future for the good 
name of San Rafael, that means 
to many foreigners California 
and the United States, the coun­ 
try that all the world considers 
the most advanced in all fields. 
I personally don’t want to lose 
that belief that made me leave 
my native country Just to give 
the best of everything to my 
child, including good culture and 
artistic sense that can develop 
only 
when 
the 
surroundings 
don't lack them. 
* 
MRS. MARIA HILL 
San Rafael 


(ED. NOTE: We share Mra. 
Hill's 
disappointment 
in 
the 
Judge’s apparent failure to rec­ 
ognize an authentio likeness of 
the costume worn by Florentine 
heraltjs in the Middle Ages. We 
have a suspicion that the cos­ 
tume of our beloved and revered 
American pilgrims of the 17th 
century similarly would escape 
recognition under similar cir­ 
cumstances In Italy. We hope 
Mrs. HUl will forgive our lapse, 
as we would want to forgive a 
similar lapse by Italians.) 


Supervisors Should 
Solve Our Problems 
EDITOR, 
Independent-Journal: 
I have been following your 
editorials on our county govern­ 
ment, and agree with you most 
of the time. 
It seems ridiculous to me that 
the board of supervisors meet­ 
ings have deteriorated Into a 
squabble between BUI Pusselman 
and Vera Schultz, particularly 
when there are so many P'tob- 
lems that should be solved. 
Every time an issue comes up 
that needs a decision the board 
stick their heads into the sand, 
like an ostrich, and employ some 
outside "experts" to make a sur­ 
vey at the cost of several thous­ 
ands of dollars, and then the 
so-called survey is more or less 
ignored; more expense to the 
taxpayers and still no decisions. 
If the board is not capable of 
making their own decisions, I 
think it would be a good idea to 
trjf and eledt a board that ahould 
have executive ability enough at 
least to get something construc­ 
tive accomplished. 
I am coming to the opinion 
that a county manager would be 
an Improvement, of course, the 
answer to that Is the character 
and ability of such an official, 
but no man of the right type and 
experience would take the job 
unless he was given a free hand 
and knew he would be clear of 
all the petty political Interfer­ 
ence. . . 


o l u t o r d j . il a c k 
Xmtileld 


WASHINOTON (/P)—One more 
battle In America’s most sensa- 
tlo'nai social revolutiO''n — the ef- 
fOTt to wipe out racial segrega­ 
tion—has been fought and won. 
The Supreme Court Monday 
ordered an end to segregation in 
public parks and public play­ 
grounds 'in Mary'land and 'O'B 
public golf courses In Georgia.. 
While this action was less 
spectacular than the court’s rul­ 
ing in May 1954—when It said 
segregation in 
public 
schools 
'must end—it was far-reaching 
nevertheless. 


THE C'OURT now apparently 
has said—although it didn’t use 
this exact language—that segre­ 
gation in the United States must 
end in any place or facility that 
is paid for by the public, that is, 
paid for with tax money. 
The court ruling did not say 
Negroes cannot be excluded from 
a recreational area or any oiiier 
facility — like a beach, or play­ 
ground, or golf course — that is 
privately oamed and operated by 
an individual or limited group 
of individuals. 
It seems certain that In the 
end Monday’s decision In the 
Maryland and Georgia cases will 
have to apply to all states and 
citi'es. 


THE CLASSIC example of this 
kind of thing was in the high 
court’s ban on segregation in 
public schools. 
In that case the court ruled 
directly against only a handful 
of states but It soon became clear 
the decision applied to all states, 
although not aU states have yet 
complied. 
The court has consistently 
been following this principle In 
cases involving facilities that are 
supported by public tax money: 
That "separate but equal" ar- 
.rang'e'ments for Negroes are no 
longer enough and are unconsti­ 
tutional. 
The fight against other forms 
of segregation is going forward. 
Some years ago the Supreme 


Court banned segregation on ln« 
terstato buses — those crossinf 
S'tatoi lines. 


NOW NEGROES are flghting 
against segregation on buaea 
which operate entirely within a 
city or s'tate. A test case waa 
mede against segregation on 
buses operated by a utüity com­ 
pany In Columbia, S.C. 
The U.S. Court of Appeals In 
Richmond, Va., with Jurisdiction 
over South Carolina, ordered 
segregation: banned on the Co­ 
lumbia buses. In doing so the 
appellate court was foUowing the 
lead of the Supreme Court In the 
school case. 
It .said that even th,ough ac- 
comm'Odations for Ne.groes on the 
buses—w'here they had to' ride 
separate from the whites—were 
equal to those of the whites, they 
were not enough. 
That case is now being ap­ 
pealed to the Supreme Court 
wrhich, if it upholds the Appel­ 
late' Court in the Columbia 'Casie, 
W'ill in effect be 'W':i'P'in.g out .seg­ 
regation on buses in all states 
and Cities. 


MEANWHILE 
the 
National 
Assn. for the Advancement of 
Colored 
People — which has 
been the spearhead of the fight 
against segregation In all its 
forms—is attacking cm still an­ 
other front. 
It has asked 
the Interstate 
Commerce Commission to forbid 
segregation of interstate trav­ 
elers not only aboard trains but 
also In station waiting rooms and 
depot restaurants. 
The NAACP was asked yester­ 
day if now it intends to fight 
against segregation in 'pr;ivate'ly 
owned movie theaters and res­ 
taurants. A spokesman for the 
NAACP was rather vague on 
this. He Indicated that may be 
done later but emphasized that 
right now the NAACP Is concen­ 
trating ma.inly .on. getting an. 'end. 
to public school segregation in 
those sta'tes 'which are fig'hti'ng' 
or stalling on the Supreme Court 
decision. 


GOP OUTLOOK FOR '56 
Prosperity, Bafanced 
Budget, Tax Cuts Loom 


By LYLE 'C. WILS'O'N 


WASHINGTON (U.B — The 
co'ld s'tatistics of booming cm.- 
ployment and the flow of Income 
to Individuals and corporations 
add up to the biggest political 
asset right now in the Republi­ 
can locker. 
President EIscnh'0''Wer' W'BS the 
party’s most valuable possession 
until he was stricken Sept. 24. 
His political 
value must be 
marked down somewhat untU 
amd unless it is determined that 
he can lead another presidential 
campaign. 


IF HE DECIDES not to run 
ag.ain., the Republican campa.lgn 
will be waged on the issues of 
peace and prosperity plank as of 
today, just 12 critical months be­ 
fore 
next 
year’s 
presidential 
election. The boom is on. The re­ 
peats of persona! and corpora­ 
tion income and treasury rev­ 
enue sound it loud and long. 
Way back In the early Roose­ 
velt years there was a familiar 
saying round election time: "You 
can't shoot Santa Claus." 
The late Alfred Emmanuel 
Smith wisecracked that one In 
recognition of 'the fact .FDR was 
pouring federal funds into chan­ 
nels which led shortly to the 
pockets^of grateful citizens. Re­ 
publican strategists are con­ 
vinced that what relief and other 
federal spending did for Mr. 
Roosevelt, a basic national pr'Os.- 
perity will do for the Republi­ 
cans and 
their 
candidate In 
November, 1956. 


-the republicans 
have to fear Is the possibility 
that the boom will ease off be­ 
tween now and election day. That 
could be deadly. 
Even though some farm prices 
are do'wn and others—pork for 
example—are seriously depressed, 
the national economy is setting 
new records. Personal Income In 
September 
was 
reported 
the 
highest in the nation’s history— 


at a rate of $307,500,000,000 an­ 
nually If sustain.ed .tor a year. 
Only last January, Mr. Elsen­ 
hower estimated that personal 
income in the fiscal year ending 
next June 30 would be $298,500.- 
000,000. The figure steadily has 
been revised upward. Person.al 
income broke through the 300 
billion dollar level last May and 
hasn’t dropped below that fig­ 
ure. 


CORPORATION annual In­ 
come was estimated first at $38,- 
500,000,000, then at $40,600.000,- 
000. But third quarter camlngf 
were at an annual rate of 43 bil­ 
lion dollars. 


W th 
these 
money 
figurei 
come government reports that 
October emplojunent was 65,161,- 
000—up ne.arly h.a.lf a million, 
over September and more than 
three miUicn above October, 1954. 


All of this represents a lot 
of money, a lot of buying and 
a lot of Jobs—a boom-tlme 
economy. 


The political significanoe Is 
that the treasury 
win 
get 
more revenue this year than It 
had counted on. A tax cut next 
year, a presidential campaign 
year, seems almost 
assured. 
And there seems a fair pres- 
pert that the budget shortly 
will be balanced — a feat Mr, 
Eise''nho'W'er 'promi'sed 'when h9 
ran in 1952. 


Prosperity, a tax cut and a 
balanced, budget W'Ould add up to' 
powerful campaign Issues for the 
Republicans In 1956. 


Efficiency Plus 
SPRINGFIELD, Ore. OP) — K 
Robert Turner, new city manager, 
found out quickly about fae effi­ 
ciency of the police departmenl 
His first day on the Job he got a 
warning from Policeman Fred 
Jenkins tor running through a stop 
sign. 


T R Y A N D S T O P M E 
BENNET CERF 


Governor "Soapy" Williams of 
Michigan te'Us of an evening in. 
Lansing when a gent very much 
under the Influence eluded the 


guards and begged, "Hey, Owr, 
what tim.e ya got?" 
"It’s exacUy 9:30 pm.," the 
“Guv" told him. 
“I must be going nuts," wailed 
the imbiber. "All day long I 
keep getting different answers I" 


A city man bought a country 
estate and also an ornate weath­ 
er vane to put on top of the 
bam. It was mticli too elaborate 
for tlia flimsy stmeture, however, 
and the man's wife brought It 
back for exchange. 
"Lm afraid," she explained to 
the man who had fa.sh toned it, 
"you'll have to give us something 
In a lighter' vane.” 


Have you heard about the man 
teem 'Outer' speM w:ho ehasftd 
lauoers in mld-etreeaif 


Hub Seeks Man 
For Part-Time 
Combined Job 


Over CouDcilman Carmel Booth’s 
dlsseniinK vote, San Anselmo coup • 
cilmen Tuesday night decided to 
advertise for a part-time civil en­ 
gineer to handle the street de­ 
partment and the city’s building, 
plumbing and electr:ical ins^pec- 
tions. 
"First thing should be the hir­ 
ing of a planning technician.” 
spoke up Mrs. Booth, Referring to 
Councilman 
Max 
Martin’s 
ex­ 
ploratory request for a combina­ 
tion man, she quipped, “You’re 
putting out a call for a jack of 
all trades and master of none.” 
Mayor Arthur W. Smith assured 
that 
Martin’s 
suggestion 
was 
“purely exploratory” but it would 
give the city an ‘ idea of who’s 
available and what salary he’d 
demand. **I doubt if youT. find a 
man” said Smith. 
To Mrs. Booth’s citing the city’s 
need for some immediate tech­ 
nical 
planning 
advice, 
Martin 
said, *‘It looks to me like you 
need two men.” 
’Then Mrs. T. J. Donnelly of the 
planning commission was asked 
to explore the possibilities of find­ 
ing a planning technician for the 
city. 
The 
lengthy 
discussion 
with 
minor flare-ups stemmed from a 
request of Ray Stanton, Marin 
County Master Plumbers Assn., 
Inc., manager, urging the city to 
consider 
revising 
its 
plumbing 
code. Then Mrs. Booth recommend­ 
ed a change should be made In the 
city’s plumbing 
inspector, 
who 
wasn’t available when needed. 
After thrashing out the prob­ 
lem and side Issues, councilmen 
agreed to advertise for the part- 
time engineer-inspector-street man 
look for a planning technician and 
consider revising the plumbing, 
electrical and building codes after 
Jan. 1. 


IT'S VETERANS DAY 


Hub Budqet 
Report Given 
Out To Public 


San Anselmo Councilmen adopt­ 
ed the city’s |3D6,ÍMI2 budget Tues­ 
day night and handed out detail­ 
ed financial reports to the audi­ 
ence. 
Now the public can tell at a 
glance “where the city stands 
financially, how much money is 
In the bank, how much it costs 
to run each department and com­ 
pare this year’s expenditure with 
last year’s.” explained Coimcil- 
man Max Martin. 
In presenting the comprehensive 
six-paged budget and comptroll-ir’s 
statement of receipts and expend- 
Itures, Martin said, *T though^ it 
a good idea if everyone knew 
where we stood financially.” 
He pointed out the main bud­ 
get 
increase 
in 
expenditures— 
about $54,000—stemmed from a 
recently granted pay raise for all 
city employees. 
Councilman Carmel Booth com­ 
plimented Martin and Comptroller 
Mrs. Ann Grant for their work in 
preparing the reports, especially 
since “there’s been much ado about 
finances.” 
Included is the budget for each 
department— police, fire admin­ 
istration, streets and park and 
recreation—and a detailed account 
of the city’s receipts and expend­ 
itures from July 1 through Octo­ 
ber 21. 
Copies of the reports, which 
Mayor Arthur W. Smith said he 
understood would be a monthly 
occurance, are available to the 
public at the city hall. 


Turkey Whist 
Party Slated 


Novato’s annual turkey whist 
party to raise funds for a North 
Marin children’s Christmas party 
will begin at 8:30 p. m. Saturday 
in the IDESI (Portuguese Hall) in 
Novato. 
Tony Nunes, president of the 
IDESI, announced the whist com­ 
mittee is stocking up on a record 
number of turkeys and prlaes for 
the large crowd expected to at­ 
tend. 
Co-chairman 
with 
Nunes 
Is 
John Cardozo who will be assist­ 
ed by Jose C. Valim. Joseph M. 
Brum, 
Germano 
Medeiros 
and 
David Maciel, the society’s secre­ 
tary. 
Marin Assessor George W, Hall 
will direct the games. 


NEW REST HONE 
NOW OPEN 
The charming and attractive 
old Walsh residence is now open 
as a rest home for fifteen am­ 
bulatory patients. It has been 
modemlaed by Installing all fire 
protective requirements, includ­ 
ing a complete a u t o m a t i c 
sprinkler system. The beds, mat­ 
tresses and linen are new; the 
food excellent; the help effici­ 
ent and experienced. Level sur­ 
roundings, 
large 
sun 
porch. 
Close in. Hobbies will be en­ 
couraged. 
The Marin Manor 
It Pacheco^ San Rafael 
GLenwood 4-5811 
Doreen Nelson, operator 


Schools, Public Offices 
To Close Tomorrow 


Stores in the county will stay 
open on Veterans Day tomorrow, 
but schools, public offices and miost 
banks except two In Novato wiU 
be closed. 
All Post Offices in Marin county 
will be closed. 
Police and fire departments, al­ 
ways. on duty, look forward to a 
quiet observance because no pub­ 
lic ceremonies or parades are 
scheduled. For the first time in 
many years, there will be no cere­ 
mony in Mill Valley. 
Mill Valley’s American Legion 
post conducted an Armistice Day 
observance 
each 
year 
through 
1953, and last year joined with 
other veterans’ organizations and 
patriotic groups to conduct 
a 
County-w-de ceremony 
in 
Mill 
Valley. 
Mill Valley Legion officials said 
they had been assured by the 
other groups that this year’s ob­ 
servance would be held in San 
Rafael, and that only last week 
they wtre notified that such a 
ceremony was not being planned. 
With local efforts at that time 
directed toward staging the Le­ 
gion area convention, held last 
weekend in Mill Valley, post of­ 
ficials felt there was not sufficient 
time to make adequate plans for 
a Veteran’s Day program. 


In San Rafael, stores will stay 
open as usual, tomorrow, but banks, 
the city hall and the county court­ 
house will be closed. 
Novato Chamber of Commerce 
reports that Novato’s two banks 
and most stores will be open. Nov­ 
ato schoo'ls and North Marin, Wa­ 
ter D,istrict office 'will be closed,. 
So will barber shops. All offices 
except 
essential 
operations 
at 
Hamilton Air Force Base will be 
dosed. 
Public offices and schools in 
Ross Valley and Southern Marin 
will take a holiday. 
Gov. Goodwin J. Knight has pro- 
clai,med tom,or,row “Veterans Day” 
in California, urging “fellow Cal­ 
ifornians to recall with gratitude 
the sacrifices of all those who 
fought and worked with valor on 
the seas,, 'in the air and In distant 
lands to preserve our precious her­ 
itage.” 
“In tribute to those who served 
—whether they lost their lives, re- 
tum^ed to more peaceful civilia'n 
pursuits or remained in our coun­ 
try’s defense forces—Congress last 
year enacted legislation providing 
that the anniversary of the Arm­ 
istice be set aside a,s, a day upon 
which to extend appreciative re­ 
cognition to the veterans who 
served with honor In all the wars 


Cubs Of Pack 68 
Await Swim 
Cubs from newly organized Pack 
68 in Corte Madera took a trip to 
San Francisco’s Presidio Saturday 
and will have a “Dad-Son” swim 
night Nov. 18. 
During Che group’s second meet­ 
ing last week, the following bob­ 
cats were welcomed into the pack: 
Bill Ayers, Jay K. Davis, Bobby 
Nelson, David S,wa,'nso,n„ Gary Car­ 
roll, 
Keith 
Taylor 
and 
Harry 
Thomas, a transfer from San Ra­ 
fael. 
Cubbers receiving awards were 
Jeff Garrison, lion, and John 
Vance; bear. 
Cubmaster Allen Chambers pre­ 
sented the following with awards 
during the September meeting: 
Bobcat, Dennis Bigus, 
Bobby 
Evola, Robert Green, Willia'm Nel­ 
son, Rick Merwin, Stephen Mon­ 
roe and Andrew Morse; lion, Ken­ 
neth Valk; arrows, Jeff Garrison, 
Rich Simon, Tommy White, Larry 
C.habers and T. L. Gabrielson. 
James Halm* and John Vance 
transferred into the new pack, 
sponsored by Holy Innocents’ Epis­ 
copal Church. 
Pack committeemen include Mor­ 
ton 
Simon, 
chairman; 
Charles 
Valk, finance; John Vance, secre­ 
tary, and George White, activities. 
which, over the years, have cx- 
ac'ted the price for the continuance 
of 
our 
American 
institutions,” 
Knight said. 
He asked that all California 
“take that occasion to redcdlcate 
themselves to the task of seeking 
an enduring peace In order that 
these services will not have been 
rendered.In vain.” 


Couple Asks $250,000 


For Fall Down Stairs 
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The average American uses 143 
match books a year. 
Kentucky has 8,588 mllaa of 
ralLr'oad. 


A MIU Valley co'uple 'Is. suin,g the 
owners of their apartment for 
$250,000, charging that the wife, 
carrying her Infant son, fell down 
defective stairs last Sept. 14. 


;Donald Drinka and his^ 'Wife, 
Kay, of 67 Molino avenue, charge 
Claude G. Lowenthal and his wife, 
Daisy, of San Francisco, for care- 


S. F. Newspaper 


Late On Story 


'“NEW 
MARIN 
SHOPPING 
DISTRICT,” said the headline in 
a mighty San Francisco newspaper 
yesterday morning. 


“Plans for a proposed 63-acre 
shopping center a'nd busiiness dis­ 
trict to be built in North Marin, 
one mile south of Novato, were 
announced yesterday,” the article 
began. 
Independent - Journal 
readers 
could chuckle. The I-J carried the 
full details on the same shopping 
center plan last Aug. 16—nearly 
three months ago. 


Portraits, application & pass­ 
port pictures. Photos copied. 
GASBEEG STUDIO 
1311 Fonrtb St. 
San Rafael 
Est. 
1910 


lessness :and negligence in not 
maintaining the step# in sale con­ 
dition. The Drinkas are represent­ 
ed by Attorney Robert Smalknan. 
Drinka, an airman at Hamilton 
Air Force Base,, and his wife 
charge that Mrs. Drinka was car­ 
rying her 6-week-old son down 
the stairway leading from a porch 
at the rear of their apartment to 
the ground floor when she tripped 
and fell. 
The plaintiffs assert that Steven 
Drinka suffered oontuaicms and 
concussion of the head and body, 
.frwt'ur'ed skull and brain and 
nerve Injuries. 'They ask $200,000 
damages. 
Mrs. Drinka seeks $20,000 dam­ 
ages, asserting that she suffered 
ln,Jur:les to her legs and back xnd 
severe mental and nervous shock. 
Her husband says he was de­ 
prived of the services, assistance 
and society and companionship of 
his wife and son. He asks |30,000i. 
’The suit was filed yesterday In 
Marin Superior Court. 


for yourll® /Á\ 


► Get cash in single trip by phoning 
ftnt. Then, upon ap» 
proval, come in to pick up cash you want. At 
your loan it 
custom-tailored to your own needs and income. You also pick your 
own paym ent date. 
IPkkYoiriChinPipiiils 
al'liMnji 15 Mo. Plaa 24 M e . ¥Um 
»I00 
*300 
$600 


1 8.10 
23.85 
47.11 


$ 5.61 
16.36 
32.14 
•'wyl'hinB I 
L»oiii «1 oih«r amoufiH, «r 
«fhcf 
periods or* comporoblo. 
{Calif.} 


• I ll 
10,AN 
CONSOIIDATION 
SERVICE 
Use our Bill Consolidation Loan Serr* 
ice to reduce monthly pajrments of 
consolídate bills. Rememb«r, phone 
h'rst to arrange for yo'ur loan, in, on« 
visit . . • write or coma in today! 


UcMii $25 te $3000 


eOC FINANCE CO. 
( H jtum id HHASCI to ) 
svsrtM 


a f ScM la fe * l 
1015 B STREET, Ground Floor, SAN RAFAEL 
P1ioii«: GUnwtMMi 4-9430 • Ask for tlie YES MANager 
OPEN EVENINGS lY APPOINTMENT — PHONE POi EVENING HOUM 
Itant ««It Is m idtsli sf sti smnmHa§ fsew 


THE EXCLUSIVE 


itsiu^ land 


CHILDREN'S SHOE 


•.ííÍ!; 


America’s Best Known Values! 


ir 
White or 
white/brown. 
Sturdy Solea 
8% to 3. ^ 9 9 


Favorite in sturdy 
leather, rich brovm. 
8Vi to 3 
^ 9 9 


TO 


Brown, red or block 
leather, flextWe soie. 
12V4 lo 3 
^ 9 9 


• Bf'Ock. potent, 'while' 'efk:., 
12% to 3 
3” 


Wont the best possible chil­ 


dren's shoes . . . at the lowest 


possible price? Choose a 
Blee - bird! Guaranteed for 


quality and fit. . . Bkie-birds 


ore light but sturdy and 


take core of youngsters' 


feet. They're exceptional 


values, 
Bive-bird Shoes can be 


bought at oU GallenKomp 


Shoe Stores. 
See our Bhe-bird Shoes 


for children in Disney­ 


land. 


E'Very Pair 


Guaranteed 


No School 
Friday 


OPEN FRIDAY 


'TILL 9:00 P.M. 


BSgfNTS 


RnoMMi 
FAr—A AuaNiur. 
m t e 3 
j% 99 


... 


Fourth & B Streets 


Son Rafael 


GL 3-9763 


LET Casa MARIN g ive y o u r hom e 


A HOLIDAY LIFT WITH NEW DRAPERIES 


CasaA\ARIN 
WILL MAKE AND INSTALL YOUR 


DRAPERIES BEFORE THE HOLIDAYS 


Exclusive Choice of 


Fine Quality Fabrics 


PRICED FROM . . . . 
o yard fa *19 
95 a yard 


• CASEMENTS 
• FIBRE GLASS 
• HAND BLOCICS C 


• CHINTZ — and Many Other Mafenals 


If you ara a discriminating person and want perfection, you will appreciate the 


quality workmansltip on draperies produced by Casa Marin. In our custom shop 


tho following features are incorporated: 4 inches of fabric doubled is used In all 


our headings and hems. All seams ere blind sttiched so that no threads are 


punched through the fabric. All selvage edges are cut from materiols and aH 


drapes are hung so that all sags are eliminated before the bottom hem Is stitched 


into tho proper even position. Pinch pleats are spaced 4 inches apart or closer 


depending on the fabric. 


Ail draperies are custon* tailored to your windows. 


# Phono GL 4-0502 for Inferior Docorator Service 


No Obligation of Course. 


'M i 


o San Rafael 


• GL 4.05O2 


• Plenty of Free Parking 


Marin^B Fineei Qnaliiy Home FmniBhlngB 


^ 
a 
o 
u 
^ 


WK¿»Tí5^rt SüOS " O W 
Qi^ic 
PI^IHT W^P€ ANO g>OT 
Kv^m» 
>• 
— 


HAM LET. 130 INTO 
m .Q U m B T ^ O FFIC E 
ANl> m m M E B A C K 
ANVTHINka HE H A S 
IN W S O Ü T -B O )C 


ÍILFClHC- 


6 ie ^ 
Here is a litüe box that will 
help you keep your desk neat, and 
you may even want to make sev­ 
eral for the drawers, too. You will 
need a sardine can, for it is flat 
and the right height. Wash it 
carefully and dry it after remov­ 
ing the lid with the type of can 
opener that leaves no rough edges. 
Mother will have several ideas on 
how to use the sardines. Give the 
can one or two coats of quick dry­ 
ing enamel, painting both the in­ 
side and outside, for both will 
show. After the enamel is dry you 
can decorate your desk box. Glue 
rlc-rac around the outside, hav­ 
ing It in a bright contrasting color, 
use scrap fringe, or even small- 
sized rope. Ribbon can be used, 
too. Just put It on with cement. 
How about these for gifts? They 
will hold pins, clips, rubber bands. 
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I SAV THAT WE DOWT 
W A N T A PILOT W HO 
H A S RECENTLV 
C R A SH E D A N D 
k il l e d a 
P ER SO N ! 


I DON'T THINK. ^ 
JACK IS To BLAME. 
HE'S To p s A S A 
PILOT WITH 
a^ 
n y y e a r s 
EltPERIENCE! 


©ENTLEM EN — W E 'R E ). 
NCT C € T T IM © A N V - , 
w h e re AReUlN<&-LET*S 
Vo t e T o SE E WHETHER. 
WE HIRE S M IL IN ' 
JA C K O R n o t ! 


I/I 


"N o fairl Daddy got the jet planel** 


tlwAWARE 
OPEVEKTS 
IN 
AKOTHER 
PART OP 
THERCTiAL 
CASTLE, 
PR1NCBS5 
POMONA 
ANDKWC 
CORNY 
ARE 
HAVINíí 
AFAMICf 
HASSLE... 


n-io 


YOU SMOULDW'T 
NAVE ORDERED 
OAIW TD_MARRY^— 


ISN’T JU5T LIKE 
A WOMAN/ , 
V 


IT M MOW HE 
YOUR I 
WAS VgO AWAY ny|AJE5TY/- 


idea'/WEVER SEE, 
HIM ACAiUl 


ár Mrmiltmtmm 


A MILLION DOLLARSvEH? Y 
vEAK! HE HAP HOPES 
WaL,TnATCERTAINiy ENPEP) OF OETTUIG EITHER 
PHIL'S PSEAM OF BECOMWO -CMHTIUREORGUafHEMIER 
LOUIES MRmER-AMXWICXfjIDiNArCN THEOFFER-BOT 
TH Em BOTH ÚOTOF town! 


HE MOST BE iWELl.HENASPRETENPING 
TERRIBLY ST O BEAGOOPSPORT 
> 
PISAPPOWTEPijABOIjriT-BOTIKNO** ^ 
HOWSHE < HOWHESFÜLM'MSIPE! 
TARING IT ? 
V-. _____ 
>. 


ff-tO 
/ 
, W-'m - 


p ip n t J - t 
THINK HIS 009 VYA^ 1------- 
/ R e a p 
5 HOULP 
^ 
HIS NOTE 


UJ 


^'L.-An P t h is 
a 
SIMPLE Ae r ia l su rv ey 
TO MAT TERRAIN ANP 
TOROORAPHY FOR A 
GBOLOSfCAL 
9TUPV.^ 


'"iSo PLEASE PDNT LIE AWAKE 
NIOHTS WORRVINS. IF I HAP 
COti&rSfZEP THE U O S 
HAzARI:üUS. I WOULPNT HAVE 


NOW V M v u f e in s u r a n c e 
REAP RXIO//PAIP IN FULL/ 
THE L IS IN THE LKFT- 
POST- >HANP PKAWER OF 
SCRIPT/ 


GRAMPAIW^ OVER ONTM'HiGHWAY 
HAVIN' A TUR'BLE TIME TRVMY* T' RIDE 
THET TWO-WHEEL TH1N6 HE BOUGHT. 


PAM TOLE HIM TH^ M W /rr C /V £' 
IS FER B i-S fC K L E S / 


^ 
T - O O ^ 


,\U . 


y -r i 


URANIUM/ 
T H I S IS T H E S P c r r . ' 
L O O K A T T H A T 
N e e O L E G Q J E F F / 


S T A R T 
0 I6 6 IH 6 
T H A T 
H ARDPAN.' 


TIMMY 


M-iO 


ttf e. s. PA oc.t 
Coff, iMi br 
n* Ouof» Trfbai*. 


OM, l HAD MY 
W EDHVSDAY 
DATH WITH 
ELVYOOO-AS 
USUAL. 


W ELL, ME CAME- OVE» 
ABO UT -SEVeM, 
s l a m m e d THE DOO»^ 
^ I D , " m * AND 
FLOPPED IM 
FATH ER'S 
, 
, .-I 
C H A IR ... 


R^AO THE COMICS, W ENT TO 
TH*f REPri5iGERA-TOR,"nOOVC ' 
^ M E MILK AN D CÓOK1EC, 
LOOKED A T X V, F E L L 
' , 
a s l e e p , g r u w t e d 
A T TTEW AMD W ENT 


MOIHER SAYS HE 
SHOULD M AKE A 
PE'CPECT h u s b a n d : 


LETS GETA NEW 
CAR, DADCY 
I CANT 
AFFORD 
IT JILL I 


'No, Hanky—tiio toothbrusli la for tko YELLOW—and tha 
HAIRBRUSH k lor red.* 


MDU v o j l d n t h ave id 
FAY FOR IT A:LL AT ONCE 


11-10 
m 


IT WOULD b e e a s y ENOUGH 
TO BUY A CAR: ON TIME..... 
THE TROUBLE WOULD COME 
WH:EN I TRUED ID fW ON 'TIME/ 


- 4 


THs yefz WG, 
in ' 
SILLY THINS KNOOCEP H li^ af 
a n c a p irvin' to o v er- 
POHBf: A CAGT IRON PEER/ 


J /A ST WEEk SWAMPSOGO PAID THROUGH 
t h e NOSE -TO G ET THOSE EARRINGS THAT 
DID SO MUCH FOR ANGINA- 


iH is w e e k s h e g o t h e r s e l f a n e w 
HAIRDO 
AMO JUST HOW MUCH ARE 
THE EARRINGS DOING FOR HER NOW a 


THE R^SSGNGCK FKOIATMC SUIP 
PTKECrLY APPKDACHEP THE WHfTC 
HUNTER. ^OUAKC JACK KELLY?' 
; ASKER KELLY NOPPEP 


V- YOUR 
HAIR r 
>WMAT 
happehep? 


CH-* ANTOINE DECIDED THAT I 
SHOULD w e a r MV HAiR 
OOWK! Ht SAVs my pace 
LOOKS BETTER FRAMED 
BY MY HAIR •« AND I 
J 2 
agree WITH Him ' ^ 


y 


•then h b k e s a c o n sig n a a c n t 
SENT BY MXIK CLICNT— MX» 
KNOW WHAT ITS POK— ' 


OOiS A FAIRY 
KIAUY ERlNOAGirr 
FOR EACH TOOTH YDU 
PUTUHOIR - 
YOUR PILLOW? 


\S3l 


TWQT MG CAN­ 
NOT AOCOMPANV m i. RJT 
THATSHOULP n o t INTEKr 
FCKC WITH THE SU XC SS 
OF VOUKHUNT.' 


I^TILLPONT ^IIE V E 


Ol/T OF WATgR- 


WHY PON 
YPURDOyWWrm 
A FKiH HBWr 


AN'TAK0 
m m 
t 


0Y J IN G - '- lS g 
GONE FINPOUT 
YOU BgTTER COME 
UPAf=ORE US HAFTAGIV5 
;iouA5 n g : p m o A k 
RE$li$QaeHAlfNA. 


m m 
WfU. 
)OU, 


THEN GRAHOPA If COMO 


Há PUTS HIS WHOLE lACUTM FULL ' 
UNDER HS PniOW lytRYNIflHTI 


\Dead' Marin Logging Industry Shows Signs Of Revival 


M arin'i historic locging Industry 
—thought to h a rt died ^ e n the 
last redwood lumber miE closed 
down several years ago after clear­ 
ing the canyon now covered by 
waters of Kent Lake—shows signs 
of revival. 


County 
Fire 
Chief 
Charles 
Reilly informed the Marin Board 


of Supervisors Tuesday th at re­ 
cent inquiries relating to fire reg­ 
ulations 
on 
logging 
operations 
have reached a total of 10. 


Reilley made the revelaticm in 
the course of reporting his recom­ 
mendations concerning application 
by Church of the Golden R uk for 
a permit to continue its non-com­ 


mercial logging operations la West 
Marin for one more year. 


The fire 
chief 
recommended 
against continuance of the mill in 
its present site. The fire hazard is 
too great, he indicated. 


He would not object to operation 
of the mUl at a nearby location on, 
the 
adjoining 
Stewart 
ranch. 


where a supply of water would be 
available in case of fire, he told 
the supervisors. 


On hia recommendation, they re­ 
jected 
the 
application 
of 
the 
Church of the Ctolden Rule, with 
the understanding th at continued 
operation of the m.UI would be a'p- 
proved a t the altrenate site. 


Billy Dobbs, of the coimty plan­ 
ning staff, noted th at m udi time 
could have been saved by having 
the fire chief give his opinion to 
the planning commission as soon 
,ai' the application was first .receiv­ 
ed there. 
He disclosed that he anticipates 
applications^ for two more sawm.llls 
in the near future and asked if the 


supervlaors cared to inatnicl the 
planners to refer the applieatlons 
to Reilley immediately alter they 
are fUed. 
Although Supervisor William D. 
Fu,sselma,n objected o.n 'technical 
grounds, the board Indicated that 
Dobbs’ suggestion was reasonable. 
.A .specta'tor .at 'th.e super'visori* 
meeting. George A. Thierbaeh of 


Corte Madera, iddreeeed the board 
to Inquire what if any requirements 
the coimty had for reforestation of 
logged-off areas. 
He was Informed th at neither 
sla'te .nor county haa^ .such a 're­ 
quirement. 
He deplored the possibility that 
‘‘O'UT' beautiful Mari,:n .Mils” m ig h t 
be denuded and strongly urged 


■fiactment of 
rtforesfeailMa *»• 
quirements. 
It was at this point th at ReUlef 
revealed other inqtilrles and pre« 
dieted “W ell have 10 logging op­ 
ere tlO'M here by 'next .iprtng.** 
Deputy Dlst. Atty. Leland Jordan 
indicated he would look Into the 
ad.vfsabill.ty of enacting a refores-' 
tation ordinance. 


Brilliant Child Alm ost 'Lost 


In Shuffle/ Says Consultant 
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The gifted or €xceptto:na,ll.]r bril­ 
liant child gets very UtUe atten­ 
tion from child guidance advisers 
in the county school adm inistra­ 
tion, a school psychologist admit­ 
ted Tuesday night. 
Fact of the m atter is, said Wil­ 
liam Berzman, himself a member 
of the county staff, th at the coun­ 
ty’s special consultants are “so 
swamped with referrals, the gifted 
child is almost lost in the shuffle." 
Berzman and three other spe­ 
cial consultante hired by the No­ 
vato Unified School District on 
a visiting, part-tim e beais were ex­ 
plaining their 
Jobs 
to 
Novato 
trustees. 
The county child guidance peo­ 
ple, he said, 
consider students 
who have special problems in be­ 
havior. 
And in these “days of anxiety," 
fraught with the worries of the 
atom age and the cold war, he 
continued, '“som,e people «.rs' .in­ 
adequate to cope with the prob­ 
lem of child rearing." This state­ 
m ent was made in answer to the 
question; “Is there 
a trend to 
leave the rearing of chUdren to 
the schools?” posed by Chairman 
A. R. MUler. 
”It is the hope of the schools 
to create better youngsters to bet- 


Panel To Air 
Marin Report 
Card System 


V-3-P-U.-I. Those letleTa con­ 
fuse many newcomers to Marin 
County scene. They’re the gradea 
on elementary school report cards 
and they’U be explained by a panel 
of educators next Tu,'esday night 
at the Olive School, Novato, Par- 
ent-Tcachers Assn. meeting. 
In response to scores of questions 
and complaints concerning the 
local grading system, tbe Olive 
School PTA has scheduled a dis­ 
cussion panel on the subject, to 
be held in the school auditorium at 
8 p. m. 
Guest moderator will be Phillip 


ter the futurc' .aoc:iety,**' .Berzman 
concluded. “Our best bet lies in 
educating our children better than 
ever before so th at society will be 
better than ever." 


Mrs. 
Godeane 
Eagle, 
county 
speech consultant, dlscloeed she 
has 260 cases of speech defects, or 
20 per cent of the Novato scho<d 
enrollment, in the Novato school 
system. 


I t often takee as long as four 
years to achieve “a fair degree of 
sucoeee" in speech correction, she 
said. There is considerable diffi­ 
culty in screening out groups of 
children for class speech Instruc­ 
tion. “Some children are laughed 
at," Mrs. Eagle noted. 


M'ual.'0^ is^ used 
'extensively 
in 
speech and voice training. She ex­ 
plained th at many students’ dlf- 
ficultiee are due to relative In­ 
abilities to distinguish tones. Mu­ 
sic, which has extreme “ups and 
downs and light and dark tonea," 
helps to train the children’s ears, 
she said. 


.Mi» Genevieve Namiotka de­ 
scribed her duties in overseeing of 
the school health program. The 
work includes testing of hearing 
and vision. 


M i» Vibella Martin, county cim- 
sultant in curriculum, 
said 
she 
visits the Novato schools one day 
a week and 
discusses 
problems 
arising in school work. 


Novato School Business 


Manager Plan Spurred 


DAIRY MARKET Pock 63 Cubs 
Given Awards 
BAN FRANCISCO (U.R)—Dairy: 
Butter: 
Grade 
AA 
93 
score 
60 
grade A 92 score 60-61%; 
grade B 90 score 58%. 
Cheese: Cheddar loaf 40%-43; 
singles da:lsieg. 37% -39... 
Eggs: Grade A large 47%-4«%; 
medium A 37-37%; m a ll A 28%- 
29%,. 
Prices to retailers: 
Poultry Producéis: 
Large AA 
53-54; large A 50-51; medium A 
39-40; amaU A 31-32. 
Western Dairy; larg e AA 55; 
large A 50; medium A 39; small 
A 31. 


W. Schneider, superintendent of 
San Jose School District. Members 
of the pa'nel 'will be Willi:am J. J. j 
Smith, Novato district school su- I 
perintendent, 
and 
three 
O live! 
School teachers—Mrs. Katherine | 
Steele, Mrs. Dorothy Olsen and 
Mrs. Inez Walters. 
Questions will be invited from 
Iiersons in the audience, according 
to Mrs. Russell Phillips, president i 
of the organisation. 
i 
(Marin County report card grades i 
are translated as follows: V—very , 
satisfactory in relation grade re- | 
quirements. S — satislactcay In ! 
terms of the child’s ability. P— 
showing prog re » but Improvement 
is needed. U — unsatisfactory in 
terms of the child's ability. I—in ­ 
complete. unfinished work.) 


Hiring of a busine» manager to 
handle the million-dollar affairs 
of the Novato Unified School Dis­ 
trict now appears to be in the off­ 
ing for an early as next spring. 
The 
Idea, 
instigated 
several 
months ago by Trustee 
Eugene 
Lang, was token up 'Tuesday night 
by new 'trustc'cs CathT^yne O rim » 
and Perry Thompson. 
“Would it be possible 
to 
get 
someone before the 
next 
fiscal 
year?" Mrs. Grimes asked. 
Thompson, referring to the rap­ 
id development of the Novato dis­ 
trict’s building program (current- ¡ 
ly under construction are a new ! 
Mgh scho<ri and a large elemen­ 
tary school), said; 
“I've been extremely Impressed 
with the multiplicity and variety 
of duties loaded on the school su­ 
perintendent. Mr. (W JJ.) Smith 
needs more time to give to the 
academics of his Job. I believe it 
is false economy to defer the ap­ 
pointment of an a» istan t superin­ 
tendent in charge of business." 
Board members, all 
of 
whom 
were present, appeared to be In 
agreement. 


1 


A busine» manager would be 
charged with managing of funds, 
planning the budget, purchasing 
supplies, and taking 
charge 
of 
certain personnel. 
The busine» manager should 
preferably be a graduate of a col­ 
lege business school with broad 
experience. bO'ard .members agreed... 
Trustees decided against setting 
a date for the hiring of such a 
man. “Better to 
decide 
on his 
qualifications and make sure we 
have the right man first," said 
one. 


Morin Equestrian 
Wins In Show 


Chrissie 
Bums, 
12-year-old 
Kentfield equ»trian, won the $500 
flve-gaited raddle horse amateur 
stake Friday night at the Grand 
National 
Livestock 
Exposition 
horse show and rodeo. 
Riding her new mare. Foreign 
Lands. Chrissie bested a field of 
14 other e.ntrants to receive the 
Mrs. Jane Gordon Fletcher Chal­ 
lenge Trophy. 
Friday night was the lin t time 
she entered Foreign Lands in any 
show and the first time the flve- 
gaited mare has been exhibited by 
an amateur. 
ChriMie. daughter of Mr. and 
Mrs. Robert E. Bums, is an eighth 
grader at the Kath'Crl'M' BransO'U 
School in Ross. 


Most of the Los Meadows Cubs 
from Pack 63 walked home from 
their meeting a t the Santo Venetia 
Schoo'l 'With 'new awards pinned 
onto their uniforms. The following 
awards were presented: 
Gold 
arrow, 
Stanley 
Pareto, 
George Peeples. Clinton Lee, Mi­ 
chael Whitlow, Yon Wenner and 
Drake Dawson; silver arrows, Clin- 
to.n Lee, Yon. We:nn.er and David 
Dohn; bear. Yon Wenner and 
Stephen Anderson; wolf, Robert 
Esddtng and Drake Dawson. 
Service start. Tommy Murray, 
Paul Metise, Bffly Lockett, PMlllp 
Nau, Steven Malone, Stanley P ar­ 
eto, George Peeplea, Stephen An­ 
derson. Robert Redding and Yon 
Wenner, 
Denner stripes, C lnton Lee. BÜ1 
Drummond, 
Paul 
Meuse, 
BUIy 
Lockett, Da:nny .Mamm»., Jim.m.y 
Callan. 
Stanley Pareto, Jimmy 
Alumbaugh, Robert Redding and 
Yon Wenner. 
Bobcat, Jimmy Alumbaugh, John 
'Tu.cker, Thom.ai .And.er8on, Bruce 
Whitcomb, James Strschan, David 
Bowman, Douglas Ashby, James 
O’Learj'', Scott Bell and Jamee D. 
Powell Jr. 


S r n N T B n r B ^ o o K 


KCN TU'CKY 'ST R A iafrff' BO'UR'BO'N 'WM'ilSKEY 


rich, MffWoUi t n d ffs r o r fu / w h t» k» r 
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A/so ovoHobiO! KENTUCKY aLENDEO WH/SKEY 


Ask for O ld Sunny Brook at your favorite tavern! 


THE OLD SUNNY BROOK COMPANY, DIVISION OF NATIONAL DISTILLERS PRODUCTS CORPORATION, 
L O U I S V R L E , KY. BOTH 86 PROOF. KENTUCKY E L E I D E O WHISKEY CONTAINS 6‘ % GRAIN NEUTR AL SPIRITS 


THE COMMON 
COLD 


If you really like 'jour cold and 
the dubious sympathy it brings, 
and want to keep it for a 
month or more, then stay far 
away from us. 
On. Wm. & Betty 
Fawcett 
Chiropractors 
411 Fourth Street 
GL 3-1751 
or 
GL 4-4595 


John de Vries 


Quality 
DRAPERIES 


# Reasonobl« Pricet 


# Fr*e Eftimatwt 


1428 Füurfli St. 
Son Rafael 


Phene GL 4-5251 


nOCK REDUniON 
MU still in Pragress 


NYLON LINGERIE 
NYLON BRAS 
STRAPLESS BRAS 
17-Acre Land Sale 
In Ross Reported' ) 
Sale of a 17-acre site adjacent 
to the Marin Art and Garden 
Center in R o» was disclosed yes­ 
terday. 
Press dispatches said an execu­ 
tive of Previews, Inc., announced 
the sale at a real estate conven­ 
tion in Boston. Sale price was 
given as |220,000. 
But local real estate men who 
participated in the transaction 
here said subsequently Previews, 
Inc., denied making any announce­ 
ment. 
Buyer of the property which in­ 
cludes a 12-room homo on Sky­ 
line avenue was Edward Mahohey 
Jr., a recent arrival from Lansing, 
Mich., where he engaged In the 
construction busine». He was rep­ 
resented by Maynard Redmond At 
Co. of San Rafael. The Redmond 
firm aaid Mahoney contemplates 
subdividing the property, part of 
which fronts Laurel Grove avenue. 
Seller of’ the property was Dr. 
S. Nicholas Jacobs. He was rep- 
resp^nted by Frank Howard Allen 
is Son. 


HO 
TRAINS 
ARE 
BEST 
Marin County's 
Largest Stock 


All Leoding Brandt 
SBttfram $14.9S 
Layaway Tour Set Now 


Marin Model Crafts 
8<H) San Anselmo Avenut 
San AnMlmo 
GL 3-5771 
OPEN 
DAILY; 
FrL Eve. 7-t 


38 
47 
60 


D R E S S E S 
D R E S S E S 
D I I E S S B 


A 9 9 
6 9 9 
3 » 9 


Yes . . . Even Our Newest Arrivals and Best 
Brand Dresses Will Go'on S al^S ave at Leas! 


On Such Famous Brands as: • Lorrie Deb • Nicole • Murray 
Millman • Teeno Page • Aleiander LIpfen • Jone Andre 
Cordette 


Famous Maidenform Onceovers lo'ls 
Renee's WAIST CINCHER 
7,5 
SILF SKIN GIRDLES 


V j 


NOW 7.50 
NOW 3.99 


Reg. 5.00 
NOW 3.50 


Here Are the FACTS! 


Goldie't Is Switchinq to 
Sportswcor Excluslvaly 
and Mint Make Room! 


Thousands of dollars worth of fine 
dresses, lingorlo and bras, ele., mnst 
be sacrificed • . . Goldie's is con­ 
verting over to SPORTSWEAR EX- 
CLUSrVELTi Wo want to SWITCH 
FAST and are willing to ucrifice 


OUT stock in order to do 11 PLEASE 
NOTE . . . all sales are ffnsl . . jio 
refunds, no exchanges. 


No matter what you buy 
you'll save many dollars I 


1127 Fourth St., San Rafael 


WHICH GIRL HAS THE WESTINGHOUSE! 
SPACE-SAVER 
LAUNDROMAT 25 


AND THE 
AUTOMATIC CLOTHES 
DRYER! 


Of course it's the smiling, freedom loving Miss on your 
left 'wh'O gets the m'Ost enifoyment out of her life 'Om'd 
never tied down by wash day worries. So banish 
clothes line wrinkles from your face . . . erase 
clothes pin pinch from your muscles and ¡oints—join 
the Westinghouse women's "FFWDSL*" Club . . . 
You'll smile, too, when you find out— 


and she paid only 


13.90 i::.* 


AND RICE'S OAVE HER 


FOR HER 
OLD WASHER 
$60 
Plut 
FREE INSTALLATION 
os Rice's never 


\ 
choirgt for 


normal 


instalkiHon 


RICE'S EASY 
PAY PLAN 


• • • saved her 
from budget 
bochocheS 


Atodsl H-1 


UUNDROMAT 25 


ONLY »179 95 With Trade 
AD-1 ELECTRIC DRYER 


• LAUNDROMAT 25 


• FULLY AUTOMATIC 


• WASHES FULL FAMILY-SIZE LOAD 


• NEW WAY TO WASH 


*Freedom from Wash Day Slave Labor 


CARPET 


LINOLEUM 


TILES 


or Your Favorite 


Floor Coverins 
Is at RICE'S 


ONLY ^ 4 8 
88 


• EASIEST TO LOAO-UNIOAD 
• DRIES DRY-OR 


DAMP DRY 
S DRIES CLOTHES AS YOU WANT 


THEM 
• DRIES FASTER- 


YOU BUY IT RIGHT AT 
CO. 
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$2.4 Million School 
Measures Face 
North Morin Vote 


EdticaUon of «everal thousand 
children weighs heavily on the 
outcome of an election next Tues- 
daf when voters of the San Jose 
School D istrict wUl be asked to 
approve a $400,000 bond issue and 
a two-million-dollar state loan. 
Nearly 2,000 new youngsters are 
expected to arrive within the dis­ 
trict’s boundaries within the next 


School location 
Feared Problem 
For Novato 


When a student lives across the 
street from a brand new high 
school but Is forced to attend an­ 
other high school 10 miles down 
the road, the parents are bound 
to complain. 
So figured Novato School Dis­ 
trict trustees Tuesday night as 
they pondered the proximity of 
their new proposed South Novato 
boulevard campus to several new 
subdivisions — Monte M aria, Lyn­ 
wood Park and Forest Park — all 
In another school district. 
Solution to the problem may 
come from the county committee 
on re-organization of school dis­ 
tricts. 
FA M ILY MOVED 
But 
meanwhile, 
the 
trustees 
wrestled with the problem of a 
high school boy whose fam ily re­ 
cently moved to the other side of 
the San Jose School D istrict boun­ 
dary, within Lynwood Park. 
The boy, who has been educated 
In Novato schools, had requested 
he be allowed to remain at Novato 
High School where he is a fresh­ 
man. 
It was all right 'with the Novato 
board, but San Rafael trustees. It 
was learned Tuesday, objected. 
“Bad precedent," they noted. 
Novato board members, consid­ 
ering the parents’ request for an 
inter-district agreement, said they 
would call this oti# 
“a special 
case" and agreed to press tor the 
boy’s remaining in the district 


R EJEC T S REQ U EST 
The board rejected a sim ilar re­ 
quest from a fam ily which has 
moved to Monte M aria subdivi­ 
sion. The child involved is in the 
second grade and w ill have no 
problem in readjusting to new en­ 
vironment and friends, trustees 
felt. 
In other business, the school 
board; 
Considered the problem of Its 
overcrowded district office. Possi­ 
bility of renting a downtown of­ 
fice is unlikely, It appeared, as 
Supt. W illiam J. J. Sm ith dis­ 
closed his findings that “rents arc 
extremely high." 
Learned that bids on the much- 
discussed open ditch project at 
West Novato School w ill be opened 
Nov. 22. 


BEH IN D gCHEDULE 
Heard that the 
high 
school 
building project is running slight­ 
ly behind schedule. It was hoped 
that construction could start in 
December but, according to the 
superintendent, “ we hope to open 
construction bids by mid-Decem­ 
ber." 
Decided to revise its civic center 
agreement whereby the public is 
permitted to use school facilities 
for meetings and social events. 
Extra-sm all groups w ill be dis­ 
couraged from meeting in the 
schools. W ith the exception of one 
room at Marlon School, class­ 
rooms w ill no longer be available 
for meetings. The district w ill en­ 
courage groups such as Cub Scouts 
and Brownies to hold their small 
meetings in homes. They normally 
meet in afternoons, the board 
learned. Interfering with house- 
cleaning around the school plants. 


tlu-ee years. To educate them, the 
distoict needs tO' acquire approxi­ 
mately 58 new classrooms and 
about 30 acres of additional school 
sites. If authorized by the voters, 
the state loan and bonds w ill pay 
for the necessary projects. 
Children residing in the follow­ 
ing North Marin areas w ill be af­ 
fected by the electionr Hamilton 
Air Force Base, Raphael Village, 
Lynwood Park, Loma Verde and 
Monte M aria. The new subdivi­ 
sions of Holiday Manor, Melody 
Manor and Sundown Knolls are 
also within the district. 


S P E C IF IC 
P L A N S 
Specific plans for school build­ 
ing projects include an additional 
12 classrooms to the eight class­ 
rooms now under construction at 
Lynwood Park; a six or seven- 
room addition to Meadow Park 
School as well as the acquisition 
of five additional acres of land 
to the 3,4-acre site; construction 
of a 20-classroom school In Loma 
Verde No, 1 plus acquisition of a 
site for it; acquisition of a site 
and construction of 20 other class­ 
rooms at either Loma Verde No. 
2 or Melody Manor subdivision, 
wherever the need appears greater. 
Both the Lynwood addition and 
the Loma Verde No. 1 school w ill 
oe 
needed 
during 
the 
1956-57 
school year. 
Approval of the bond issue and 
loan Is no blank check to the 
district, Supt. Phillip W . Sch­ 
neider emphasized. The funds can 
only be made available as the dis­ 
trict grows and receives entitle­ 
ment. Even though approved by 
voters, state funds w ill not be 
apportioned until the district has 
the necessary enrollment to estab­ 
lish entitlenient to borrow. 
BOND TO CAPACITY 
Tuesday’s election is important 
for another reason, the superin­ 
tendent said. To qualify for state 
aid the district must bond itself to 
capacity, approval of the $400,000 
bond issue w ill accomplish. {Five 
per cent of the assessed valuation 
of the district is capacity.) 
Schneider urged all voters hav­ 
ing questions concemlng the elec­ 
tion to direct them to the district 
office at Pacheco School, Raphael 
Village. 
Four subdividers are presently 
building homes In the district. 
Three others are planning to be­ 
gin construction In the near future. 
These seven subdividers among 
them can build a total of about 
5,550 homes. 


Signal Lights 
Due Novato 
Intersection 


Signal lights are to be installed 
at the intersection of Diablo ave­ 
nue and Highway 101 at Novato, 
state highway engineers told the 
M arin Board c*f Supervisors 'Tues­ 
day. 
An advance flash warning light 
w ill be InstaUed 
some 
distance 
south of the intersection as w ill 
“wait” and “walk" signal lights for 
pedestrians. 
m 
The plans were explained to the 
supervisors by district 
highway 
engineer L. A. Weymouth. He said 
the northbound left turn storage 
lane also would be enlarged to 
hold more cars. 
“W alk” and “w ait” 
pedestrian 
signals also are scheduled for in 
stallation at the 
Grant avenue 
intersection with Highway 101. 
Weymouth said 
the 
combined 
projects would cost an estimated 
$24,730 with county “participation’ 
expected to the extent of $17,490 
Supervisor W illiam D. Pussel- 
man demurred, contending 
that 
the amount expected of the county 
was too high. 
After considerable discussion of 
the point, Weymouth agreed to 
have the cost figures “restudied” 
to sec if the county’s share might 
be reduced. 


Carpenters * Do-It-Yourselfers 


Here Are Some 
REAL SPECIALS 


C—Clear D. F. Flooring T & Gi 


D—Clear D. F. Flooring T & G, 
N$125 


N$115 


CLEARANCE 
on 
SASH 
IN STOCK 
50% 
/Q 
List Price 


REDWOOD 
U TH 


4' bundle . . . . 1.25 
6* bundle . • . . 2.25 
8* bundle . • . . 4.00 


STAINED MOULDING 
Fl. 2<-4< 


Suitable For Palntinr 


1x6 " SPRUCE T & G 
M $140 


Select, for wall paneling 


a 


C7W « fe / .y 8-5270 
L u m b e r espine. 
I Q 
t i b u r o n bm. - e r / « / « w ' r 


----------------------------------------M 
I L L V 
A 
L L I Y 
. . 


Son Of Morinite 
Trains As M.P, 


Army 2nd Lt. W illiam E. M iller, 
son of Chet E. M iller, 57 Point 
San Pedro road, San Rafael, re­ 
cently 
completed 
the 
m ilitary 
police officer basic course at the 
Provost Marshal Generars School, 
Camp Gordan, Ga. 
The course, designed for newly 
commis.sioned officers, gave Lieu­ 
tenant M iller training in person­ 
nel management, administration 
of justice, crim inal investigation 
pnd traffic control. 


’The lieutenant was graduated 
from the University of Nebraska 
before entering the Army last 
Ju ly. He is a member of Sigma 
Alpha Epsilon fraternity. 


Annual Do-It-Yourself Show 
Starts Tomorrow In Oakland 
Do-it-yourself p r o j e c t s from 
swimming pool building to assem­ 
bly-line knitting w ill be shown in 
the third annual Bay Area Do-It- 
Yourself Show which • opens 
at 
Oakland 
Exposition 
Auditorium 
tomorrow, for a 10-day run. 


To be reigned over by 18-year- 
old M arilyn Shelen of OaJ^land, 


the show w ill feature 330 exhibits 


—each with Its own continuous 
demonstration. Thus, visitors w ill 
see new power tool attachments 
in actual use, watch “dripless" 
paint being 
applied, and 
hear 
demonstrators explain application 


of adhesi ve venee rs and plastic- 
coated wall murals. 


Other items planned for the 


show which is second largest of 
its kind in the country, Include 
demonstration of newest camera 
techniques, actual use of a build- 
it-yourself 
swimming 
pool 
by 
swimmers from the Athens Club 
in Oakland, and step-by-step con­ 
struction of a fireplace from a 
pattern. 
Gardening, 
decorating 
and cooking clinics are also sched­ 
uled. 


Saturday’s Issue of the Marin 
Magazine, 
Independent - Journal 


magazine 
section, 
w ill 
feature 
these and other products to be 
shown at the giant exhibition. 
Show hours w ill be from 1 to 
10:30 pm. daily. The Exposition 
Building Is located at Tenth and 
Fallon Streets. 


Felix Mendelssohn composed a 
cantata at the age of 11, a s:ym- 
phony at 18 and the “Midsummer 
Night’s Dream” overture at 17. 


Just A Work Day 


WAUKEGAN. lU. (ff) — Deputy 


Sheriff Donald Gelling grabbed his 
gun and keys and hurried to the 
courthouse. Someone said he saw 
another someone inside the Lake 
County Courthouse on a holiday 
and Gelling was determined to get 
that so-and-so prowler or else- 
inside he found State’s Atty. Rob­ 
ert C. Nelson, who said he thought 
It would have been a good day to 
catch up on his work undisturbed. 


ThufMCH 
P A IX T IX G COMPANY . . . Marines 
Leading Painting Contractors 
NOW IS THE TIME . . . to confer with the Thurston 
Painting Companyl Together wt will plan a NEW LOOK 
for your home . . . inject new vitality into tired old 
rooms with up-to-the-minute color schemes that reflect 
your own good taste. 
LARGE VOLUME PURCHASING plus advance plan­ 
ning and systematic organization make it possible to give 
you high quality workmanship at low, competitive pricci. 
Use our easy-term PAINT k PAY PLAN . . . get your 
NEW LOOK before the holidays by phoning us at 
GLenwood 4-3521 
. 
. . foday! 
1930 Fourth Street, San Rafael 


O PEN EVERY NIGHT T IL 9, SU N D A Y S 8:30 A .M TIL 5 


GRAND AUTO STORES 


Á 
Á 


37@j 


/i 
Á 


SAVINGS AT EVERY GRAND AUTO STORE 
DAYS ONLY, Friday to Monday 
SALE ENDS MONDAY AT 9 P.M. 


, 
A ll G R A N D S T O R I * 


O R S N E R IP A Y ' 
V E T ÍÁ A N S ’ 
•til 9 R***' 


CHECK GRAND FOR 


“ WINTERIZING” VALUES! 


N»»'i, tfia 
tÍM « to 
chant* to . . 
PRESTONE 
ANTI-TREEZE 


Th* most famous perma­ 
nent type anti-freez# of 
'em all! For faster starts 
on cold n>ornings. 


tallan 3.25 


Iture*’ 
•ake 
C»» 
ball 


»u. Christmas Lay A 


ounctyf'- 
,heels, 
p 
fooi 
|pr' 
ispiina 
stable 


iddle. 


l-pc- 
■ran' 


1 enaiimel autol 
arne* — ■ 


PRESTON E 
Cooling Sysfem 
CLEANER 
Dissolves 
rust 
and 
scale, 
grease and oil in cooling 
system. As good as a reverse 
flush. Fast acting. 
1'6-oz'. can. 
* I « I Jb 


PRISTO Ñ E a n t i-r u s t AND 
W ATER PUM P LUBRIC AN T 


T2-0Z. Q n 68t 


------------ HOT "BIKE S P E C l^ 
Stops ru iti 
" L E E " R A D IA TO R 
& CO O LIN G SYSTEM 
FILT ER 


New 
magnesium 
filter. 
P r e v e n t s 
overheating. 
Dissolves 
rust 
instantly. 
Keeps water crystal dear 
indefinitely. 


J-SPtED 


Gei 


, 
v a l u e ; 
f f S T f it ; 
®EST QUAL/Tyt 
- • a t g r a m , , , ' 


SAtART W O V EN 


S W 
A 
, f u n ji n 


69 


SEAT 
COVER SALE 


s u T c o rc R s 


100% 
NYLON 
CAR 
COVER 


Protects garageless cars from 
14.95 Vaiu* 
dirt, sun, dew and weather. 
Super-light, strong Dupont N y­ 
lon covers averag* car from 
bumper to bumper. 13x23 feet. 
OVERSIZE NYLON C O V E R ,|| 
15 X 24’ 
I ■ 


' GRAND. AUTO PARTS , 
MAKE YOUR ENGINE "PURR' ! 
. YOUR BUDGET, TOO! 
SAVE UP TO 50<ro 


LOWERING 
BLOCK KITS 
2.29 
2.49 
2.59 


Chev. 
1938-54 


Ford-Mere. 
1949-51 
Plym.-Dodg* 
1938-54 


Give your car better "road- 
abtlity" plus a sleek new 
look. 


BRA N D NEW W A TER 
FORD 
1937-41 


I FORD 
1949-53 


CHEVROLIT 
1937-53 


PUMPS 
3.95 
6.50 
5.19 
5.19 
PLYM.-DODCI 
1935-54 
Built to original cguipm«nf 
j', specifications. Replace you» 
Í/ old one now before big re­ 
pair bills set in. 


TAILPIPE REPAIR KIT 


18 gauge cold rolled steel. Sleeved 
end 
fits over tailpipe 
damps 
securely. For all can. 
79« 
DO-IT-YOURSELF 
WITI^ GRAND TOOLS 


8.95 


í*rr»i 


lo clean wov^ 
Patterns. 


PERMATEX 
Windshield 
SEALER 
. . . seal up 
*’s u m m e r- 
dried" wind­ 
shield leaks. 
K e a p o u f 
w a t e r , 
drafts. Clear. 
1-»s. tube 


\ 
\ 


Gcf 
em for 


Grandf 


J* 
Oo-ie ^ 
jHOG Rlhir 


U¡¡£L£íirc!te$e.r 
7.75 


® b >r eo 
'P i 


r-- 
KgíííS 


P' 


Ge» 'em for LESS ef Grand! 
TV ANTENNA 


Channel 11 & 13 
DELUXE 
SNAP-IN" 
YAGI ANTENNA 
head only 
3.49 


Nothing to assemble, rw 
iTOse 
parts. 
Snap 
into 
place. 
INLINE 
ANTENNA 


l ig h t w e ig h t 


a l l STEEL 
HAND 
- 
t r u c k 


DORTITE 
SELF-ADHESIVE 
W EATH ERSTRIPPIN G 
Stop drafts, window and 
door rattles. Sticks on 
easily . . sticks 
fast. 
No ce­ 
ment needed. 
For 
home, 
car, busi­ 
ness, 
asst, thieknetset 
36< to 1.25 
10-ft. len ith i 


Üifjdj 


Fr«'veHls «1 and graaM fire 
due I* “ ihorting." 


D U N K liS t iU 
Brush on DUNK . . . it 
emulsifies grease and oil. 
Rinse off with water like 
49c 


V i" CH RO M E E LE C T R IC D R IL L 
With JACOBS' GEARED CHUCK 


A deluxe heavy duty profes­ 
sional type drill to delight 
any home owner or hobby­ 
ist. Powerful hi - torque 
1600 rpm motor. Pistol 
grip handle with trig- 
get 
guard. 
Triple 
chrome' plated. 
AC-DC. 


19.95 value 
13.25 


A SWELL" 
GIFT FOR 
CHRISTMASr 


INSPECTION 
MIRROR 
For trouble shoot­ 
ing in hard to see 
places. Made like 
dentist mirror. 


3 9 « 


SOLDERING 
IRON 
H a n d y soldering 
iron for most small 
jobs at home or 
shop. 35 watts. 
75 


t-Pe. H i-Spitd D rill K it 


Top 
quality 
twist 
drill». 
1/16“ to Vz'' with shanks 
2 
ground to fit. 
T O 
Va" c h o c k I. 
^ Plastic case. 


/#\ 


1/ 


HOLDS 29 TOOLSf 
'UIFFY" TOOL RACK 
For Workshop, Garafo! Foe 
Kitchon Utontilf! No need 
to fumble for tools. Jif f y 
Rack keeps 'em in sight— 
individually hung, easy to 
reach. Simple to install. Per­ 
fect for pegboards. 
49 c 


DELUXE 
TACKLE & 
TOOL BOX 
5.69 
10.95 
val'U* 


A terrific buy. Heavy 
duty box of 
sturdy 
heavy 
gaug* 
steel. 
S:moothi 
working 
4- 
tray cantilever design. 
Flip - top 
opening. 
1 2 ^ “ X 8 H “ x 8 ". 


ALL STEEL 
TOOL BOX .. i.4t 
HAND SECURITY 
BOX ............1.1» 


5-PC. 
TROWEL SET 


Complete 
with 
l a r g o 
trowel, 
p u t t y 
knife, 
cement trowel,- 
w a l l 
scraper, 
medium trowel 
for 101 uses at - 
home, shop or 
farm.1.39 


MOHAIR CLOTH 
WHEEL COVER 


34 


Provides driving com­ 
fort 
on 
cold 
days. 


4-LITI 
DIRECTIONAL* Ford *'35-'55 
SIGNAL KIT Chev. '35-'52 
and most 
Other cars 
6.95 completo 


For safer driving! Self- 
cancelling switch, com­ 
plete with all wire, bulbs, 
fitting's, flasher unit 
’ 


2.95 


COMPLETE INLINE ANTENNA KIT 


• Weighs only 7 pounds 
• Kolds 250 pounds 
. A full 40’ high 


Haul heavy car­ 
tons. Move trash 
b a I r e I s . Move 
I u r n i t u r e, ap­ 
pliances. 
W h y 
s t r a i n yourself 
with heavy hft- 
ing? 


''WINTERIZE" YOUR CAR FINISH 
TURTLE WAX 
WITH "BRILLIÜM" 


SPECIAL MONEY-SAVING VALUES 


3-Color Focuiing 
F L A S H L I G H T 


RoJ, Grotn or W hit* 
at flick of a button. 


A 
perfect 
safety 
flashlight! Adjusf- 
abl* len'S for fiood- 
light 
or 
pencil 
beam. 
Handsome 
black and chrom* 
case. 


FOR 


HOME! 
FOR 
BUSINESS! 
IT'S A 
LI FES AVER! 


Protects your car like an "invisible garage" 
with a hard shell 'wax finish that lasts tO' 
6 months. Easy to apply — cleans as it 
polishes in on# easy operation. Your car 
will dazzle — and be safe from sun, dirt, 
salt air corrosion, road tar. 
One botti* i«J 
a year'» 
pint 
»«pp*y 
$2.00 


- ■ a ss- . 


98« let» cell» 
CURB 
r-..» 
FEELERS 


S a v e » 
t i r e s from 
curb bruises PfKl 
fender» from denting. 
Easy to install. 


m 


Heavy Cdit'on TwiM 
BABY SEAT 
Keeps 
nfant» 
safely anchored. 
Ho'Ok'S o v e r 
| V 
back 
of 
front 
• I 
se a t . 
Sturdily 
rnade. 
99 c 


SEE GRAND'S COMPLETI 
LINEUP OF CAR SEATS 
$ FOLDING CAR CRIBS. 


EXHAUST 
EXTENSION 


Smart, 
s 11 n d er 
triple chromed ex­ 
tension. 
Protect» 
bumper from ruit, 
corrosion. 9" 
length. 


Everything you need to install it y^ rself. 
Inline antenna, 50-ft. lead-^, 
^ y 
wire, 5-ft. mast, ‘oase and 
guy rings, hardware. 


■ad-in, 28-fr. guy 
4.95 
CHANNEL 11 AND 13 
antenna HARNESS ........ 
lOO-OHM FLAT LEAD-IN. 
1 D C 
W IRE, I f ft., lOO-ft.................... 
1 . 3 5 
10-FT. SWEDGID 
• 
wq 
a n t e n n a m a s t .................. 
I 


Rust-proof plated, non- 
weld all steel construc­ 
tion. Strong yet light­ 
weight. 
Perfectly bal­ 
anced. 
GRAND 
A U T O S T O H S 


59 
10 GRAND STORES TO SERVE YOU! 


850 Fonrlk St., 
San Rafael 


Berkeley — Voiiojo — Hoyward — San Jos* 
Son iDondro — Oakland — Alomod* — Richmond — No. Oakland 


There's a GRAND S TO R E near your door! 


23 fwitftfmfatí-limmaí, TT>'urs'<lay, Nev. 10, I95S 
COUNCILMAN OBJCCTS 
Hub City's Police 
Exam Challenged 


San Anselmo CouncUinan George 
W ashbum, Tuesday night chal­ 
lenged the city’s cItU senrlce re­ 
quirements for a police lieutenant 
as “tailoring an exam to fit an 
IndlTldual.” 
“If we have civil service exam*,” 
fired Washburn, “let’s have real 
civil service. Let’s not beat around 
the bush; you’ve got one man in 
mind for the job.” 
Washbum*s remarks, followed his. 
agreement with other councllmen 
in appointment of Lt. Sam Serlo 
as assistant chief of police “in 
reoognition of his service to the 
oommunity” 
WhUe Serlo retain* hi* civil ser­ 
vice rank as lieutenant, no eligible 
list is available in case Serlo would 
be promoted to a captaincy or re­ 
sign his present post. 
ASKS EXAMS 
Police Chief Donald M. Wood 
requested the council to hold civil 
service exams to establish eligible 
lists for the positions of regular 
police officers, a lieutenant and 
sergeant. 
W ashburn couldn’t understand 
vdiy the particular qualifications— 
knowledge of automotive mechan­ 
ics and five years sc. ,ice with the 
department—should be included in 
the exam for an administrative 
post 


Smith and Mrs. Virginia Haggett, 
assistant civil defense coordinator 
for the city, to attend the inter- 
county civil defense survival test 
Nov. 16 in Sonoma. 
Set a public hearing Deo. I t for 
rezonlng to commercial the third 
residential property of H e n r y 
Franceschl, owner of the Marin 
TV and Appliance Store, 1612 Sir 
Pranci* Drake. 
TREE REMOVAL 
Referred several residents’ re­ 
quest for removing trees and .Im­ 
proving road* to Councilman Ken­ 
neth Ball, street commissioner. 
Approved an agreement with 
Pacific Gas and Electric Co. to 
install a riser pipe, containing 


Charles Reilley of the M aiin Fire 
Department thanking San Ansel­ 
mo for loaning its civil defense 
truck and two firemen to help 
quell, the J. D. O’Connor 'fiie at 


APPRAISERS AT WORK IN BELVEDERE 


Reappraisal of Belvedere pro|>erty wai laundied last 
week after city and county officials gave last minute 
instructions to the crew of appraisers. Officials (at right) 
Harvey Marsh of the Marin Assessor's office, BclvedCTC 
Police Chief Gene Meyer, San Anselmo Police Chief 
Donald Wood, Marin Chief Appraiser Mark Wright, Sau- 
salito Police Chief Louis P. Mountanos and Marin Assessor 
George Hall, expect the Belvedere work, being done in 


conjunction with Sausalito'i reappraisal, to be completed 
in two weeks. Appraisers (left to right, row 1) are: Phil 
Cullen, Jim Hutchison,* Gil Wright, Bob Gunness, Jim 
Thompson; (row 2) Bud Eason, Jim Elliott, Bill Haley, 
Ron Gable, Bob Trumbull, John Preston; (row S) John 
Chambers, Guy Cole, Don Ronshcimer, Hcrsch Johnson, 
George Hall Jr., Warren Luce and Doug Murphy. 
(George Wheeler photo) 


SALLY'S SALLIES 
Marin City Police Setup 


Will Be Aired Nov. 25 


“WTiat movie are you working in. Chief Paintron-the-Face7’* 


Valuable Jewish Book, Given 


T o Seminary, On Public Display 


A valuable and historic Torah, 
presented yesterday to the Pres­ 
byterian Hieological Seminary in 
San Anselmo, will be displayed 
a t the seminary museum. Semi­ 
nary officials have extended an 
InvitaUon to the general pubUc to 
inspect the Torah. 
Embracing the first five books 
of the Bible, the Torah sets forth 
the Pentateuch or Law A)f Moses 
used in Jewish Synagogues. 
Dr. Jesse H. Baird, president of 
the seminary, accepted the Torah 
yesterday a* a gift from Chaplain 
(Capt.) 
Joshua 
Goldberg • who 
serves as head chaplain feu* the 
Third Naval District In New York 
City. 
Approximately 80 feet long, the 
parchment scroll waa recovered 
from a cave in Austria after World 
W ar n . It had been confiscated 
from a German s3magogue during 
Naxl persecution of Jew*. The 
Torah is estimated to be about 75 
years old. 
The preeentation was arranged 
by Dr. Clifford M. Drury, profes­ 
sor of church history at the semi­ 


nary. A reserve Chaplain (Capt.), 
Dr. Drury served with Chaplain 
Goldberg during World W ar II, 
becoming closely acquainted with 
him. 
Inscribed in the velvet covered 
book la: “Thi* Torah presented to 
San Francisco ’Theological S«ni- 
nary as an expression of faith in 
the Spirit of the Naval Chaplaincy 
and the American Way of Life by 
<^pt. Joshua L. Goldberg, Chap­ 
lain Corps, U.S. Navy, and his 
wife, 1955.” 


Adequacy of police protection a t 
Marin City will be discussed Nov. 
25 a t a meeting of the Marin City 
Tenant* CJommittee on Law En­ 
forcement, Sheriff David Menary 
and Capt. T. F. Pamow, San R a­ 
fael area chief of the California 
Highway PatroL 
’The committee was formed sev­ 
eral 
weeks 
ago 
to “crystalllxe 
thinking” among M arin Citiana 
regarding complaint* of tome res­ 
ident* that not enough deputies 
are assigned to the sheiifrs sub­ 
station at M arin City. Other point* 
regarding police protection In the 
community also were Included in 
the study. 
From the outset of the commit­ 
tee’s work, its chief objective has 
been to arrange a discussion with 
the sheriff and a representative 
of the Highway Patrol, and com­ 
mittee members.this week express­ 
ed the feeling th at such discussion 
will go far toward acquainting 
each party with the other’s prob­ 
lems. 
The week saw another develop­ 
ment in the m atter, as the county 
housing authority considered and 
set aside for clarification of two 
points. A proposed e n t r a d under 
which the county would agree to 
furnish a minimum of four depu­ 
ties a t the Marin City office, and 
the housing authority would, in 
return, reimburse the county for 
salaries, rctirem ent-fund contribu­ 
tions and other salary additions 
paid to the four deputies. 
Housing authority members felt 
that a clarification was In order, 
assuring them that the county 


no serious disagreement over these 
points is expected. Presumably, 
the four deimtle* would be avail­ 
able for call to a point outside 
Marin City in an emergency, but 
would otherwise be available there. 
As far as additional deputie* to 
be assigned Is concerned, it Is 
pointed out th at there are always 
more than four headquartering 
there. Nine deputies are assigned 
to M arin City a t present, insur­ 
ing two-man shifts a t all time*. 


“Ttil*' 'goe*^ back to a 'point 'which 
I don’t like—tailoring an exam to 
fit an individual,” said Waehbum. 
Qouncilman C a r m e l B o o t h 
brought out th at Sej*lo’s knowledge 
of au'tomotive' 'equipment and his 
keeping record* on the police cars 
had saved the city money since 
1950. 
Councilman Max M artin aaid he 
thought the city should give the 
regular state civil servloe exam for 
lieutenant rather than Insert spe­ 
cif io qualifications. 
ADD REQUlREMENTg 
But thb city has the right to 
add any special requirements that 
they think necessary,” answered 
Mayor A rthur W. Smith. 
Wood said two men on the force 
are eligible to take the exam to 
decide which one was better qual­ 
ified 
for 
the lieutenant's spot 
should a vacancy exist. 
After verbal exchange# between 


would regularly assign additional 
deputies to Marin City, and that 
the four whose salaries the author­ 
ity would be paying indirectly 
would be assigned there full time. 
A check with the district a t­ 
torney’s office, which drew the 
proposed contract, revealed that 


Firemen Invade 
Women's Room 


Legal Notice 
Legal Notice 


NOTICE INVITING SEALED 
PROPOSALS FOR PUBLIC 
WORK VIZ: CONSTRUCTION 
OF PUBUC LAVATORY AT SUN 
VALLEY PARK, SAN RAFAEL, 
CALIFOR.NIA 


Pursuant to resolution and or­ 
der of the City Council of the 
City of San Rafael, 
California, 
directing this notice, NOTICE IS 
HEREBY GIVEN th at on Monday, 


Six San Rafael firemen spent 28 
minutes Tuesday night dousing a 
fire In the women’s rest room of 
the Portuguese Hall at 820 B 
street. 
Firemen said a cigarette, nestled 
In an upholstered wicker chester­ 
field, burned the chesterfield, a 
matching chair and rug besides 
scorching the walls of the second 
story room. Amount of the fire 
damage wasn’t known. 
No one was in the building when 
firemen responded to the alarm 
a t 11:48 pm . 
Earlier, at 7:15 p.m. firemen 
doused a burning plank set afire 
when someone kicked over a con­ 
struction flare off IJndaro street 
near Carjíentcrs Hall. 
A unit from l3ia Marin County 
Fire Department checked a small 
epot fire off Sequoia Valley drive, 
outside Mill Valley, at 4:49 pm . 
Tuesday, 


the 21st day of November, 1955, 
a t the council Chambers of the 
City Council, in the City Hall, 
on “A” Street, San Rafael, Cali­ 
fornia, the City Council of said 
City will publicly open, examine 
and declare all sealed bids or pro­ 
posals for the 
following 
public 
'work in saki City, to-wit: Furnish 
all labor, materials, transportation 
and services for the CONSTRUC­ 
TION 
OF A PUBLIC 
LAVA- 
T ^ Y - S U N VALLEY P A R K , 
CITY OP SAN RAFAEL, CALI­ 
FORNIA. 
bid shall be in accordance 
wito the plans, specifications and 
^ e r contract documents now on 
Clerk in said city 
Said plans, specifications and 
*5^ documents may^bc 
office of the 
a ty ^ m e e r , 1115 Fifth Avenue. 
S ^ ^ a e l . Calilomia, and copies 
t h ^ o f may be obtained at said 
upon deposit of the stun 
of Ten (SIO OO) Dollars per set. 
which deposit will be refunded up­ 
on the return of such sets in g o ^ 
condition within five (5) days after 
contract is awarded. 
Bidders are hereby notified that 
pursuant to Section 1770 of the 
Labor Code of the State of Cali­ 
fornia, the City Council ha* as­ 
certained the general prevailing 
rate of per diem wages and ra t^ 
for legal, holiday 
and 
overtime 
work in the locality where the 
work 1* to be performed, for each 


tract which will be awarded the 
suessful 
bidder. 
The prevailing 
rates so determined by the City 
Council are as set forth In the 
aforesaid contract documents. 


craft or type of rorkmen or m«- 
chanle oeedcd to *x«cuto the eon- 


Each bid shall be made out on 
the form therefor to be obtained 
a t the office of said City Engineer, 
shall be sealed and filed with the 
City Clerk at the City Hall on or 
before 8:00 o’clock P. M., Novem­ 
ber 21st, 1955. 
No bid will be considered unless 
accompanied 
by cash, 
certified 
check or bidder's 
bond 
in 
the 
amount of ten per ent (10%) of 
the bid as a guarantee for the 
execution of the contract between 
the 8ucce.ssful bidder and said city ; 
and the filing of a bid hereunder, 
accom.pam:ed by said a'mount of 
cash, certified check or bidder’s 
bond therefore, shall constitute the 
bidder’s agreement th a t (1) said 
cash, certified check or bidder’s 
bond shall be forfeited to the City 
of San Rafael as liquidated dam­ 
ages if said bidder, as the suc­ 
cessful bidder, fails to execute 
the contract for said work within 
ten (10) days after written notifi­ 
cation to do so, and (2) the amount 
of said cash, certified 
check 
or 
bidder’s bond shall be presumed 
to be the amount of damages sus­ 
tained by said City because of such 
bidder’s failure to so execute the 
contract, and í3) from the nature 
of the case, it would be Impractical 
or cx'tremely difficult to' fix the 
actual damage sustained by said 
City beause of such failure. 
The City reserves the right to 
reject any or all bids or to waive 
any informality in a bid. 
BY' ORDER OP THE CITY' 
COUNCIL OP 'THE CITY 
OP SAN RAFAEL, CALI­ 
FORNIA. 
DA’TED: November 7th, 1968 
/«/ W. L. MORGAN, 
(Seal) 
Clark 
-.10,17, Í95I 
* 


Mill Valley's 
Parking Law 
Gets Criticism 


MiU Valley’s ordinanca requir­ 
ing threa offstreet parking space# 
for each square fool of buslnes*- 
buildlng floor area came In for ad­ 
versa comment Tuesday night 
Two prospective builders of new 
business buildings in the c ity - 
one of them a city councilman— 
took a dim view of the perking 
requirement, and said so to the 
city planning commission. 
Couneilman T. J. Da Tjuuiht 
whosa plan* for a package-liquor 
store on Camino Alto near Tam- 
alpais High School received a set­ 
back the night before when high 
school trustees voted to oppose his 
liquor licen.se 
application, 
con­ 
tended that the parking space ratio 
should be applied only to the por­ 
tion of a store actually devoted to 
retail selling display, and not the 
itorerooms, rest room* and other 
areas not devoted to sales. 
De Lasaux’s interest arose be­ 
cause his planned store on Camino 
Alto would not, as presently plan­ 
ned, meet the 3-1 requirement. 


COUNCIL CONSIDERATION 
Planning commissioners took the 
view th at their Job It to enforce 
th* city’s planning laws, and th at 


con- 
No. 1000—Nov. 


if the laws need changing it Is the 
function of the city council, n ils 
dropped the ball back In De La- 
saux’s lap, and indicated that 
council consideration of the m at­ 
ter may be expected. 
Fred K Palmer (rf Belvedere, 
seeking approval of a plan to build 
a business building on East Blithe- 
dale <m a presently unused lot 
w'est of the Independent-Journal’s 
Mill Valley office, also ran afoul 
of offstreet parking requirements. 
Palmer contended, and was said by 
three councllmen present to be 
probably right, 
th at businesses 
within the downtown parking as­ 
sessment district had been promis­ 
ed exemption from offstreet park­ 
ing restrictions, when the district 
was being formed. 
Planning commissioners finally 
agreed to seek clarification of the 
parking question as it relates to 
the assessment district, from the 
council. 
OTHER ACTION 
In other acticHis, the commis­ 
sion : 
Approved*the tentative map of 
Greenwood Highlands subdivision 
with approval subject to reconsid­ 
eration if (Tity Engineer A1 Siemer 
later 
changes 
requirements set 
forth In his letter reporting on the 
subdivision. Th# possible change 
concerns minimum width of an 
access road located on a steep 
■lop*, where for.* dlstano* of about 


Washburn and Mrs. Booth, also 
th* poUo* ocnomissloner, th coun­ 
cil by a 3-2 vote approved retain­ 
ing the knowledge of automotive 
mechanics 
requirement 
In 
the 
lieutenant’s exam. Voting for the 
motion wer* Booth, Councilman 
Kenneth Ball and Smith with 
W ashburn and M artin opposed 
The -other requests for holding 
the exams passed unanimously. 
CITHER ACTION 
In other m atters, councllmen; 
Accepted W ashburn’s recommen­ 
dation th at a vacation relief fire­ 
men b* added to th* fir* depart­ 
ment. 
Adopted the 46-page zoning or- 
dinanc# but indicated th* possi­ 
bility of amending th* ordinance 
to Include the planners’ ’request 
th at egch building lot should have 
a 40-foot frontage on a stoeet, road 
or easement. 
Refused to tak* action on the 
low bid of Amc# Ford Co. of San 
Rafael for a new pickup truck for 
the street department until Nello 


üie 
Marcuccl had a chance to 
bid speciiica'ttoim. 
Authorized 
Marcuccl, 
Wood, 


Uqal Noticw 


electrical wires, for the new Mir­ 
acle Mile stop-and-go signals at 
the Red Hill avenue and Sequoia 
driv* Intersection. 
Received a letter from Chief 


Santa Venetia. Rcülcy also com­ 
mended the police departm ent for 
aiding county fire trucks when 
driving through San Anselmo en 
route to a fire. 
* 
Received a letter from St. An- 


amended by reclassification from 
an R-1 single famUy residential 
district to an R-2 duplex resi­ 
dential district of all th at cer­ 
tain real property situated in said 
City, County and State, particu­ 
larly described as foUows: 
Beginning a t th* point of Inter­ 
section of the Southerly line of 
Antonette Avenue and the East­ 
erly line of “D” Street, running 
thence along the ^Southerly line 
of Antonette Avenue S 83* 00' E 
127.81 feet, thence leaving said 
Hne S 7“47' W 68.45 feet, S 84* 
36' E 82A7 feet S 7*00' W 53.86 
feet S 83* 00' E 40.00 feet, S 7* 
00' W 60.70 feet, S 75“56' W 
100.00 feet to the Easterly line 
of D Street thence Northwest­ 
erly along said line to the point 
of beginning. 
SECTION 2: This 
Ordinance 
shall be published once in fuE be­ 
fore its final passage in the IN- 
DEPENDENT-JOURNAL, a daily 
newspaper of general circulation. 


tlon by the Superkw Court on 
December 1, 1955 a t the hour of 
ten o’clock a. m. 
or 
thereafter 
within the time aEowed by law at 
the office of GRAHAM. JAMES 
ROLPH, 310 Sanaomt StreeL 
San Francisco 4, California, all 


printed, pubUshed and circulated 
in 
the City of San Rafael, and 
shaU be in fuE force and effect 
'th'irty (30) days after its final 


selm’s eighth-grader* In apprecia­ 
tion for their two-hour session In 
the city haE. Mayor Smith offered 
a standing Invitation to any ele- 
m ^ ta ry school or high school 
class to come to the city haE for 
a similar lesson In city govern­ 
ment. 
Instructed a coiftmitte* of City 
Engineer John Oglesby, City Atty. 
John Buresh, Marcuccl and BaE 
to iron out the disputed portions 
of bills presented by two Marin 
contractors—Brown-Ely and PI- 
ombo and B reanln-^or work done 


passage. 
/*/ B. W. OULVER, Mayor 
(Seal) 
A'TTEST: 
/s/ W. L. MORGAN, City Clerk 
'The above and foregoing Char­ 
ter Ordinance No. 622 was* read 
and 
Introduced 
at 
a 
Regular 
Meeting (rf the City Council of 
the C i^ of San Rafael, held on 
Monday, the 7th day of November, 
1955, and ordered passed to print 
by the following vote, to wit: 
AYES: Councllmen Aby, Jensen, 
Mclnnis. Wilson and Mayor Culver 
NOES: Councilmen None 
ABSENT: Councilmen None 
and wEl come up for adoption as 
an ordinanoe of the City of San 
Rafael at an adjourned regular 
meeting of the Council to be held 
on Monday, the 21st day of Nov­ 
ember, 1955 
/s/ W. L. MORGAN, 
(Seal) 
City Clerk 
No. 1006—Nov. 10, 1955 


Peter ^ e n Smith, Atty. 


on the Sir Frmnd* Drak* boul*- 
vartl widening and realignment 
projects. 


Duplex Zoning 
Approved For 
San Rafael Lots 


4-H Club Slates 
Dinner, Show 


San Ctefonimo VaEcy 4-H Club 
wiU hold a fund-raising potluck 
dinner and present a show at the 
San QerO'Him.0' 'Cmnmunlty Hall 
starting at 7 p. m, tixnorrow. 
After the dinner, club members 
wlE present vaudevUle acts and a 
fEm will be shown. 
Money coflected wEl go to help 
enlarge and Improve faciEtie# at 
Las Posadas 4-H summer camp 
used by Marin 4-H Club member*. 
It is located above St. Helena in 
Napa County. 
The public is invited to the din­ 
ner and show, and should bring a 
hot dish or salad. 


Dates For 1956 
'Mum' Show Told 
Garden Society of Marin, spon­ 
sor of the annual Chrysanthemum 
Festival at the Marin Art and G ar­ 
den Center in Roes, today an­ 
nounced the dates of the 1956 show 
as Oct. 27 and 28. 
The board of directors of the so­ 
ciety, a founder group of the Art 
and Garden Center, said it was 
announcing th* dates for next 
year’» festival uausually early as 
a courtesy to other county organ­ 
izations planning events next Oc­ 
tober. 


75 feet the road runs along a rock 
slope. 
Approved subdivision reouest of 
Councilman A1 Giesecke covering 
division of a portion of Lot 8 In 
the Gardner tract. 
Approved for the second time a 
variance application of Virginia 
Dixon covering setback of a car­ 
port. The application was approv­ 
ed at the commission’s last meet­ 
ing, but it was fo'und th at I'equiT'e- 
ments for publication of notice had 
not been fulfEled, necessitating 
another vote on approval. 
Accepted a plan submitted by 
Commissioners 
Roger 
Lescohier 
and Gerald Grooch setting location 
of the Miller avenue crossover at 
a point slightly northwest of C’s 
hamburger stand. Only one cross­ 
over was recommended. 
Issued an Invitation to the pub­ 
lic to attend showing of the MUl 
Valley movie, at 7:30 p.m , Nov. 
23, Just before the next commission 
mcetiDff. 


Thre* parcel* of property on D 
street in San Rafael were changed 
from first clasi residential to du­ 
plex zoning by action of the city 
councU Monday night. 
Th* councE upheld tb* reomn- 
mendation* of tb* planning com­ 
mission and granted duplex lonlng 
to M artin F. Grab, A. WEliam 
Broadway, and Henry fimalley, 
who own adjacent lots on D street 
betwem Antonette avenue and 
Wolfe avenue a t the fool of Wolfe 
grade. 
No on* oppoeed th* reioninf. 
In other action*, the city coun- 
cE: 
Took under submission four bids 
0'n a ;new hea'vy duty dump truck 
for the street departm ent to re­ 
place a 1941 model now in use. 
Rossi Garage bid $4,173 with $150 
trade-in; J. E. French $3,897 with 
$100 trade-in; 
Blanco’s Oarage 
$3,772 with $250 trade-in; and 
Amee Ford Salea $3,652 plus tax 
with $250 trade-in. 
Approved the final map of Loch 
'Lomond Unit 3 'in east San R a­ 
fael. Charles Hendrickson, San 


NOTICE o r PROBATE 
In 'the Superior Court of the 
State of California. In and for the 
County of Marin. In the m atter of 
the Estate of HAZEL JOSEPHINE 
MORROW, aka HAZEL J. MOR­ 
ROW, 
aka. 
HAZEL MORROW, 
Deceased. 
No. 11565 
Notice of time set for proving 
Will, etc., and AppUcation for 
Letter* Testamentary. 
N O nC K IS HEREBY GIVEN 
th at a petition for the probate of 
th* will of Hazel Josephine Mor­ 
row, deceased and for the issiant» 
to HENRY BBLDEN McPIKE of 
letters testamentary thereon has 
been fEed in this Court, and that 
Monday, the 21st day of November, 
A D.. 1955 at 10 o’clock A. M. of 
said day, at the courtroom of said 
(fourt, Dept. 2 a t the Court Houae^ 
in the Chty of San Rafael, has 
been set for hearing of said peti­ 
tion, when imd where any person 
interested may appear and contest 
'the ,same, and show cause, if any 
they have, why said petition should 
not be granted. Refer to petition 
for furtiier particulars. 
GEO. S. JONB8, Clerk 
(Seal) 
By J'os. Henncbe'iry', Deputy Clerk 
PETER ALLEN SMITH, 
News BuEding, 
Sausalito, California. 
Attorney for Petitioner 
PILED: Nov. 9, 1955 
GEO. S. JONES, County Clerk 
By Jos. Hennebcrry, Depulgr. 
No. 1009—Nov. 10, 11. 12, 14, 15 
16, 17, 18. 19, 955 


Graham, James dc RolfEi, Attyz. 


UgolWeHcw 


the right, title, interest and 
tate 0 
said P. Athas, deoeiased, 
a t the time of his death and all 
right, title and interest the said 
estate has acquired by operation 
of law or otherwise, 
other than 
or In addition to th at of said P. 
Athas, deceased, at the time of 
his death, in and to personal prop- • 
erty described as foEows: 
'One stove 
One refrigerator 
On* mangle 
One deep freeze 
One washing machín» 
One dryer 
Bids or offer* are 
invited for 
said personal property m a unit 
and must be in writing and will 
be received at the office of Gra- 
liam, James & Rolph, 
attorney* 
for said estate, or may be filed 
with the Clerk of the said Superk r 
Court or delivered 
to 
the 
said 
Martin J. Ness personaEy a t any 
time after first publication of thi* 
notice and before making said sale. 
The sale of said personal property 
herein described will be made for 
cash which wU! be payable ten 
per cent upon sale and the re­ 
mainder upon confirmation 
th* 
C ourt 
Dated: November 8, 1955 
/s/ MARTIN J. NESS, 
Executor of the Last WlE 
and Testament of P. Atoa*, 
also known as Pano* Athas, 
also known as Panagioti* I* 
Athanassoulias, deceased. 
GRAHAM, JAMES & ROLPH, 
310 Sansome Street, 
San Francisco 4, 'Califomi:*, 
Attorneys for Executor. 
No. 1011—Nov. 10, 1955 


NOTICE OF NON- 
BESPONSIBILITT 
I wEl not be responsible for any 
debts 'Or obligations contracted bf' 
CHARLES RUSSELL BRAZEU^ 
on or after NOVEMBER 7. 1955. 
Dated: November 9. 1956. 
KATHLEEN (IIJtSLBY) 
BRAZELL 
No. 1011-Nov. 10, 11, 12, 14. IS, 
1955 


NOTICE INVm NG SEALED 
BIDS FOR FURNISHING TWO 
(2) AUTOMOBILES, SEDAN, 
FOUR DOOR, 8 CYUNDER 
Pursu:ant to ord,er' of the Ci'tf 
CouncE of the City of San Rafael, 
California, directing this purchase: 
Notice is hereby given that seal­ 
ed bids wUl be received by th* 
City of San Rafael, Marin County, 
Califo.mia, a t the office of th*' 
City Manager in the City Hall. 
San Rafael, for the furnishing and 
deEvery of two (2) AutomobUea, 
Sedan, Four Door, 8 Cylinder. 
SpecEicatlons and general eon- 
ditions covering this equipment 
may be obtamed from the office of 
the City Manager, City HaE, San 
Rafael, CalEwnia. 
Bids shall be submitted in writ­ 
ing and shall show the total 
amount of bid submitted for the 
furnishing and deEvery of such 
equipment* f.o.b. City HaE, San 
Rafael, CalEomia. 
AE bids shaE be accompanied by 
cash or an imconditional certified 
or cashier’s check or a bank or 
postal money order _ or bid bond 
an am'Ount not less than ten 
per cent (19%) of the bid price, 
payable to the City of San Rafael, 
as a guarantee fm* the execution 
of the contract between the said 
successful bidder and said City; 
and the filing of a bid together 
with such gu:aran'tee hereunder 
shaE constitute the said bidder’* 
agreement th at (1) said g u a M te j 


Rafael buEding contractor, i* put­ 
ting up 11 homes next to the pres­ 
ent 
Loch 
Lomond 
iubdivision. 
Work should 'be' started 'this mO'Bth. 
and homes completed early next 
spring. 
^ 
Approved plans and specifica­ 
tion* for rest room and storage 
locker at Sun Valley Park, The 
estimated $2,500 cost wlE come 
from the park and recreation 
funds. 
Set Dec. 5 as date to open bids 
for 
a 
new 
three-wheel 
street 
sweeper. 
Set Nov. 21 as date to open bids 
for two new police cars to replace 
two now in use. Acting City Man- 
ag'CT' John Shelley reported th at 
one of the present squad cars has 
already topped 50,000 mEes and 
the other Is approaching th at fig­ 
ure. The new cars will be obtained 


0',n a rental-purchasi' agreement 
with the city paying on the basis 
of mUeage used. 
Approved the relocation of a 
drainage easement on the former 
site' of the city yacht harbor, no'w 
being 
developed 
by 
Monteclto 
Properties. The easement, which 
now runs through the center of 
the property, wlE be shifted to the 
east edge. 


NO'TICE OF s a l e: OF 
BEAL ESTATE 
In the Superior Court of the 
State of California, In and for the 
County of Marin. 
In the M atter of the Estate of 
P. ATHAS, also known as PANOS 
ATHAS, also known t.s PANA- 
GIOITS L. ATHANASSOULIAS, 
Deceased. 
No. 11475 
Notice Is hereby given th at the 
undersigned. Executor of the Last 
WiE and Testament of P. Athas, 
also known as Panoe Athas, also 
known as Panagiotis L. Athanas­ 
soulias, Deceased. wiB sell at pri­ 
vate sale to the highest bidder for 
cash and subject to confirmation 
by said Superior Court on Thurs­ 
day, December 1, 1955, at the hour 
of ten o’clock a. m., or thereafter 
withih the time aEowed by law, 
at the office of Woodson Realty 
Company, No. 4 Tunstead Avenue, 
San Anselmo, CalEomia, all the 
right, title, interest and estate' 'Of 
said P. Athas, at the time of his 
death, and all the right, title and 
interest th at the said estate has 
by operation of law or otherwise 
acquired other than or in addi­ 
tion to th at of the said P. Athas, 
at the time of his death, in and 
to th at certain pardel of land par­ 
ticularly described as follows, to 
wit: 
- Lot 631, a* shown upon th at cer­ 
tain 
'M'ap 
entltted 
'“Map 
'Of 
Greenbrae, Sub, No. Pour, Marin 
County, Calif.’ 
recorded 
Jan- 


shaE be forfeited to the City 
San Rafael, as Equidated damages. 
!SSfuI 


uary 17, 1951 in Book 7 of Maps 
apa 
at page 26, in the office of the 


Legal Notices 


CHARTER ORDINANCE NO. 622 


AN ORDINANCE A M E N D I N G 
CHARTER ORDINANCE N O . 
514, THE ZONING ORDINANCE 
OF 'THE CI’TY OP SAN RA­ 
FAEL, MARIN COUNTY, CAL­ 
IFORNIA, BY A M E N D I N G 
SECTION 2.2 THEREOF, BE­ 
ING THE ZONING MAP OP 
'THE CITY OP SAN RAFAEL, 
CALIFORNIA, 
R E Z O N I N G 
CERTAIN PROPERTY ON “D" 
STREET BETWEEN ANTON­ 
ETTE AVENUE AND WOLF 
AVENUE PROM AN R-1 SIN­ 
GLE FAMILY RESIDENTIAL 
DISTRICT TO AN R-2 DUP­ 
LEX RESIDENTIAL DIS'IRICT 


The CO'Uncil of the City 'Of San 
Rafael do ordain as follows: 
8BCTON 1: Section 22 of Char­ 
ter Ordinance No. 514, the Zon­ 
ing Ordinance of th* City of San 
Rafael, Marin COtmty, Califor­ 
nia, being the zoning map of said 
Q ty of fian R a fa il 1* hereby 


County Recorder of the County 
of Marin, 
State of California, 
commonly known as 219 North 
Almenar Drive, Greenbrae, San 
Rafael, California. 
Bids are invited for said prop­ 
erty and must be in writing and 
will be received at the office of 
Woodson Realty Company, No. 4 
Tunstead Avenue, 
San Anselmo, 
California, or may be filed with 
the Clerk of the 
said 
Superior 
Court, or delivered to the said ex­ 
ecutor personally at any time after 
the f'irst publication of this Notice 
and before the making 
of 
said 
sale. 
Terms and conditions of sale: 
Cash in lawful money of the United 
States of America, ten per cent 
of the purchase price to be paid 
on day of sale, balance on confir­ 
mation of sals by the Court. Deed 
at the expense of purchaser or 
purchasers. 
Dated: November 8, 1955 
/s/ MARTIN J. NESS, 
Executor of the Last Will 
and Testam ent of P. Athas, 
al*o known as Panos Athas, 
also known as Panagiotis L. 
Athanassoulias, deceased. 
GRAHAM. JAMES & ROLPH, 
310 Sansome Street, 
San Francisco 4, California, 
Attorneys for Executor. 
No. 1010—Nov. 10. 11. 12, 14. 15. 16, 
17. 18, 19, 21, 22. 23, 25, 26, 28, 
1955. 


Graham, James & Rolph, Attys. 


NOTICE OF SALE OF 
PERSONAL PROPERTY 
In the Superior (fourt of the 
State of California, in and for 
the County of Marin. 
In the M atter of the Estate of 
P. A'lHAS. also known as PANOS 
ATHAS, 
also known as PANA- 
GIO'TIS L. ATHANASSOUUAS, 
Deceased. 
No. 11475 
Notice 
Is 
hereby 
riven 
that 
M AR'nN J. NESS as Executor of 
the Estate of P. Athas. Deceased, 
will sell at private sale to the high­ 
est and best bidder upon the terms 
and 
condition» 
hereafter 
men- 
tio o ii and *ubj*cl to confimm- 


if said bidder, as the succea 
bidder fails to' 'execute the C'On,'-j 
tract for said work within te a 
(10) days after written notifica­ 
tion to do so, and (2) th a t th* 
am ount of said guarantee shall 
be presumed to be the amount o 
damages sustained by said City 
because of said bidder’s faEur* to 
so execute the contract, and (3) 
th at from the nature of the case 
it would be impracticahle or ex­ 
tremely eUfficult to fix the actual 
damage sustained by said City 
l^ a u s e of such failure. 
Bids WiU be accepted up to tti* 
hour of 8:00 o’clock pjn. on th* 
21st day of November, 1955, and 
wiU be publicly opened and read 
aloud at or about th at time in th* 
Council Chambers of the Chty H all 
“A” Street, San Rafael, CaUfomla. 
The City reserves the 'right to 
reject any or aU bids. 
BY ORDER 
~ 
OP THECrrY 
CHDUNCIL OF THE CITY OY 
SAN RAFAEL, CALIFORNIA. 
Dated : November 7, 1955. 
(SEAL) 
W. L. MORGAN 
City Clerk 
No. 1005—Nov. 10, 17, 1955. 
NOTICE INVITING SEALED 
BIDS FOE FURNISHIN'G O'NR 
(1) S'TREET SW'EEPER, THR'E'l 
WHEEL DESIGN 
Pursuant to order of the City 
Council of the City of San R afael 
California, directing this notice: 
Notice is hereby given that seal­ 
ed bids will be received by 'the Ci'ty 
of San Rafael, Marin County. Cali­ 
fornia, at the office of the City 


Rafael, 
dcEv 


Manager in the City HaU, San 
el, fc 
erVof 
Three Wheel Type Design. 


for the furnishing and 
of one tl) Street Sweeper, 


Specifications and general con­ 
ditions *overing this equipment 
may be obtained from the office of 
the Cty Manager, City Hall, San 
Rafael, California. 
Bids shall be submitted in writ­ 
ing and shall sh'OW the 'total 
amount of bid submitted for th* 
furnishing and delivery of such 
equipment f.o.b. Corporation Yard, 
Francisco Blvd., San Rafael, CaU- 
farnia. 
AE bids shaE be accompanied by 
cash or an unconditional certified 
or cashier’s check or a bank or 
postal money order or bid bond 
m an amout not less than ten per 
cent (10%) of the bid price, pay- 
!i, aa 
able to the City of San Rafael, as 
a guarantee for the execution of 
the ctmtract between the said suc­ 
cessful bidder and said City; and 
the filing of a bid together with 
such guarantee hereunder shall 
constitute the said bidder’s agree­ 
ment that (1) said guarantee shall 
be forfeited to the City of San R a­ 
fael, as liquidated damages, if said 
bidder, as the successful bidder 
falls to execute the contract for 
said work within ten (10) day* 
after written notiiication to do so. 
and (2) that the amount of said 
guarantee shall be presumed to b* 
the amount of damages sustained 
by sa’d City because of said bid­ 
der’s failure to so execute the con­ 
tract. and (3) that from the natur* 
of tiie case It would be imprac­ 
ticable or extremely difficult to ft* 
the actual damage sustained by 
said City because of such faEure. 
Bids wiU be accepted up to th* 
hour of 8:00 o’clock pj 
pjn. on th® 
5th day of December, 1955, and 
will be publicly opened an* read 
aloud at or about th at time in th* 
Council Chambers of the City H all 
“A” Street, San Rafael. Caliíomia» 
The City reserves the right to 
reject any or all bids. 
By 'O.RDER O'P '’THE CITY 
COUNCIL OF THE CITY O f 
SAN RAFAEL, CALIFORNIA. 
D ated: November 7, 1955. 
(SEAL) 
W. L. MOROAN 
m. 1007—Not. 10 
City Clerk 
I. i'7, i m 
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Friday, Nov. 11, 1955 
7:00—Country Lee Crosby 
7:30—Coffee & Donut Newt 
8:00—Country Lee Crosby 
8.30-K TIM Klock 
8:45—KTIAÍ Newspaper of 
the Air 
9:00—Music Vou Want 
9:45-G ift For A Friend 
10:00—Agnelo Qcmentino 
10:45—North Bav Music Shop 
ILOO-Kitty Oppenheimer 
Il:30-U nited Market’s Swap 
Shop 


11:40—Today's Top Tunes 
12:00—KTIM Newspaper of 
the A ir 
12:15-Lunchcon W ith KTIM 
12:30—Marin Man on the 
, 
Street 
12:45—A Gift For a Friend 
1:00—Northbay Musical 
Journal of the Air 
1:45—College of Marin vs. 
Napa JC. 
4:30—Lee Crosby Hambone 
Stomp 
5:00—Sign off 


• 
TELEVISION TONIGHT 
• 


CH.—5:00 P. M. 
4—Playhouse 
5—Deputy Dave 
7—Mickey Mouse 
Club 
9—Stop, Look, Listen 
13—Movie 
32—M editations 
5 : 30 P. M. 
4—Happy Holly 
5:45—Firem an 
5—Deputy Dave 
7—Mickey House 
Club 
9—Buckskin Bob 
13—R am ar 
32—W estern 
6:90 P.M . 
4—Firem an Prank 
6:20—Science Lab, 
5—News 
6:15—Newi • 
7—Sky King 
13—Sheena 
32—Around Bay 
6:30 P. M. 
4—Cisco Kid 
5—Sgt. Preston 
7—Capt. M idnight 
13—Roy Rogers 
32—Movie 


7:00 P. M. 
4—G reat Gildersleeve 
5—U fe Of Riley 
7—Capt. G allant 
13—Roy Rogers 
7:30 P. M. 
4—Dinah Shore 
7:45—News 
5—I Search for Adv. 
7—Lone Ranger 
9—Speeding Reading 
13—Gabby Haye.s 
32—John Hardy 
8 :00 P. M. 
4—Grouchi) Marx 
5—Bob Cummings 
7—Bishop Sheen 
9—America in Making 
13—Duffy’s Tavern 
32—Racing Film 
8:30 P. M. 
4—PeoDle’s Choice 
5—Climax 
7—Stop the Musle 
9—Keyboard 
13—Guy Lombardo 
32—Three Guesses 
9:00 P. M. 
4—D ragnet 


5—Clim ax (contd.) 
7—S tar Tonight 
9—People 
13—Football Film 
32—Science Preview 
9:30 P. M. 
4—T lieater 
5—4 S tar Playhoust 
7—Down You Go 
13—Football Film 
32—W restling 
10:00 P. M. 
4—Video T heater 
5—H arry Owens 
7—Paris Precinct 
13—D ateline Europe 
10:30 P. M. 
4—Video T heater 
(continued) 
5—W anted 
7—S. P. Tonight 
13—News 
10:45—W restling 
32—Movie 
11:00 P. M. 
4—The H unter 
5—Movie 
7—SP T onight (cont) 
11:,30 P. M. 
4—Tonight 
5—Movie 
7—Film 


CH.—7:00 A. M. 
4—Today 
5—Panoram a Pacifio 
8:30 A. M. 
5—This M orninf 
9:00 A. M. 
4—Tenn. Ernie 
5—V aliant Lady 
:15 Love of Life 
9:30 A. M. 
4—Feather your Nest 
5—Search for To­ 
morrow 
:45 Guiding Light 
10:00 A. M. 
4—Ding Dong School 
5—Life W ith F ather 
10:30 A. M. 
4—Search for Beauty 
5—Love Story 
11:00 A. M. 
4—Home 


. FRIDAY ' 
5—Robert Q. Lewis 
11:30 A. M. 
5—Art Linkletter 
7—Laff Time 
12 NOON 
4—M atinee T heater 
5—Big Payoff 
7—Shopper’s M atinee 
12:.30 P. M. 
5—Bob Crosby 
1:00 P. M. 
4—Date W ith Life 
:15 First Love 
9—B righter Day 
:15 Secret Storm 
1:30 P. M. 
4—Mr. Sweeney 
:45 Mod Romances 
5—Movie 
7-^On Your Account 
2:00 P. M. 
4—Pinky Lee 


7—W estern 
2:30 P. M. 
4—Howdy Doody 
7—W estern 
3: 00 P. M. 
4—Playhouse 
5—G arry Moore 
7—Queen for a Day 
13—Tic Tac Toe 
3:30 P. M. 
7—W estern 
4:00 P. M. 
4—News 
:06 Playhouse 
7—W estern 
13—News 
:15 Movie 
4:30 P. M. 
5—S trike It Rich 
7—Boston Blackie 
9—People 


RADIO TONIGHT 


5:00 P. M. 
KSPO—D. Sherwood 
KFRC—Bob 
Ray 
KNBC—Jo€ Gillesplt 
KCBS—E. Murrow 
K(j O—News 


5:15 
KNBC—Sports-W olfe 
KCBS—Calif. Edition 
:25 News 
KGO—BUI Stem 


5:30 
KFRC—News 
KGO—Wm. W inter 
KNBC—News. 1. Blue 
KCBS—Tom Harmtm 


5:45 
KPRC:—Sports, News 
KNBC—E. Peterson 
KCBS—News; 
;.55 Pt. of Law 
KGO—Bob G arred 


6:00 P. M 
KFRC—Gabe H eatter 
KNBC—M asters of 
Melody 
KCBS—Rosemary 
Clooney 
K (30—Fred Jorgensen 


6:15 
KNBC— :25 News 
KCBS—L, Thom as 
KFRC—Behind Story 
KGO— :25 News 


6:30 
K F R (^N ew 8 
KNBC—Fun In Suni 
:35 Lone R anger 
KCBS—Amos ‘n Andy 
:55 News 


KGO— ;40 W all St. 
Pinal 
6:45 
KFRC—News 
:55 H. Wismer 
KCJO—J. Vandercock 
7:00 P. M. 
KFRC—Official 
Detective 
KNBC—Ira Blue 
KCBS—Godfrey 
Digest 
I KGO—Edw, Morga n 
7:15 
KSFÜ—Don Klein 
KNBC—Fibber & 
Molly 
KGO—Fix It 
:25 New* 
7:30 
KFRC—Crime Fighter 
KNBC—News; 
:35 Best in Musle 
KCBS—News 
;35 JaclaC arson 
KGO—Eddie Cantor 
8:00 P. WL 
KFRC—Proudly We 
Hail 
KNBC—News 
KCBS—News 
:05 Tenn. Em le 
KGO—W orld and You 
8:15 
' 
KNBC—One Man’s 
Family 
8:30 
KCBS—My Son Jeep 
:45—Bing Crosby 
KNBC—Wheel of 
Chance 
:35 G reat Gilder 
sleeve 


KFRC—Palace Pers. 
KGO—E\’ents of the 
Day 
9:00 P. M. 
KFRCJ—News 
KNBC—W hat Price 
Freedom 
KCBS—Show Time 
KGO—Back to Bible 
;05 Jay Snyder 
9:15 
KNBC—W hat Price 
Freedom 
KFRC—Pulton Lewis 
9:30 
KNBC—Dance Time 
KFRC—Football 30 
:45 Top Pops 
:45 Johnny Dollar 
KGO—Jay Snyder 
10:00 P. M. 
KFRC—Eve. Serenade 
KNBC—Reporter 
KCBS—News 
KGO—News 
10:15 
KFRC—Cedric Poster 
KNBC—Dance Time 
to M idnight 
KCBS—Looking ’em 
Over 
KGO—Jay Snyder 
10:30 
KNBC—H ealth Talk 
:45 Top Tunes 
KCBS—Music Hour 
11:00 P. M. 
KFRC—News Wheel 
KCBS—Starlite 
11:30 
KCBS—Music 
12 M IDNIGHT 
KCBS—Music “ 5 a.ja. 
KGO—Bible 


7:00 A. M. 
KPRC-K CBS—News 
KNBC—Doug Pledger 
KGO—News 
:05 Geo. Lcmont 


7:15— 
KNBC—Leisure, News 
KFRC—B reakfast 
Gani? 
, « . 
KCBS—This Is S.F. 


7:30 
KNBC—Doug Pledger 
KCBS—News 
KGO—Geo. Lcmont 
:40 News 


7:45 
KFRC—News 
KNBC—News 
KCK>-John HapCT 
KCBS—Harry B abbitt 


8:iw A. M. 
KFRC—News-Englo 
PiCtíBW 
KCBS—Here^s 
Weaver 
KGO—Breakfast Club 


1:53 
KFRC—News, Sporta, 
News 
KC3S—News 
8:30 
KNBC—Doug Pledger 
KFRC—Bible Institute 
KCBS—Make Up Mind 
8:45 
KCBS—Howard Miller 
9:00 A. M. 
KFRC—Cecil Brown 
K C B S-W endy 
W arren 
KNBC—Doug Pledger 
KGO—News 
MO B. Crocker 
9:15 
KCBS—Here's Roth 
K G O —Bob Garred 
KNBC—M arj. King 
9:30 
KFR<3—Bess Bye; 
B arton Buick 
KNBC—M arj. King 
:35 Norm an Vincent 
Peale 
KCBS—Helen Trent 
KGO—True Story 
•:45 
KNBC—M arj. King 
KCBS—G al Sunday 
K GO—:55 W nispering 
Streets 
16:00 A. 5L 
KFRC—Newi 


FRIDAY 
KNBC—M Jii. McBride 
:05 Norm an Peale 
KCBS—Godfrev Show 
KCBS—Road of Life 
10:15 
KFRC—Tello Test 
KCBS—Ma Perkins 
KGO—Girl M arries 
K N B C -N ew s 
:35 Weekday 
10:30 
KFRC—Show Hits 
K N B O -Strlke It Rich 
KCBS—Dr. Malcne 
KGO—Com panion 
i0:45 
KCBS—Guiding U ght 
11:00 A. M. 
KNBC—W eekday 
KCBS—Mrs. Burton 
KGO—Fred Jorgensen 
KFRC—Sam Hayes 
:05 Story Time 


11:15 
KCBS—Perry Mason 
KFRC— :25 News 
11:.30 
KCBS—Nora Drake 
KNBC—News 
:35 W eekday 
KFRC—Queen for a 
Day 
11:45 
KNBC—Perry Como 
KCBS—A unt Mary 
12 NOON 
KNBC—News. Ranch 
News 
KCBS—News, Cassell 
KGO-Bill Adams 
12:15 
KNBC—R anch News 
KCBS—Down beat 
Parade 
News 
KFRC—Art Baker 
12:30 
5i!5^~ C arousel 
Party 
Hayes 
HiTtC—Cliff Engle 
12:45 


Stutlman 
P. M, 
To 
KFRC—c Envl* 
K N B C -:5s b I v n ,..- 
iO íB ick T o B lw í’'* 


:20 Syd C hatton 
SG O —Eddie Cantor 
1:15 
liNBC—Stella Dallas 
i 139 
KFRC—Syl C hatton 
KNBC— Wldder Brown 
KGO—John Harvey 
1:45 
KNBC—Pepper Young 
2:00 P. M. 
KFRC—News 
:05 C hatton 
KNBC—W oman to 
House 
KCHS—Godfrev Show 
KGO—John Harvey 
2:15 
KNBC—Claude Rains 
KFRC— :25 News 
KCBS—A. Godfrey 
2:30 
KFRC—Syd C hatton 
;25 News 
KNBC—News 
:35 W eekday 
KCBS—W omen’s News 
2:45 
KNBC— ; 55 News 
KCBS—Fashion and 
Pun 
3:00 P. M. 
KFRC—Syd C hatton 
KNBC—W eekday 
KCBS—Bill Weaver 
KGO—John* darvey 


3:36 
KPRCL-Svd C hatton' 
KNBC—Hotel for Pets 
K C B ^ B lll Weaver 
3:45 
K FR C ^T ello Test 
KNBC—Joe Gillespie 


4 :00 P. M. 
KFRC—Fulton Lewis 
KNBC—Music 
KCBS—P ro tect 
League 
KGO—Jo h n Harvey 
4:15 
KFRC—Hemingway 
KNBC—Music, 
Gillespie 
KCBS—P ro tect 


4:30 
KFRC—K ere'i Answer 
KCBS-Jane Todd 
KCBS—Godfrey Show 


TV, RADIO 
HIGHLIGHTS 


TONIGHT’S DIALING 
7:00 — Official 
Detective: 
‘Double Alibi” (KFRC) 


PICTURE LINES 
5:30 — Happy Holly : Pre- 
C hristm as 
visit 
to .S a n ta ’s 
workshop (KRON) 
8:30—C lim ax: 
M arilyn Er- 
skine, 
Dennis 
O’Keefe 
and 
PhyllL'i T haxter in “Scheme 
To D efraud” (K PIX ) 
8:30 — Keyboard: 
M arcus 
Gordon gives piano lessons by 
television (KQED) 
9:00—S tar T onight: M arian 
W inters in “Finders Keepers” 
(KGO-TV) 
9:00—Football Film : 
S tan ­ 
ford vs u s e (KOVR) 
9:00 — People: 
"Roots of 
Prejudice” (KQED) 
9:30—T heater: Scott Bra yd 
In “Blue Ribbon” (KRON) 
10:00—Video Tlieater; Betty 
Blythe nd Francis de Sales in 
“Bedtime Story” (KRON) 
11:00—Movie: Derm ot W alsh 
and Lana M orris in 
“Straw 
M an” (K PIX ) 


Folk Dancing Class 
To Meet Saturday 
Second meeting of the interm e­ 
diate folk dance class will be held 
a t 8 p. m., Saturday in the G reen- 
brae school. The class will con­ 
tinue on the second and fourth 
Saturday nights for an indefinite 
period. All interested folk dancers 
are welcome, said Charlie Rein- 
dollar of San Anselmo, class in­ 
structor. 


Leqol Notice 


of this notice, in the office of the 
clerk of the Superior Court of the 
State of California in and for the 
County of M arin, 
or to present 
them , with the necessary vouch­ 
ers, w ithin six m onths after the 
first publication of this notice to 
the said Adm inistrators 
a t 
the 
law" offices of FREITAS, ALLEN, 
M cC a r t h y & BETTINI, Freitas 
Building, San Rafael, California, 
the same being their place of busi­ 
ness in all m atters connected with 
the estate of said deceased. 
BERNICE M. HAYES and 
JOHN P. HEALY, 
Adm inistrators of the Estate 
of the above nam ed deceased. 
FREITAS, ALLEN, MCCARTHY 
& BETTINI, 
Freitas Building, ■ 
San Rafael, California, 
Attorneys for A dm inistrators. 
GEO. S. JONES, (bounty Clerk 
No. 938—Oct. 20, 27, Nov. 3, 10, 17, 
1955 


E. W arren McGuire, Atty. 


legal Notice 


Trowbridge & Peebles, Attys. 


ORDER TO SHOW CAUSE ON 
APPLICATION FOR 
CHANGE OF NAME 
In the Superior Court of the 
State of California, in and for the 
County of M arin. 
In the M atter of the Applica­ 
tion of 
CHARLES 
LA.UR.ENCE 
PORTER, for Change of Name. 
No. 26374 
• 
WHEREAS, 
CHARLES LAUR- i 
ENCE PORTER has filed his peti­ 
tion with the clerk of this court 
for permission to change his nam e 
from 
C H A R L E S 
LAURENCE 
PORTER to CHARLES LELAND 
PORTER: 
NOW, THEREFORE, it is here­ 
by ordered th a t all persons in ­ 
terested in the m atter aforesaid 
appear at departm ent No. 2 of 
the said 
Superior Court a t the 
courthouse in the City of San 
Rafael, County of M arin, State 
of California, on the 28th day of 
November, 1955, at the hour of 
2 o’clock P. M. of said day, and 
then and there to show cause, if 
any they may have, why said ap­ 
plication 
for 
change 
of 
nam e 
should not be granted. 
It Ls fu rth er ordered th a t a copy 
of this order to show cau.se be 
published 
in 
the 
Independent- 
Joum al, a newspaper of general 
circulation, published in the City 
of San Rafael, County of M arin, 
State of California, once a week i 
for four successive weeks next pre­ 
ceding the date set fdr the h ear­ 
ing thereof. 
DATED: Oct. 17. 1955 
JORDAN L. MARTINEliLI, 
Judge of the Superior Court 
FILED: Oct. 17 ,1955 
GEO. S. JONES, County Clerk 
Bv Geo. Gnoss, Deputy. 
No. 941—Oct. 20 ,27, Nov. 1 10. 1965 


NOTICE TO CREDITORS 
In the M atter of the E state of 
JENNIE 
V. 
McMAHON, 
a l s o 
known 
as 
JENNIE 
VERONICA 
McMAHON. Deceased. 
No. 11515 
NOTTCE is hereby given by the 
undersigned JEANETTE E. HOW­ 
ARD, A dm inistratrix of the Estate 
of Jennie V. McMahon, also known 
as Jennie Veronica McMahon, de­ 
ceased, to the creditors of and all 
persons having claims against the 
said decedent, to file them , with 
the necessary vouchers, w ithin six 
m onths after the first publication 
of this notice, in the office of the 
clerk of the 
Superior 
Court of 
the State of California In and for 
the County of M arin, or to present 
them , with the necessary vouch­ 
ers, wi.thi!i six m onths after the 
rirst publication 
of this notice 
to the said A dm inistratrix a t the 
office of E. WARREN McGUIRE, 
Attorney a t Law, Cheda Building, 
San Rafael, California, the same 
being her place of business in all 
m atters connected with said estate 
of Jennie V. McMahon, also known 
as Jennie Veronica McMahon, de­ 
ceased. 
DATED: October 25. 1955 
JEANETTE E. HOWARD, 
A dm inistratrix of the Es­ 
tate of Jennie V. McMahon, 
also known as Jennie Ver­ 
onica McMahon, deceased. 
E. W’ARREN McGUIRE, 
Attorney for A dm inistratrix 
GEO. S. JONES. County Clerk 
No. 963—Oct. 27, Nov, 3 ,10, 17, 
24. 1955 


Pendergrass & Baty, •Attys. 


Freitas, Allen, M cCarthy 
Bettini, Attys. 


NOTICE TO CREDITORS 
In the M atter of the Estate of 
MARY ELIZABETH HEALY, De­ 
ceased. 
No. 11514 
NOTICE is hereby given by the 
undersigned Adm inistrators of the 
estate of the above nam ed de­ 
ceased, to th e creditors of and all 
persons having claims against the 
said decedent, to file them , with 
the necessary couchers, w ithin six 
m onths after the first publication 


NOTICE TO CREDITORS 
In the M atter of the Estate of 
CHARLES 
H. 
STEWART, 
De­ 
ceased. 
No. 11.530 
NOTICE is hereby given by the 
undersigned MARY 
ELIZABETH 
DALTON, A dm inistratrix with the 
Will annexed 
of 
the 
estate of 
Charles H. Stew art, deceased, to 
the creditors of and all persons 
having claims against 
the 
said 
decedent, to file them , w ith the 
necessary 
vouchers, 
w ithin 
s i x 
m onths, after the first publication 
of this notice, in the office of 
the clerk of the Siiperior C^urt 
of the State of California in and 
for the County of M arin, or to 
present them , with the necessary 
vouchers, within six m onths after 
the first publication of this notice 
to the said A dm inistratrix with 
the Will Annexed at the law of­ 
fices of ROBERT W. PENDER­ 
GRASS. 1000 Fifth Avenue, San 
Rafael, M arin County, California, 
the same 
being 
selected 
place 
of busine.ss in all m atters con- 
nec*:ed with the estate of Charles 
H. Stewart, deceased. 
D ated: October 31, 1955 
MARY ELIZABETH DALTON, 
A dm inistratrix w'ith the Will 
Annexed of the estate of 
Charles H. Stew art, 
de­ 
ceased. 
DAVID BATY, 
Attorney for said A dm inistra­ 
trix with the Will Annexed. 
ROBERT W. PENDERGRASS 
DAVID R. BATY, 
1000 F ifth Avenue, 
San Rafael, Califorina, 
GEO. S. JONES, County Clerk. 
No. 985—Nov. 3, 10, 17, 23, Dec. 
I, 1955 


DAILY C R O S S W O R D 
ACROSS 
1. Oriental 
nurse 
5. Young 
oyster 
9. Semblance 
10. Custom 
12. Pure and 
simple 
13. W hite 


DOW’N 
1. The conti­ 
nents of tha 
w estern 
he^misphert 
2. Girl’s 
nam e 
3. Grow old 
4. Pronoun 
5. T ranspar- 


11. Little 
child 
13. Edge 
of 
a hat 
15. A deep 
cut 
17. Form al 
eulogies 
19. Here 


■ H Q Q S la ^ m m 
Q s i a a e e a a ^ 


i s Q s a Q n ^ a s i i 
Qg] 
Q n g j Q B O 
glfiiidglBB 
m m B a s s 
l a s s B S B 
BBS! O SIS 
o n 
s s a n i a s 
s q s b 
{ iB E a ssB 
m m m m 
s n n B m m m m 
S B S B m m m 
sturgeon 
ently thin 
(L a t) 
|l-(0 
(Black Sea) 
6. A paleo­ 
21. Insect 
YMterday’* Aaswar 
14. Lever 
lithic stona 
22. Small top 
31. Constel­ 
15. Saluted 
im plem ent 
apon w ith 
lation 
16. Sloth 
7. Touch end 
the Angers 
32. Sown (H er.) 
17. Capita! 
to end 
23. P rinting 
33. Excuse 
of E gypt 
8. Steel pin 
error 
34. Coin 
|8 . Di Vi Sion 
in early 
25. la of the 
(T urk.) 
20. Tardy 
rifle 
right size 
36. W eight 
24. Archaic 
9. A blind 
\ l . H aving toea 
(Den.) 
form of 
alley 
29. H arangue. 
38. Music note 
“say” 
25. N ot 80 
coarse 
26. Apoplexy 
(P lant 
Pathol.) 
27. Giggle 
28. Projection 
of 
a 
comb 
30. Tanta­ 
lum 
(sym.) 
SI. Seeks 
ambi­ 
tiously 
34. Kettle 
35. To load 
again 
36. Coins 
(Latvia) 
37. A catkin 
38. Place for 
public 
discussion 
39. C om fort 
40. First man 
(Bib.) 


D A IL Y C E Y P T O Q U O T E — H e r e ’s h o w to w o rk II: 
A X ¥ D L B A A X B 
Is L O N G F E L L O W 
One letter limply stands for another. In thii example A to used 
for the three L ’s, X for the two. O’s, etc. Stogie letters, apos- 
trophiea. the length and formation of the w ords are aU hints. 
Each day the code letUrs are different 


A C ryptogram Q ootatloa 


l r v o t k j o 
z c 
v n h o q s 
o n 
z p g c 


B P V O C , 
U B L Q V O 
O B C V C 
Z S 
H C C O 


¥ N 
V Q N Ü Q 8 
H P V O— Q N X C Q P J C . 


¥cotcrdar** Crjrptoqoot©» ART 18 l^NG^ AND TIME IS 
pUIBTING-LONGrELLOW. 
Pstritoittd W Itof f•ahifii ipidieali 


1 
I 
5 
4 
s 
6 
7 
8 


9 
10 
II 


II 
15 
• 


14. 
15 


lb 
I T 


1^ 
19 
20 
II 
21 
15 


14- 
IS 


Ib 
n 


1% 
19 
50 


51 
52 
55 
% 


54 
• 


i s 
d 
3b 


58 


39 
40 


L e g o l N a f l c t 


David M enary, Jr., Atty. 


NOTICE OF PROBATE 
In the Superior (3ourt of the 
State of California, in and for the 
County of M arin. 
In the M atter of the E state of 
LOUISE SHARP, also known as 
LOUISE KNUTSEN SHARP, De­ 
ceased. 
No. 11562 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NOTICE IS HEREBY GIVEN 
th a t a petition for the probate of 
the will of Louise Sharp, also 
known as Louise K nutscn Sharp, 
deceased and for the issuance to 
HYLDA 
KNUTSEN 
of 
letters 
testam entary thereon 
has 
been 
filed in this Court, and th a t Mon­ 
day, the 28th day of November, 
A. D., 1955. a t 10 o’clock A. .M. 
of said day> a t the courtroom of 
said Court, Dept. 2 a t the Court 
House, in the City of San Rafael, 
has been set for hearing of said 
petition, when and where any per­ 
son Interested may appear and 
contest the same, and show cause, 
if any they have, why said peti­ 
tion should not be granted. Refer 
to petition for further particulars. 
GEO. S. JONES, Clerk 
By M. Beukema, Deputy Clerk 
DAVID MENARY, J R , 
Attorney for Petitioner 
PILED: Nov. 3, 1955 
GEO'. S. J'ONES, County Clerk 
By M. Beukema. Deputy 
No. 991—Nov. 7. 8, 9, 10, 11, 12, 
14. 15, 16, 17, 1955 


.Robert H., Andresen, .Atty. 


NOTICE OF PROBATE 
S tate of California, 
County of M arin—ss. 
In . the Superior 'Court, of the 
State of California, to and for 
the County of M arin. 
In the M atter of the Estate of 
JOHN E. PEGUES, Deceased. 
No. 11563 
Notice of tim e set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NOTICE IS HEREBY GIVEN 
th at a petition for the pC'Obate 
of the will of John E. Pegues, 
deceased and for the Issuance to 
SUSAN B. PEGUES 
of 
letters 
testam entary thereon 
has 
been 
filed in this Court, and th a t M on­ 
day, the 28th day of November, 
A.D., 1955, at 10 o’clock A. M. of 
said day, a t the courtroom of said 
Court, Dept. 2 at the Court House, 
in the City of San .Rafael, has. 
been set for hearing of said pe­ 
tition, when and where any per­ 
son interested may appear and 
contest the same, and show cause. 
if anv they have, why said peti­ 
tion ihould not be granted. Refer 
to Petition for further particulars. 
tion ihould not be 


GEO .S. JONES. Clerk 
Bv M. Beukema, Deputy Clerk 
ROBERT H. ANDRESEN, 
Keystone Bldg., 
Mill Valley. Calif., 
Attorney for Petitioner. 
PILED: Nov. 4, 1955 
GEO. S. JONES, County Clerk 
By M. Beukema. Deputy 
No. 995—Nov. 7, 8, 9, 16, 11, 12, 
14, 15, 16, 17, 1955 


G ardiner, Riede & Elliott, Attys. 


NOTICE OF PROBATE 
State of California, 
Ckjunty of M arin—ss. 
In the Superior Court of the 
State of California, In and for 
the County of M arin. 
In the M atter of the EsU te of 
HOWARD D. BOWEN, Deceased. 
No. 11561 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NOTICE IS HEREBY GIVEN 
th a t a petition for the probate 
of the will of Howard D. Bowen, 
deceased, and for the Issuance to 
AMERICAN 'TRUST COMPANY, 
a corporation, of letters testam ent­ 
ary thereon has been filed in this 
Court, and th a t Monday, the 21st 
day of November, A. D., 1955, at 
10 o’clock A. M. of said day, at 
the courtroom of said Court, Dept. 
2 at the C ourt House, in the City 
of San Rafael, has been set for 
hearing of said petition, 
when 
and where any person interested 
may appear and contest the same, 
and show cause, if any they have, 
why said petition should 
not be 
granted. 
GEO. S. JONES, Clerk 
By D. T. Cleveland. Deputy Clerk 
GARDINER, RIEDE 
& ELLIO'TT, 
418 A lbert Bldg., 
San Rafael, Calif., 
Attorneys for Petitioner. 
PILED: Nov. 3, 1955 
GEO. S. JONES, County Clerk 
Bv D. T. Cleveland, Deputy. 
No. 989—Nov. 4, 5, 7, 8, 9, 16, 11, 
12, 14, 15, 1965 


l e g a l N o f l c g i 


opera! 
itoed. 


Melvin, Faulkner, Sheehan 
& W iseman, Attys. 


NOTICE OF PROBATE 
IN THE SUPERIOR COURT O F 
THE STATE OF CALIFORNIA, 
IN AND FOR THE COUNTY OF 
MARIN 
IN THE MATTER OP 'THE ES­ 
TATE OP DEBRA ELLIS, also 
known as DEBRA O’KEEFE EL­ 
LIS, Deceased. 
NO. 11555 
Notice of tim e set for proving 
Will, etc., and Application for Let­ 
ters Testa men tairy 
NOTICE IS HEREBY GIVEN 
th a t a petition for the probate of 
the will of DEBRA ELLIS, also 
known as DEBRA O’KEEFE EL- 
U S , deceased and for issuance to 
JOHN R. B. SLLIS of letters testa, 
m cntary thereon has been filed in 
this Court, and th a t Monday, the 
14th day of November, A. D., 1955 
at 10 o’clock A. M. of said day, at 
the courtroom of said Court, Dept. 
2 a t the Court House, in the City 
cf San Rafael, has been set for 
hearing of said petition, when and 
where any person interested may 
appear and contest the same, and 
show cause, if any they have, why 
said petition should not be grant­ 
ed. Refer to petition for further 
particulars. 
GEO. S. JONES, Clerk. 
(Seal) 
By H. HUDSON, Bcputv Clerk. 
MELVIN, FAULKNER, SHEEHa N 
& WISEMAN, Attorneys for P et­ 
itioner Balfour Building, San 
Francisco 4, California 
FILED: Oct. 28. 1955 
GEO. S. JONES. County Clerk 
By H. Hudson, Deputy. 
No. 973—Oct. 31, Nov. 1, 2, 8, 4, S, 
7, 8, 9 .10. 1955. 


acquired, other th an or in addi­ 
tion to th a t of said decedent at 
the tim e of her death, in and to 
th a t certain real property situate 
in the County of M arin, State of 
Califoniia, and more particularly 
described as follows, to wit: 
PARCEL ONE: 
Being lot numbered thirty four 
(34), as shown and delineated 
and so designated upon the Map 
entitled “M ap of the Raymond 
T ract Ross Valley, M arin Coun­ 
ty, Cal., Subdivision One” filed 
in the office of the Recorder of 
M arin County, State of Califor­ 
nia, on the 3rd day of August, 
A.D., 1905 in M ap Book “2” at 
page 30. 
Excepting therefrom the portion 
of said lot 
conveyed 
by 
Ida 
Meagor to M athias P. Schau by 
deed dated November 29, 1911 
and record ed December 13, 1911 
in lib e r “ 139” of Deeds a t page 
454 described as follows, to-w it: 
Beginning at a point in the 
Easterly line of lot’ 34 of the 
Raymond T ract according to the 
m ap of said tract entitled “Ray­ 
mond T ract Ross Valley M arin 
Co. Cal.” filed in the office of 
the Re«x)rder of the County of 
M arin on August 3, 1905 distant 
N ortheily along 
said 
Easterly 
line 56 feet from the Southeast­ 
erly corner of said lot 34 thence 
W esterly in a straight line on a 
course the westerly prolongation 
of which would intersect 
the 
Northwesterly com er of the strip 
of land conveyed by 
Thomas 
D anforth Boardm an to the party 
of the second p art herein by 
deed dated April 29. 1909 and 
recorded November 29, 1911 in 
the office of the County Re­ 
corder of the County of M arin 
to the Southeasterly line of the 
strip of land last above referred 
to as having 
been 
deeded 
by 
Boardm an 
to 
Schau 
thence 
North 52*40' E ast along said 
last m entioned line to the east­ 
erly line of the right of way of 
the North Shore Railroad and 
thence Southerly along said last 
m entioned line 35 feet to the 
point of beginning. 
PARCEL. TW O: 
Beginning a t the most Southerly 
corner o f the lot of land con­ 
veyed 
by 
Thomas 
D anforth 
B o a r d m a n 
t o 
M a t h i a s 
P. 
S c h a u 
by 
d e e d 
dated 
April 29th, 1909 and recorded 
November 29th, 1911 in the of­ 
fice of the County Recorder of 
the County of M arin, running 
thence N o r t h 22* 11' W est 5.3 
feet to the Northwesterly cor­ 
ner of the lot above referred to 
thence Easterly in a straight 
line on a course the 
easterly 
prolongation of which’would in­ 
tersect a portion in the Easterly 
line of lot 34 of the Raymond 
T ract according to the m ap of 
said tract entitled 
“Raymond 
T iact Ross Valley 
M arin Co., 
Cal.” filed in the office of the 
Recorder of the (bounty of M a­ 
rin on the 3rd day of August, 
1905 distant Northerly along said 
Easterly line 56 feet from the 
Southeasterly corner of s a i d 
lot 34 to the Southeasterly line 
of the lot of land first above 
referred to thence Southwe.st- 
erly 
along 
the 
Southea.sterly 
line dl the lot of land last above 
referred to, to the place of be­ 
ginning. 
^ i n g 
the 
lot 
conveyed 
by 
M atbtas P. Schau to Ida M ea­ 
gor by deed dated 
November 
29, 1911 and recorded February 
6, 191Í in Liber 141 of deeds at 
page 173 in the office of the 
County Recorder, M arin County, 
State of California. 
PARCEL THREE: 
T hat portion of the form er right 
of way of the N orthw estern Pacific 
Railroad Company, as describ­ 
ed in deed recorded in lib e r 538 
of Official Records a t page 447, 
which lies between the extension 
Easterly of the Southerly line 
of Lot 34, as shown upon th a t 
certain map entitled, “Raymond 
Tract, Ross Valley, M arin Coun­ 
ty, 
Cal.”, 
recorded 
August 3, 
1905, in Liber 2 of M aps a t page 
30, Records * of M arin County, 
and the extension Easterly of 
the Northerly line of the prop­ 
erty as described in Liber 386 
of Official Records a t page 402. 
Said property above 
described 
will be sold as one parcel. Term s 
and conditions of sale: 10% in 
cash to accompany bid; balance 
to be paid either in cash or on 
term s of credit approved by said 
Superior Court and secured by a 
deed of tru st.u p o n the property 
sold; deed, certificate of title, or 
title insurance, at the expense of the 
purchaser or purchasers; taxes and 
insurance to be pro rated a.s of 
the date of confirm ation of sale 
by said court. The executor re ­ 
serves the right to reject any and 
all bids or offers. 
Bids or offers are Invited for 
said property and m ust be in w rit­ 
ing, and may be delivered to said 
; executor or to the office of his 
attorneys, EISNER & TITCHELL, 
1074 Mills Building, San Francisco, 
California, or may be filed in the 
office of the Clerk of said Superior 
Court at any' tim e after the fir.st 
publication of this notice and be 
fore the making of said .sale. 
Dated: October 28. 1955 
MARTIN WALTER STRAUS 
Executor of the Will of Alma P. 
1 Straus, deceased, 
t 
No. 977—Nov. 1, 2, 3, 4, 5, 7, 8, 
9, 10, 11, 12, 14, 15, 16, 17, 1955. 


CITY OP SAN ANSELMO 
RESOLUTION NO. 674 


A 
RESOL'UnON 
DECLARIN'G 
CERTAIN 
REAL 
PROPERTY 
KNOWN AS THE CORPORA- 
T I O N 
O R 
MAINTENANCE 
YARD 
LOCATED 
A T 
S I R 
FRANCIS 
D R A K E 
BOULE­ 
VARD AND CENTER BOULE­ 
VARD TO BE SURPLUS PRO­ 
PERTY N O T NEEDED FOR 
PUBLIC USE A N D DECLAR­ 
IN'G AN IN T E N llO N TO SE.LL 
THE SAME. 


Eisner & Titchell, Attys. 


NOTICE OF SALE OF REAL 
PROPERTY AT PRIVATE SALE 
In the Superior Court of the 
State of California, in and for 
the County of M arin. 
In the M atter of the Estate of 
ALMA P. STRAUS, also known 
as ALMA STRAUS. Deceased, 
No. 11505 
N O 'nC E IS HEREBY GIVEN 
th a t on or after November 17, 
1955, the undersigned, MARTIN 
WALTER STRAUS, as Executor 
of the Will of the above nam ed 
decedent, will sell a t private sale, 
to the highest bidder, upon the 
term s hereinafter set forth and 
subject to confirm ation by the 
above entitled Superior Court, p.U 
the right, title, interest, and es­ 
tate of said decedent a t the time 
of her death, and all tne right, 
title, and Interest said estate tiai 


WHEREAS: The foUowing de­ 
scribed real 
property 
commonly 
known as the “C orporation” or 
“M aintenance Y ard” is owned by 
the City of San Anselmo: 
BEGINNING a t the northeast 
corner of th a t certain real pro­ 
perty descri'bed in “Parcel Two”, 
in the deed from Northwestern 
Pacific Railroad to John J. and 
Pearl Ongaro, recorded Septem ­ 
ber 8, 1943, in Volume 460 of 
Official Records. Page 16; ru n ­ 
ning thence along the northerly 
line of said Parcel, N. 76"45'30" 
W 53.04 feet to the southeast 
com er of “Parcel One”, describ­ 
ed in the deed from City of San 
Anselmo to John J. and Pearl 
Ongaro, recorded Dec. 14, 1950, 
in Volume 673, Official Records 
Page 
148; 
thence 
along 
the 
easterly line of said last m en­ 
tioned Parcel N 2“54' E 9.02 feet 
to the most northerly corner 
thereof, being the "True Point of 
Beginning” of the parcel herein 
described; running thence N 87* 
06' W 196.49 feet to the n o rth ­ 
easterly line of a roadway as 
same is described in Resolution 
#485, recorded October 10, 1950, 
in Volume 661, Official Records 
Page 
328; 
thence along 
t h e 
northea-sterly and easterly lines 
of said Road N 47’47' W 31.894 
feet; thence on a curve to the 
right whose center bears N 42* 
13' E, radius 60.0 feet, distanci 


Legal Notices 


46.033 feet; 
thence N 4*58' E 
30.714 feet to the southerly line 
of an 80.0 foot road right of wray 
described in Resolution 479, City 
of San Anselmo; 
thence along 
said Road line S 85"02' E 99.19 
feet; thence on a curve to the 
right whose center bears S 4* 
58' W radius 192.0 feet, distance 
107.642 feet; thence on a curve 
to the right whose center bears 
S 37“05'20'' W, radius 93.56 feet, 
distance 68.324 feet to the “True 
• Point of Beginning.” Containing 
0.39.acres, more or less. 
WHEREAS; T he building locat­ 
ed on said real property is in a 
rundown and unsightly condition 
and as such in need of extensive 
repairs the cost of which would 
represent 
an 
unw arranted 
ex­ 
penditure of public funds; and 
WHEREAS: The said real pro­ 
perty is too valuable to be con­ 
tinued iji use for any public pur­ 
pose and should become tax rev­ 
enue producing; and 
W’HEREAS: There is no pre.sent 
or future public need for said land 
or bulMing 
thereon 
and 
public 
Interest, convenience and neces­ 
sity require 
th a t 
said 
valuable 
property be declared surplus to 
the needs of the City of San An­ 
selmo; and 
WHEREAS: Said real property 
should be sold to private interests. 
NOW, 
THEREÍX9RE. 
BE 
IT 
RESOLVED AS FOLLOWS: 
1. T hat the recitals in the prem ­ 
ises herein are true. 
2. T h at the real property here­ 
inbefore described shall be pub­ 
licly offered for sale under sealed 
bids and sold to the best bidder 
under the following 
conditions, 
among others: 
1. The best bid may be in cash, 
or partly cash and partly 
land suitable for public use, 
or all land suitable for pub­ 
lic use; the City Council to 
determ ine w hat is and w hat 
is not the bid; any and all 
bids may be rejected by the 
City Council without cause. 
2. All bids shall be accom­ 
panied 
by 
at 
least 
10% 
down of the cash price. 
3. Title search, title Insurance, 
and escrow costs a t the ex­ 
pense of the purchaser. 
4. Property to be sold subject 
to 
all 
encum brances 
and 
easem ents of record, 
and 
deed to be without w arranty 
express or implied. 
5. Sealed bids to be mailed or 
delivered to the City Clerk 
of the Town of San Anselmo 
after 12:00 o’clock noon on 
the 1st day of December, 
1955. and before 8:00 o’clock 
P. M. on the 13th day of 
E»eccmber, 1955. 
Each bid 
to be enclased in a sealed 
envelope 
within 
a 
sealed 
covering 
or 
mailing 
en­ 
velope. 
6. All bids to be opened at 
8:00 o’clock P. M. on the 
13 th day of December, 1955, 
in the 
Council Chambers, 
San Anselmo City Hall, at 
the regular m eeting of the 
City Council. 
7. All bidders m ust agree to 
raze the existing structure 
within six (6) m onths after 
the sam e is vacated by the 
City and not to use or a t­ 
tem pt to use the sam e dur­ 
ing said six (6) m onths per­ 
iod for any purpase unless 
• and until first approved by 
the City P la n r^ g Commis­ 
sion upon w ritten applica­ 
tion to th a t Body. 
8. All bidders m ust agree to 
the City’s continued use of 
the real property and build­ 
ing thereon for a period of 
'Six (6) m onths from closing 
of the sale w ithout ren t or 
any charge whatsoever. 
9. All bidders m ust agree to 
post bond guaranteeing the 
perform ance of razing of 
the 
building 
and 
provide 
f 
mblic liability in.surance in 
imits of $100,000.00 for in­ 
jury 
to 
one 
person 
and 
$300,000.00 
for 
injury 
to 
more th an one person and 
$100,000.00 
property 
dam ­ 
age; such bond and Insur­ 
ance at the expense of the 
bidder. 
DATED; October 25, 1955. 
/s / ANITA GANNON, 
City Clerk 
I HEREBY CERTIFY th a t the 
foregoing 
Resolution 
w a s 
duly 
passed and adopted at. an adjourn­ 
ed regular m eeting of the City 
Council of the CITY 
OF 
SAN 
ANSELMO, held on the 25th day 
of October, 1955, by the following 
votes: 
AYES: Councilmen Booth, M ar­ 
tin, W ashburn, Sm ith 
NOES: Councilmen None 
ABSENT: Councilmen B^all 
/s / ANITA GANNON, 
City Clerk 
No. 983—Nov. 3, 10, 17, 23. Dec. 1. 
8. 12, 1955. 
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CITY OP SAN ANSELMO 


NOTICE OF PUBLIC SALE OF 
SURPLUS, MUNICIPALLY 
OWNED, REAL PROPERTY 


TO ALL INTERESTED PER­ 
SONS: 
NO'nCE IS HEREBY GIVEN 
th a t the CITY OP SAN ANSEL­ 
MO, a municipal corporation of 
the sixth class, will sell to the best 
bidder the following described real 
property, owned by the City, which 
the City Council in Resolution No. 
674 declared to be surplus real 
property and ordered sold: 
BEGINNING a t the northeast 
corner of th a t certain real pro­ 
perty described in “Parcel Two”, 
in the deed from Northwestern 
Pacific Railroad to John J. and 
Pearl Ongaro,*recorded Septem ­ 
ber 8, 1943, in Volume 460 of 
Official Records. Page 16; ru n ­ 
ning thence along the northerly 
line of said Parcel. N. 76*45'30" 
W 53.04 feet to the southeast 
com er of “Parcel One”, describ­ 
ed in the deed from City of San 
Anselmo to John J. añd Pearl 
Ongaro, recorded Dec. 14, 1950, 
in Volume 673, Official Records 
Page 
148; 
thence 
along 
the 
easterly line of said last m en­ 
tioned Parcel N 2“54' E 9.02 feet 
to the m ost northerly corner 
thereof, being the "True Point of 
Beginning” of the parcel herein 
described; running thence N 87* 
06' W 196.49 feet to the north­ 
easterly line of a roadway as 
same is described in Resolution 
#485, recorded October 10, 1950, 
in Volume 661, Official Records 
Page 
328; 
thence 
along 
t h e 
northeasterly and easterly lines 
of said Road N 47*47' W 31.894 
fjpet; thence on a curve to the 
right whose center bears N 42* 


13' E, radius 50.0 feet, distanca 
46.033 feet; 
thence N 4*58' B 
30.714 fe<*t to the southerly llna 
of an 80.0 foot road right of way 
described In Resolution 479, City 
of San Anselmo; 
thence along 
said Road line S 85*02' E 99.19 
feet; thence on a curve to th a 
right whose center bears 8 4*' 
58' W radius 192.0 feet, dlstanca 
107.642 feet; thence on a curva 
to the right whose center bears 
S 37*05'20” W, radius 93.56 feet, 
distance 68.324 feet to the “T rua 
Point of Beginning.” Containing 
0.39.acres, more or less. 
The above real property is locat­ 
ed at the northw est com er of Sir 
Francis Drake Boulevard and Cen­ 
ter Boulevard and 
is 
commonly 
known as the City Corporation or 
M aintenance Yard. 
The term s and conlition* of tha 
sale are as follows; 
1) The City Council reserves t h t 
right to reject any or all bids. 
2) Bids or offers will be con­ 
sidered of either (a) all cash, 
lawful money of the U nited 
States, or 
(b) partly such 
cash and partly real property 
suitable for public use. or (c> 
all such real propert>*. 
3) Bids m ust be 
accompanied 
by 
a bank draft, 
cashier’s 
check or money order in an 
am ount equal to ten {10%} 
per cent of the cash price 
offered.' 
4) All bids m ust be signed by 
the bidder and be enclosed 
in a sealed 
envelope 
con­ 
tained w ithin another scaled 
covering or mailing envelope.. 
5) Bids will be accepted by the 
City Clerk of the City of San 
Anselmo after 12:00 o’clock 
noon on the 1st day of Dec­ 
ember, 1955, and before 8:00 
o’clock P. M. on the 13th day 
of December, 1955. Bids will 
be opened a t 8:00 o’clock P. 
M. on December 13, 1955, in 
the Council Cham bers of th e 
San Anselmo City Hall a t th e 
regular m eeting of the City 
Council on th a t day. 
6) The City Council reserves the 
right to withhold decision as 
to w hat bid constitutes the 
"best” bid until 8:00 o’clock 
P. M. on the 11th day of Ja n ­ 
uary, 1956. 
7) The said real property is be­ 
ing sold subject to all en­ 
cum brances 
and 
casem'ents 
of record, if any, and title 
search 
and 
title insurance 
and escrow costs shall be a t 
the expense of the bidder. 
8) Deed of conveyance will be 
by deed 
without 
w arranty 
express or implied. 
9) All closing and escrow costi 
to be at the expense of the 
purchaser. 
10) Each 
bidder 
shall 
clearly 
specify the use to which the 
land shall be pwt and th e 
type of building to be erect­ 
ed thereon. Plans and draw­ 
ings of any such building will 
be of help in evaluating the 
bids and may be subm itted 
any tim e before final action 
by the City Council. 
11) All bidders m ust 
agree 
to 
raze the 
existing structure 
within six (6) m onths after 
the same is vacated by the 
City and not to use dr a t­ 
tem pt to use the same during 
said .six 
m onths period 
for any purpose unless and 
until first approved by 
the 
City 
Planning 
Commission 
u p o n 
written 
application 
made to th a t body. 
12) All bidders m ust agree to 
the City’s continued use of 
the real property and build­ 
ing thereon for a period of 
six (6) m onths from closing 
of the sale w ithout ren t or 
any charge whatsoever. 
13) All bidders m ust agree to 
■post bond guaranteeing th e 
rform ance of razing of th e 
uilding and provide public 
liability insurance in lim its 
of $100,000.00 for injury to 
one person and 
$300,000.00 
for injury to more than one 
person and $100.000.00 proper­ 
ty dam age; .such bond and in­ 
surance a t the expense of the 
bidder. 
14) All final papers, docum ents 
or instrum ents to be either 
draw n or approved 
by 
the 
’City Attorney. 
15) 111.6 
successful 
bidder 
to 
select 
the 
Title 
Insurance 
Company to act as e.scrow. 
For further particulars see the 
map on file with the City Clerk 
of the City of San Anselmo,. 
This notice shall be 
published 
once weekly in the SAN ANSEL­ 
MO TIMES and the INDEPEN- 
DENT-JOURNAL up to, but not 
including the 13th day of Decem­ 
ber, 1955, and in addition shall 
be conspicuously 
posted In the 
following places: 
1. 'The San Anselmo Postoffics 
2. Th,e Sa,n Anselmo .Public 
Library 
3. TTie San Anselmo City Hall 
4. On the premises to be sold. 
DATED: October 25, 1955 
CITY OF SAN ANSELMO 
By /s/ ANITA GANNON, 
City Clerk. 
No. 984-^ov. 3, 10. 17, 23, Dec. 1, 
8, 12. 1955 


PillsbU'ry, Madison & Sutro, Attys. 


NOTICE OF PROBATE 
' 
In the Superior Court of the 
State of California, in and for 
the 'County of M arin. 
In the M atter of the Estate of 
W ILUAM 
J. 
CASSIDY, 
also 
known as W. J. CASSIDY, also 
known as WM. J. CASSIDY, De­ 
ceased. 
No. 11558 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NO'TT'CE IS HEREBY Q IVEN 
th a t P L O Y D. CASSIDY 
haa 
filed herein a petition for tho 
probate of the will of W illiam J. 
Cassidy, alias, deceased and for 
t,h,e issuance to Floy D. Cassidy 
of letters testam entary 
thereon, 
and th a t Monday, the 14th day of 
November, A.D., 1955 a t 10 o’clock 
A. M., of said day, a t the court­ 
room of said Court. Dept. 2 a t tha 
Court House, in the City of San 
Rafael, has been set for hearing 
of said petition. Refer to peti­ 
tion for further particulars. 
GEO. S. JONES, Clerk. 
(Seal) 
By Jack Stutz, Deputy Clerk 
PILLSBURY, MADISON 
& SUTRO, 
Attorneys for Pctitionef, 
PILED: Oct. 31, 1955 
GEO. S. JONES, County Clerk 
By Jack Stutz, Deputy. 
No. 975—Nov. 1, 2, 3. 4, 8, 7, t, 9. 
10, 11, 1955 
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^ LEARN TO PLAY THE PIANO FBEE!^ 


On Television 
starting tonight. 
Don't miss it! 
Tune in "K E Y ­ 
BOARD," KQED, Channel 9 to­ 
night 
and 
every 
Thursday at 
8:30 P. M. 


Northern California Music Trades Assocaltlon 


Classified Advertising 


I— Lest 
VHITE female cat, red. collar, 
Petaluma address. Vicinity 
Frustuck and Wreden Ave»., 
Fairfax. Call Ratcliff, OL 4-6334 
before 10, after 3. ____________ 
oADY’S purse, black, between 
Morrow’s Drive-In and G street, 
San Rafael. Saturday evening. 
Keep money—return contents. 
GL 3-2525.___________________ 
Lo st: yellow parakeet, vicinity 
Momingside Ct. & Broadmoor, 
SA. Phone GL 4-4737. 
Co st, ladies square Hamilton 
wrist watch with black elastic 
band, vicinity Rafael Theatre. 
GL 4-5689. 


1-A — Found 


Advertising 
Rates 


C A S H CLASSIFIED 
RATES 


Minimum Charge 
(Basis 16 Words or Less) 
ADV. DEADLINE 5:45 P. M. 
1 D ay____________________ $1.00 
i 3 D ays____________________ 2.00 
6 Days ....... 
-.............. 3.00 
Each Additional Word 


POUND San Rafael — tan female 
shepherd mix with black nose. 
Found San Anselmo — female 
brown manchester terrier. Pound 
San Rafael — male brown and 
cocker mix. Found Bus Station 
Marin City — male black, terrier 
mix pup. Found Raphael Village 
—male black setter mix. Humane 
Society, GL 3-7812^^__________ 
ÍGDND Mill Valley: Female gray 
short-haired kitten. Found Mill 
Valley; Female tortoise shell, 
long-haired kitten. Pound Kent- 
field: Male tri-color beagle mix. 
Found Novato: Male brindlc and 
white boxer mix. Found San 
Rafael: Male brown and black 
Caim terrier mix. Humane So­ 
ciety, GL 3-7812. 
fOUND alto intersection—female 
black labrador pup. Pound Sau- 
salito—female black sheep dog 
mix, tan leather collar, wund 
Sleepy Hollow—male silver pcr- 
^^^siam^HurnwieS^ 
2— Personab 
RIDE wanted from San Anselmo 
to vicinity of Army and Evans 
Ave., San Francisco. 8 to 4:30, 
5 davs week. Phone GLenwood 
3-5944.____________________ 
Wanted ride or join car po^ 
Oak Manor, Fairfax to Financial 
district, S.F. Working hours 8 
to 4:30. GL 3-1049. 
tjNWANTED HAIR rpBOved pei> 
manently. 
Hattie Shahinian, 
registered nurse and electrolo- 
gist GL 3-3020 or OL 4-2739. 
ft IDE wanted from Marin City to 
Paradise Cove vicinity. Monday, 
Wednesday and Friday morn­ 
ings. Phone GEneva 5-4497. 


.06 
- J2 
. J8 
- .24 
- .30 
. J6 
- .42 
. .48 
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I day per word ___ 
2-3 days per word___ 
4-6 days per word___ 
7-9 days per word ___ 
10-12 days per word___ 
13-15 days per word___ 
16-18 days per word___ 
19-21 days per word___ 
22-26 days per word___ 
WORD RA'PE ads set first 
word capitals, remainder 
lower case. If additional cap 
words desired, couni two 
words for each. Only stan­ 
dard size body type used. 
CLASSIFIED DISPLAY set 
and charge in multiples of 
%-inch. Selected display 
types up to 24 point size may 
be used and words spaced as 
desired. 
TERMS: CASH. If you are 
listed in the current Marin 
County telephone directory 
you may phone your ad and 
be billed upon first Insertion. 
Payable upon receipt. 


GLenwood 4-3020 
DUnlap 8-2351 
TWinbrook 2-9020 


TBAKSPORTAnON w a n te d . 
Compensation $20. Woodbine- 
Upland, Mill Valley to Post- 
Grant, San Francisco. 9-5 office 
hoars. Call YU 2-5325. Evenings, 
HEmlock 1-3443. 
BÍARIN COUNTY 
Alcoholics AnonymoLS 
p. O. Box 266, San Anselmo 
Phone YUkon 2-4473 
ALTERATIONS and TAILORING 
on men’s and women’s garments. 
All work expertly done. Reason­ 
able. GL 3-5426. 
Missin g important b u s in e s s 
calls? CaU Betty High for in­ 
formation on telephone secre­ 
tarial service. GL 4-5100. “We 
arejnw hen^oi^^re^j^^ 


3— Help Wonted 
Check ihe 
Advantages of a 
Job as a Telephone 
Operalor 


y Good Pay 


/ Regular Salary 
increasei 


/ Earn while you 
learn 


V Pleasant working 
conditions 


Apply today for the Important 
work at 
464 Magnolia Ave., LarkspLur 
Pacific Telephone 


COMPANY representative wishes 
interview with man with car to 
call on nearby rural families 
with complete line Household 
Products. Excellent opportunltv 
for man who finds present work 
too hard. No experience needed 
to start. Write R. Koenig, 306 
Adeline St.. Oakland 20. 
HAIRDRESSER wanted. Apply in 
person, Jackson’s Beauty Salon, 
80 Throckmorton Avenue, Mill 
Valley. 
SCHOOL boy for Saturday clean 
up chores. Steady. Ross home. 
GL 3-3878. 
2 livewire salesmen who are 
anxious to make $1,000 month. 
Only requirements necessary — 
common sense a a lot of good 
honest hard work — Selling 
America’s No. 1 cars—New Fords, 
at Marin’s ONLY volume dealer. 
See Jerry Hamilton, between 10 
and 4, Ames Ford Sales, 806 Ir­ 
win St., San Rafael. 
WOMAN companion for middle 
age lady, little housework, ex­ 
cellent job for pensioner. Kent- 
field area. GL 4-4935. 
CONTRACTOR wanted with % 
acre or more to build under 
GI. Private party. Phone GL 
3-8163. 
WANTED: Service fetation attend- 
ant. 1001 Sir Francis Drake 
Blvd., Kentfield. Associated Ser­ 
vice Station. 
AVON CALLINa for Sales Repre­ 
sentatives in Marin County. 
Good opportunity for part or 
full time work, write Independ­ 
ent-Journal Box 209. 
NEW CAR SALESMEN—Experi­ 
enced. Sell the 1956 engineering 
masterpiece. Liberal commission 
and demo plan. DeLong Chevro­ 
let. 550 Francisco Blvd., San Ra­ 
fael, GL 3-7353. 
HOUSEKEEPER companion for 
business woman and mother. 
Pleasant home, Mill Valley, live 
in, plus wages. Write Independ­ 
ent Journal Box 211. 
VOUNG men 17-18%. Submarine 
Force, with world’s only atomic 
ships. Offers career, pay, educa­ 
tion, in Submarine Reserve. 
Independent-Joumal Box 206. 
EXPERIENCED civil engineering 
draf tsmen or very capable Junior 
engineer for varied work with 
small engineering organization. 
Phone GL 4-8653 or GL 4-9151. 


CAR HOP WANTED. CIRCLE 
DRIVE IN, CORTE MADERA. 
Tv Serviceman—experienced. Top 
wages and working conditions. 
Apply in person, by phone or 
letter. All replies held strictly 
confidential. GLEN’S Radio & 
TV, GL 4-7616. 
WANTED — Teacher of parent 
eductaion. To supervise co-oper­ 
ative nursery school. Half-time 
position. 
Write Independent- 
Joumal, Box 201, outlining qual­ 
ifications. 


EXECUTIVE TRAINEE 
Unlimited future with rapidly 
expanding loan and finance or­ 
ganization. Man selected must 
have good appearance, ability to 
meet public, and desire 'or rapid 
advancement. Age 21-28. Apply 
In person. Budget Finance Plan, 
882 Fourth St. San Rafael. 
CAPABLE mature woman to care 
for home and 3 small children. 
Live in, $150. Phone Corte Ma­ 
dera 791-W. 


Legal Notice 
BEFORE THE PUBLIC UTILI­ 
TIES COMmSSION OF THE 
STATE OF CALIFORNIA 
Application No. 37294 
Application of Northwestern Pa­ 
cific Railroad Company to dis­ 
continue the operation of pas­ 
senger trains Nos. 3 and 4 be­ 
tween San Rafael and Willits and 
between South Pork and Eureka. 
NO’nCE OF HEARING 
NOTICE IS HEREBY GIVEN 
that the Public Utilities Commis­ 
sion of the State of California has 
set the hearings in the above en­ 
titled matter before Commissioner 
Untereiner and Examiner Cline as 
follows; 
San Rafael, (Council Chambers 
City Hall), Monday, November 
21, 1965 at 10:00 a. m. 
and 
EoreJta, (William Carson Mem­ 
orial Building. Harris and J 
Streets), Wednesday, November 
23. 1953 at 19:00 a. m. 
at whlcb times and places ail in­ 
terested parties may appear and 
be heard. 
BY ORDER OF THE 
PUBLIC UTILITIES 
COMMISSION 
Dated at San Francisco, this 
loth day of October, 1955 
R. J. PAJALICH, 
Secretary, PubHo Utilities 
Commission of ^ State 
of California. 
Ha. l«0a-47oa. 
10^ IMS 


ASSISTANT bookkeeper-account­ 
ing clerk, female, for general 
office opening. Preference given 
prior lumber firm experience in 
footage computation and lumber 
terminology. Salary open. Ser­ 
vice Lumber Co., Marlnship, 
Sausalito, Calif. Phone Mr. Hill, 
Sans. 1811 for appointment. 
ELDERLY lady to live in. Take 
care of two children, aged 3 yrs., 
and 2 wks. old. Board and room 
plus salary. Evenings between 
6:30 and 7 DUnlap 8-0829 or see 
at 597 Ethel Ave. 
BEIAUTY operatOT part time. Ei­ 
leen’s Beaui v Salon. DU 8-5441 
or DU 8-5185. 
MEN wanted to do roofing. Ma­ 
rin County Roofing Co., 450 
Francisco Blvd., San Rafael, GL 
3-3511. 
RELIABLE woman to care for 3 
children, 8 and 5. Light house­ 
work, cook dinner. Working par­ 
ents. Steady Job. GL 4-8102 days, 
GL 3-3293 eves._______________ 
WOMAN to live in. Light house­ 
work, 2 children 4 and 5. Ref­ 
erences. Independent- J oumal, 
Box 205. 
WANTED young man to leam re- 
tail business. Possible sales abil­ 
ity. Good future. Call Mr. Mc­ 
Gowan, GL 4-2770. 
WANTED: rough carpenter, capa­ 
ble to set up forms and footings. 
Phone GL 3-5358.____________ 
POSITION open in private school 
for competent woman to assist 
in dining hall service. Exper- 
iencé unnecessary if wlHing to 
learn. Hours 7 to 3. Write busi- 
ness office Box A, Ross._______ 
HOUSEKEEPING and cooking, 
small modem home. Live in. No 
children. References required. 
$175. Independent-Jouranl Box 
203. 


4—-Salesmtii Wantod 
REAL Estate salesman wanted. 
‘•Livewire Lindskog. 910 Irwin, 
San Rafael, GL 4-0632. For work, 
in either San Rafael area or 
Southern Marin area. Livewire 
Lindskog sells more houses than 
any other real estate broker in 
Marin County. 
WORK IN MARIN 
One of Marin’s leading real es­ 
tate offices wants 2 salesmen. 
Business Is booming and we 
need additional staff to take care 
of our clients. All replies strict­ 
ly confidential. Nipper & Mar- 
chant. GL 3-2980.____________ 
Have opening for an energetic 
real estate salesman or sales­ 
woman; unlimited opportunities. 
See Mr. Doud. 
WM. E. DOUD & CO. 
RKALTOR 8INC* 1«0T 
Fdhr offlces in Marin County 
U Eaat BUthedale, Mill Valley 
D0tÚM9 


4— Salesmeii Wanted 
8— Business Senriees 
A NATURAL 
Aggressive Frozen Food Distrib­ 
uting Co. offers 90-day trial of 
Home Freezer and frozen foods 
of all kinds. No down payment, 
no obligation to buy. Outstand­ 
ing commission on lilacinff, plus 
a bonus on purchase following 
trial. Call Pood Factors, 1411 4th 
St.. San Rafael. GL 4-6182. 
MILK salesman, have own car, 
c<Mnmission. Phone 9 - 5:30. OL 
3-0324 
S-A— Instruction 


H O M E W O R K TROUBLE? 
Why Not Try 
“SUPERVISED STUDY” 
See Dr. W. Schuckmann, GL4-6656 
KN rrrlN G —day or evenings. Ex- 
Sert 
instruction. 
Designing, 
locking, and remodeling. For 
information call GL 4-8019. 
MARIN SCHOOL-REAL ESTATE 
» Npw Class Starting 
«I Morn, and Eve: Classes 
« Personalized Instruction 
« 8 Thorough Easy Lessons 
« Passing State Ebcam. Assured 
Positions Available 
For information and enrollment 
GL 3-6119 or GL 3-1847 
948 Sir Francis Drake, Kentfield 
G.I. PLIGHT SCHOOL 
Commercial Land and Sea Rating 
Commodore Air Service Saus. 100 
BECOME AN 
AIRLINE PILOT 
Korean Veterans—you are elig­ 
ible for Airline preparatory 
flight training at Government 
expense. Requirement — honor­ 
able dischsrge. Apply 6c enroll at 
JUSTMAN FLYING SERVICE 
MIO^EMVashi^^ 


6— Posifions Wanttd 
ELDERLY lady would like to baby 
sit afternoons or evenings. Ref­ 
erences. Phone GL 3-3797. 
Wo rk wanted by young woman. 
M day or 3 days week. Office ex­ 
perience and selling. References. 
GL 3-5948.___________________ 
RinTRED clothing salesman would 
like work. (Prefer part-time). 
Phone DUnlap 8-0859. 
EXPERIENCED man desires work 
laying cement blocks, rock work, 
painting. 31 Buena Vista Ave., 
San Anselmo, or write Postoffice 
Box 24.______________________ 
BOOKKEEPER — general office, 
desires full time. Excellent refer- 
ences. DUnlap 8-4078. 
ikONING IN MY HOME, exper- 
lenced fancy linens, dresses, cur­ 
tains. GL 3-0585. 
BUSINESS MAN 
, Opportunity to secure services of 
aggressive college trained man 
33 who is willing to work hard 
for you to become established in 
Marin. Business degree, plus en- 
gineering, plus sales experience. 
7 yrs. resident, active local or­ 
ganizations. Write Independent- 
Joumal Box 207 for complete 
resume. 
GIRL of 19 wants child care for 
working mother. San Rafael 
area. Experienced. Best of refer- 
ences. GL 4-M30^______________ 
Sten o, some medical experience, 
desires employment in Marin 
County. Phone DUnlap 8-4577._ 
St e n o g r a p h e r , dictaphone, 
desires evening, Saturday work. 
Call Mrs. Dvorak davs, Sutter 
1-3082, eves. GL 3-4243. 
ftEUABLE woman wants house 
work, days. Live out, own trans- 
^rtation. Can give references, 
_Phone Novato Twinbrook 2-2427. 
NICE European desires housework 
by hour, good scrubber. Geneva 
5-4920; 8-12 ajn. or 4-6 pm. 
CONGENIAL man wants morn­ 
ing work. YOU NAME ITl Ph. 
Sausalito 753-W. 
PRAiTnCAL NURSE — DAY OR 
NIGHT, GOOD REFERENCES. 
SAUSALITO 779-M. 
Don's Garcienlng Service 
It’s time to winterize your gar­ 
den, pruning, trimming, mulch- 
ing and clean-up. GL 3-8820. 
tJABINET maker, carpenter. Hour, 
day or contract. Estimate*. No 
job too small. GL 3-6851 or GL 
3-1308. 
MILES' GARDENING SERVICE 
Pall clean-up, hedge trimming, 
shrubs, pruning, tree work. 
IMMEDIATE SERVICE 
BRUSH, HAULING RUBBISH 
GL 4-6704, GL 3-7914 
JAPANESE WANTS GARDEN 
WORK. DUnlap 8-6009._______ 
BANDYMAN work alone or with 
you. Wood, eemenl. gutter eltan- 
ing. 
cement mixer, truck. 
GL 4-6482. GL 4-7976. 
BABY SITTER, responsible, dc- 
Eendable high school girl, 50c 
our. Lives vicinity Hilldale-Se- 
3uoia Park, San Anselmo. GL 3- 
978. 


7— Business Personals 
*DO It yourself”—we’ll help you. 
Start making those Christmas 
?ifts now. Visit our shop and 
actory. Plenty of free parking. 
931 2nd St., San Rafael. Look 
for the sign “Hobbies.” GLen­ 
wood 3-9233 or Corte Madera 
915-W. 
VOKJE or music recordings at 
KTTM Broadcasting studios. 12 
Inch aluminum base records. 
Ideal for mailing or lor musical 
students. Minimum charge $3.50. 
Appointment is necessary. Phone 
during business hours. GLen­ 
wood 3-6880. 
LADIES suits, coats, dresses je- 
modeled; 
alterations. Expert 
work. Guaranteed. Call GL 3- 
1237. 
B— Business Services 


th e doll house 
Dolls Repaired, Dressed-Wigi 
GL 4-4819 
INSTALLATION 
Linoleum - Carpet - Asphalt Tile. 
Pree estimate. Work guaranteed. 
Phone GLenwood 3-0615. 
MASONRY, FIREPLACES, BBQ 
PITS, PATIOS, etc. .'0 years ex- 
perience. Call DUnlap 8-4362. 
WANTED: Painting—carpentering 
—small home repairs as part 
time work. Reasonable rates. 
Jim Barton. GL 4-6905.________ 
Basem ent and attic cleaning— 
light hauling. Call us for free 
estimates. GL 4-7095. 
To tile bathrooms, kitchens, etc. 
Remodeling and repairing 
Ph. Sausalito 632-J 
PATTO CONSTRUCmON 
Licensed Contractor 
HANSEN’S 
OUTDOOR PURNTTURB 
Greenfield and Lincoln 
San Anselmo 
GL 4-9087 
LIGHT HAUUNO 
ANYWHERE ANYTIME 
Very Reasonable. GL 4-1815__ 
CEMENT finishing, form setting, 
gatlo, etc. Work by the hour, 
immons, phone GLenwood 
3-1559 or GL 4-0568, San Rafael. 
MODERN BROCADE PÁINTINQ 
First of its kind in Marin County, 
For Better paintings, decorating 
and waE papering, call Tom La 
Mantea. GLenwood i-6914. Free 
iitlanalea. 


ALBERT P. KOSH — BUILDER 
GLENWOOD 3-1366 
Remodeling—Homes—^Additions 
WILL do dressmaking ^nd altera­ 
tions in my home. Phone GL 
3-3968. 
FORMICA sink tops, counters. 
CABINETS Of all types. FURNI­ 
TURE made to order or refin­ 
ished. 
THE W. D. BUTLER CO. 
931 2nd St., San Rafael 
GL 3-9233 or Corte Madera 915-W 
CARPkNTER 
Remodeling, all types. Jobs 
large or small. Experienced and 
insured. GL 3-5266. 
HOMES, patios, fences, etc. In- 
sured. For a saving before you 
build. CURRY, GL 4-9720. 
CABINET M A K IN G 
Custom made furniture, altera­ 
tions, repairs. General wood­ 
working. Ralph Brookman, GL 
3-4450. 
HOME BUILDING. Alterations 
and repairs. Concrete forms and 
finish. Free estimates. Licensed 
and insured. Phone Corte Ma- 
dera 12Í0-J. 
TREES removed reasonably. Also 
wood cutting. Trash and brush 
removed. Reliable and careful. 
Land cleared. Sausalito 1572-R. 
ROCK RETAINING WALLS 
Terraced gardens—^garden walks 
—smaU cement work. Phone 
GL 4-8390. 
FORMICA installed. Be.st tu-tone 
and s c 1 f - e d g i n g techniques. 
Bathroom or kitchen remodel­ 
ing. Work bv day or with own- 
er. GL 4-5630.________________ 
DONT miss important calls. Let 
me answer your phone and do 
your typing. GL 4-7138 or GL 
4-8019.GUTTERS CLEANED 
AND REPAIRED 
PHONE GL 3-6889 
PAINTING — DBCORAnNQ 
Sheet rock taping, paper hang­ 
ing. Phone GLenwood 3-6889. 
Mr. Simpeon. 
____________ 
CARPENTRli, cabinete, rem'Odel- 
ing, foundations, patios. Ter­ 
mite Inspections and repairs. 
Contracts or by hour. Faulkner. 
GLenwood 4-5728. 
KITCHEN-BATH ALTERATIONS 
WATER HEATER SERVICE 
Janssen's Plumbing 
GL 4-8000 
PAINTING ¿C DECORATING 
NO JOB TOO SMALL 
W. S. MIX. C.M. 212 AFTER I 


Overhead Garage Doors 
CUSTOM MADE 
FREE ESTIMATES 
ALL WORK GUARANTEED 


E-Z G A R A G E D O O R C O . 
607 Francisco Blvd.. S.R. 
GL 3-3789. GL 4-9226 
PAINTING AND DECORATING 
PAPER HANGING 
SHEETROCK TAPING 
Insured Licensed Contractor 
Knute Langmuir, GL 4-4627 
ROCK WALLS 
Brick 6c Stone patios, iireplaces 
OL 4-2748. 20 Years experience 
CROWN GLASS CO. 
515 FRANCISCO BLVD, 
GLASS — MIRRORS 
SHOWER DOORS 
PHONE GL 4-7109 
Commercial Prinling 
LETTERHEADS 
BILLHEADS 
ENVELOPES 
BUSINESS CARDS 
POLDERS 
PUBLICATION WORK 
Whatever Your Printing Needs. 
No Job Too Large 
or Too ^ a ll 


Independenf-Journal 
PHONE GLENWOOD 4-3020 
CALL J. E. ANDREU 
General contractor for any type 
construction, alternations, or ad­ 
ditions. DUnlap 8-5661. If no 
answer call evenings. 
L IG H f TRACTOR WORK 
Loader, bulldozer, posthole dig­ 
ger, rototiiiing. GL 4-2884 after 
5. 


10— M ikícoI InstTumenff 


PRACTICE piano, $75. Phone OL 
3-2557. 
HOY’S BUYS. RENTS, SELLS 
Used musical instruments. 
1133 4th St.. S.R. 
GL 3-4663 
MARIN MUSIC BUYS 
Used musical Instruments 1331 
Fourth St Ran Rafael GL 4-5754 


10-A— Musical Insfructioii 
MARIN MUSIC STUDIOS 
Beginning and specialized in­ 
struction, 
Accordion, 
guitar, 
piano, brass, string and wood­ 
winds. Rental instruments. 1331 
Fourth, San Rafael, GL. 4-5754. 
ACCORDION INSTRUCmON 
Superior training for beginning 
or advanced students. For ap­ 
pointment Phone GL 3-0998 
after 6 p. m. Monday through 
Friday. ENROLL NOW 
PROFESSOR CLAUDIO 
Violin and piano studio. Begin­ 
ners—advanced. GL 4-4924 or 63 
Hermit Lane, Kentfield. 
VIOLA WALTERS GOTTSCTÍALK 
Piano Studio—Fairfax 
121 Marinda Drive. GL 3-4216 
17— Livestock 


CHINCHILLAS 
Other business interests forces 
sale of my herd of 80 chinchillas, 
37 cages and other miscellane­ 
ous equipment $5,000. Broker 
welcome. May be seen at 23 Har­ 
bor Dr., Corte Madera. No phone 
calls. 
13— ^Poultry 
MUST sell 1,150 laying hens, white 
leghorns; all or part. Wm. M. 
Thomas, 1103 Lincoln Ave., San 
Rafael. GL 4-6559. ________ 
13-A— Farm Products 
APPLES $1 BOX UP 
Golden Delicious, all late vari­ 
eties. Theiller, 3 miles west of 
Cotati, 6789 Gravenstein High­ 
way, South corner Gilchrist 
Road. Sebastopol._____________ 
DELICIOUS apples. Bring own 
containers. Reasonable Twin­ 
brook 2-3507. 2214 Center Road, 
Novato, 
___ 
i4— Gardeii Supplies 
MANURE, black lop-soll, shredded 
and mixed to order. Field rock. 
E D, Strockblne. Twinbrook 2- 
3645 
SONOMA WALLROCK, $10 ton; 
FLAGSTONE. $31 ton; fireplace 
wood, mill ends, fieldstone. GL 
4-6704, OL 3-7914. 
RICH LOAMY TOPfiOIL 
2,000 YARDS right from a dairy 
•its. Rates on orders ovar JO 
yarda. Du S-6141. 


14— Garden Suppliei 
A-l RICH DARK TOP SOIL 
FIELDSTONE 
DEL. REAS. 
HERB SAXTON______ GL 4-3204 
STEER MANURE—rich. Black top 
soil, rates on orders over 10 yards. 
Delivered. Calls refunded on or- 
•ders. Novato. Tw'inbrook 2- 
2896._________________________ 
A-l TOPSOIL, FERTILIZER 
Fieldstone, rock. Reasonable — 
delivered. BOB HERMAN, GL 
4-9995 or GL 3-3149. 
PREE FILL 
SUN VALLEY 
GLENWOOD 4-3089 
NERVIANI BROS. 
GARDEN SUPPLIES 
For a better lawn and garden 
use our preparea top soil and 
fertilizer for lawns, flower gar­ 
dens and vegetable gardens. 
GL 4-2662 Field Stone GL 4-0804 


15— Pets 
FREE—beautifully marked fluffy 
black and white female kittens. 
7 weeks old. Phone Larkspur 
767-W._______________________ 
GERMAN shorthair Pointers. Reg­ 
istered. 4 months. Shots, wormed. 
DUnlap 8-3202. 
DOGS boarded, training, obed­ 
ience, 
hunting. 
Professional 
trainer. Jim Mace, Acom Acres 
Kennel. TW 2-2728. 
PART collie pups, white, cheap. 
DU 8-0344.___________________ 
BOXER puppy — AKG—excellent 
^digree. Reasonable. DU 8- 


KITTENS free to good homes. DU 
8-4561. 
BOSTON puppies, registered, 
champion sired. Male, $35; fe­ 
male, $50. Call after 5, GL, 
4-1163. 
(XXCKER SPANIEL PUPPIES 
FOR 
SALE. WALTONDALE 
KENNELS, R E G IST E R E D . 
TWii^rook 2-9305.____________ 
BOXER puppies, fawn, 6 weeks, 
good dispositions. No papers. $35. 
TWinbrook 2-3189, 
DACHSHUNDS — champion sired, 
smooth and long haired. Pets 
and show prosi>ects. Terms on 
Christmas 
puppies. 
DUnlap 
8-0'/67. 
SIAMESE adult free to good home 
if agree to spay. Phone Gljen- 
wQod 4-7849._________________ 
HUNTERS Attention! Brittany 
Spaniels, 5 month old males. 
Sired by French and American 
champions. Training already 
started. 
S o n o m a. WEbster 
8-2916. 
AT STUD Champion Dachshund. 
Smooth red. Finest blood lines. 
GL 4-4392. 
Weimaraners—Superior Breeding 
A.K.C. Registered. One male 
(líá years), one female (2% 
years). Write Independent-Jour­ 
nal, Box 184. 
_______ 
PEDIGREED dachshund pups. 
Red. smooth. Stud service. Reds 
or black-tan. Smooto or long- 
haired. Cheda’s GL f-4580.__ 
W ^ M A R A N E R püps7~AKÍf. 
champ sired, $106. Phone DUn­ 
lap 8-6091. 


FRIOIDAIRE REPRIGERA'TOR. 
EXCELLENT CONDITION. $125. 
DU 8-5828. 
FIREPLACE LOGS 
Immediate delivery 
GLENWOOD 3-93S4 
INTER CITY 
Furniture Warehouie 
1011 MAGNOLIA AVE. 
LARKSPUR 
COMPLETE LIKE OP NEW AND 
USED HOME FÜRNISHINOS 
OPEN 7 DAYS PER WEEK 
9-6 DAILY AND 10-3 SUNDAYS 
PHONE GLENWOOD 4-2484 
FORMERLY GOSS WAREHOUSE 
SALES 
VACUUM Cleaners for rent. $2 
weekly; applied to purchase. All 
makes, new and used, $19.50 to 
$69.50. (No salesmen) Phone Mc- 
Gowan’s. GL 4-2770.__________ 
SEASONED OAKWOOD 
Mill ends, $8 load. Free kindling 
with order. GL 4-6704, GL 3-7914. 
GUARANTEED used refrigerat­ 
ors: freezers. Bill’s Refrigera­ 
tion. (14 mile north. Corte Ma­ 
dera Intersection on 101) Corte 
Madera 1302 or 1283. 
FIREPLACE W O O D 
2 FT. LENGTHS SEASONED 
PH. GLENWOOD 3-8316 
MAYTAG WASHERS — Recon- 
tioned— 
Round tub, white pore., $49.95. 
Square tub, white pore., $59.95 
Square tub, white pore., $69.95. 
Dlx. automatic, 2 yrs old, $149.95 
Prices Include del., inst. 6e guar. 
RAY HIME 4th 6r C, San Rafael 
IRONER—ABC console style. Ex­ 
cellent condition. Hardly used 
$59.95. 
RAY HIME 4th 6s C, San Rafael 
STUDIO couch, converts into 
double bed, innerspring bolsters, 
$40. Thor ironer, $25. Hair mat- 
tress, $10. DU 8-3836._________ 
SACRIFICE . . . blonde modern 
living room set; bed-divan, 
chair, matching coffee table and 
end tables. Blonde desk and 
matching chair. Lamps go, too. 
GL 4-9448. 
CARPORT. Clover your car for 
the winter as low as $1 per sq 
ft. Hansen’s, Greenfield and 
Lincoln, San Anselmo. GL 4- 
9087. Open Saturdays and Sun­ 
days. ___________________ 


FINAL C LEA R A N C E 
TRADE-INS A N D USED 
SOFA’S, $10 AND UP. 
CHAIRS. $5 AND UP. 
TWIN BEDROOM COMPLETE 
$75. 
MANY OTHERS 


BELLACH'S 
FURNITURE 
777 FRANCISCO BLVD. 
OFF U.S. 101, SAN RAFAEL 
OPEN NIGHTS 
Monday, 'Thursday, Friday . 
LAMP SHADES 
Individually made to your order 
TOMA DECOR STUDIO 
1217 Fifth Ave., S.R., GL 4-6091 


AL’S USED FURNITURE 
Buy, sell, trade anything. 3036 
Bridgeway, Sausalito. Ph. 622-W. 
Res. GL 4-6656. 
WE BUYl-’ÜENlTUKÉ,"'ÍfrC.“ 
HIGHEST PRICES PAID, CASH 
JOHNSON FURNITURE CO. 
GL 3-1344 __________ 
HOTPOINT electric range, like 
new. Call evenings, GL 3-2634, 
ask for Frank._______________ 
EXTRA room? Make it in your 
garage, add a carport. P.H.A. 
terms, no down payment. Hau­ 
sen’s, Greenfield and Lincoln, 
San Anselmo. OL 4-9087. Open 
Saturdays and S u n d a y s.___ 
NEW 6i USED bloyclee7Ths Flxft 
Shop. 474 Magnolia Avs Lark­ 
spur. Phona Larkapor 11 


15— Misc. For Sab 
CHEAP buy I Lumber, ladder, wire 
screening, some tools, flashing, 
miscellaneous assortment for 
home care, repairs. GL 3-3780. 
PIANO, small grand, mahogany 
finish, reconditioned. Worth $690, 
will sacrifice for $395 because we 
need floor space. RAY HIME, 
4th 6c C S t. S.R. GL 4-2114. 
TWO single beds, coil springs, 
good mettresses, $35. 4 six-ply 
tires 700x17, good condition, $12 
all. TWinbrook 2-9065. 
STERLING by Alvin. Complete 
service for eight. Brand new. 
Never used. $240 value, $100. 
DUnlap 8-6552. 
____ 
NEW AND USED 
Pianos, ranges, refrigerators, 
sectionals, rugs, room group*. 
Term*' 
COMPARE OUR PRICES 
JOHNSON FURNITURE CO. 
1418 4th St., San Rafael 
ifOPER table top stove, 4 burners, 
center griddle. Good condition, 
fairlv new. $100. Phone GL 
_J-6456^______________ 
_ 
SElii 2 Royal Master tires, white­ 
walls, 8:20 X 15, 5,000 miles. $75. 
GL 4-8217. 
RED leather bar, black glass top; 
breakfast desk, mahogany; bed­ 
room set, twin beds complete, 
traditional mahogany ;desk-din- 
ner, new, Swedish modern. Misc. 
household items. Call evenings, 
week-ends, GL 4-7204. 
ELK5TRIC range, fully automatic 
General Electric. Triple oven, 
deep well, Presto-cooker. $150. 
DUnlap 8-6505. 
TV, SENTINEL 21” mahogany 
console, exceptionally good con­ 
dition, $100 or best offer. GL. 
4-8020 after 5 p.m. 
DINING room chairs, 8 uphc^- 
stered chairs, $10 each. Pressure 
cooker, canning, new, $15. Ac­ 
cordion, beginner’s 12 bass, $35. 
Hollywood head board, twin size, 
$15 pair. Glass lamp table, $10. 
. Miscellaneous household items, 
reasonable. Phone GL 3-4080 
after 5 p.m. 
EXCELLENT CHRISTMAS GIFTS 
Swiss musical door chimes play 
pleasant melody when door 
opens. GL 4-5509. 
TILT back couch and chair, green 
and grey. Phone GLenwood 
4-8365. 


t y p e w r it e r 
CORONA PORTABLE 
$29.50 
Pica Type—90 day guarantee 
RAY’S 
Office Machine Service 
1205 3rd St., S.R. GL 4-844S 
YOUTH bed, $10. Good condition. 
Phone GL 4-6406. 
UPRIGHT PIANO, GOOD CON­ 
DITION, $50 CASH. GL 4-5249. 
EUREKA stove with trash burners, 
clean, will sell best offer. 589 
Louis Dr., Novato. 
BED divan, chair and coffee table. 
Colonial maple, tropical print, 
excellent condition, $95. Phone 
GL 4-2459. 
5 olP :lubs, men’s starter set, 
slightly used, $40. 35mm German 
camera. Zeiss Ikon Contessa, $85. 
GL 3-3310. 
USED TV SET SALE 
. 


KLEIN TV 
3rd 6* FRANCISCO. GL 4-5021 
OPEN FRIDAY EVES. TILL 9 
New Home Owners 
Attention! 
COMPLETE FURNISHINGS FOR 
3 AND 4 R<X)MS 
Per Month 
and no down payment on 
approval of your credit 
WESTERN FURNITURE CO. 
1848 4th St.. San Rafael 


$25 


KENMORE automatic washer with 
sud saver, 2 years old. Excellent 
condition, $125. Phone GL 3-3140. 
#ORDSON tractor, mowmg ma- 
chines, rake, plow, scraper, disc 
electric ironer, electric dryer, 2 
sets bedroom fumlt «ic. Every­ 
thing nearly new. Galvanized 
eipe, valves, fittings and tools, 
lay be .seen Nov. 11th, 12th, 
^3th. Shaffer Ranch. 515 Davis 
ave., Novato. TWinbrook 2-9331. 
BARGAIN complete blond oak 
bedroom set. Double bed, box 
springs, excellent condition. $125. 
Walnut dining room table, 6 
chairs, newly upholstered, $75 
17” Magnavox TV, new $100. 
GLenwood 3-5959. 
2 pieces of used green oeleloom 
drapery covering area of 21', 84* 
long. A bargain. GL 3-7954. 
MAGIC Chef gas stove, older mod­ 
el, good condition. Reasonable. 
GL 4-8889. 
RUMMAGE SALE 
St. Raphael’s Mothers’ Guild 
Thurs. Fri.—Nov 10-11 
BIANCO’S GARAGE 
4th 6e E Streets, San Rafael 
Clothung, household items, books 
WHEEL CHAIR NON-COLLAPS- 
IBLE, good condition, cheap. 
Phone DU 8-1891. 
O. E. REFRIGERATOR OLD 
model, good working condition. 
$20. GL 3-6927. 
46” hand Loom complete, prac­ 
tically new, has now half fin­ 
ished material on same with all 
necessary material to finish. In­ 
spection invited. 91 Sunnyslde 
Avenue, Mill Valley, Phone DU 
8-1891. 
MODERN Blond oak bedroom set. 
Cost $650. Now $250. Modem cof­ 
fee table, $20. GL 4-2495. 
USED che.sterfield and chair to 
match. Reasonable. Wine col­ 
ored. 1433 Lincoln Avenue, San 
Rafael. 
FIREPLACE WOOD. A full cord 
of 2’ length slab wood. Delivered, 
$27.50. Call collect. ForestvUle 
4363. 
SHOTGUN, 12 gauge, magnum, 
winchester pump. With power 
pack, and pad. Almost new, in­ 
cluding 12 decovs. $90 full price. 
Phone GL 4-4994. 
WESTINGHOUSE a u t o m a t i c 
washer, $45. Westinghouse re­ 
frigerator, 7 cu. ft., 4 yrs. $75. 
Both very good condition. Easy 
chair $10. Bicycles $15. GL 
4-1815. 
2 wheel trailer, $20. See at 25 
Bella Vista Avenue, San Ansel­ 
mo. 
10” HEAVY duty table saw, 1Í0- 
220 volt, 1 h.p., 4 blades. Asking 
$150. Corte Madera 21-W. 
8 PIECE French provincial walnut 
dining room set. seats 12; exten­ 
sion table, buffet, 6 upholstered 
chairs, asbestos pad to fit. Per­ 
fect condition. Cost $1.650: will 
sacrifice for $800. GL 4-3072. 
Electric shaver—Ronson light­ 
er repair station. $1-|2 earrmgs 
77cent«, 600 pair. Wheeler’s 
Jewele^ Fairfax. OL 4-5489. 
WE buy furniture, applian 3s or 
what have you. Turn discards 
into cash. Phone use for free ap­ 
praisals. GLenwood 4-7095. Ma­ 
rin Furniture and Appliance Ex. 
change. 826 Second. San Rafael. 
FOR TOYS 
COME TO THE TOY CIRCUS 
IN SAN ANSELMO 
red w o o d » ft. rallrowl ties 11 
each. Nunes Bros. Call week 
daye t axn.- 4:90 pjn. Pk. 8e«- 
lalite lOa 
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16_Mifc. For Sale 
RUG, 9x15 coffee color scroll pat­ 
tern, Bigelow, all wool, with pad. 
‘ $60. Westinghouse electric roast­ 
er, like new, $20. Phone GEneva 
5-4649. 
BENDIX AUTOMATIC WASHER, 
IN A-l CONDITION, $30. RUGS. 
GL 4-9277. 
CROSLKY electric range, full 30” 
oven uaed 4 months. Call Corte 
Madera 988 after 6 p. m. 
ELECTRIC stove, Kenmcu-e, double 
oven, fully automatic, like new. 
GL 4-7567 after 6 p. m. 
6 WEEKS old Pan American W* 
apartment stove. Must sell by 
November 18th. Asking $80. 
Phone GL 3-6746. 
H. C. LTITLE 70,000 BTU oil floor 
furnace. Wall thermostat, GLcn- 
_ v ^ d _ 4 ^ 45L __________________________ 
4 ROOMS furniture and all appli­ 
ances, TV, baby furniture (bass­ 
inette, crib, etc.) Sell complete or 
separately. GL 4-9209.________ 
BICYCLE, 20”, boy's. Perfect con­ 
dition. Guaranteed. $30. Phone 
GL 4-7936. 
WINCHESTER 22 long rifle 16 
shot semi-automatic. New—won­ 
derful Christmas present. Cost 
$41.20 in October, sell for $30. 
Call Novato TWinbrook 2-2338. 
1 USED Westinghouse electric 
blanket, heats perfectly, $15. 
Phone GL 3-8010. 
USED building material. Doors, 
window sash and frame, hard­ 
wood flooring 25/32” x 3)4”; 
sheet rock, some plumbing ma- 
terial. GL 4-4178.____________ 


Beautiful Christmas Cards 
At Wholesale Prices 
VALLEY THRIFT SHOP 
Forest Knoll» 
Open 1 to 4 p. m. 
Except Sunday 
(Year 'round rummage sale) 
Delu xe electric range, dryer, re­ 
frigerator, late models; like new. 
Moving, must sell. Answer to 
some girl’s dreams. Phone GL 
4-6539. 


Fixtures— Liquor Store 
Weber refrigerator )4 HP com- 
gressor, 7 ft. serve yourself, 
an be used for beverage or 
dairy case, like new, $350. 
Neon 12 ft. vertical sign, with 
flasher, spells “Liquor” both 
sides, $150. 
National cash register, $100 
3 Weber made cases with steel 
supported adjustable shelves 
and counter, $150. 
Corona adding machine, $25 
Phone Belvedere GEneva 5-0430 
A FOLDING wheel chair in excel­ 
lent condition. All metal con­ 
struction. $30. Phone MO 3-1156, 
Ft. Reyes Statiom___________ 
'TELEVISION se,t 17", Motorola. 
Blonde console. Just overhauled, 
new tube. Perfect condition. $120. 
GL 4-7936. 
UrVTNG r oom: sectitmal $^; 
lamps $5 each; fireplace set com­ 
plete $35; gray mg 12 x 18 $65, 
tables: round $10, oval coffee $10, 
end $10. Range, 185; chest $35; 
yellow chrome dinette set $50; 
roll-a-way bed $15; Montgomery 
Ward automatic washer $85. GL 
_3-5551.____________ __________ 
TROPICAL fish aquarium, 15 and 
5 gallons, including heaters, 
thermostats, air pump with 
stones, filter, thermometer, 
cleaner, sand, plants. $35. GL 
4-0096. 
FOR quick sale* Little Giant 
washer $20; G-E 11 cu. ft. re­ 
frigerator $125; custom made 
yeUow draw drapes $50; lamps; 
bird's eye maple wardrobe. Flow­ 
er pots, tree pruner 10’. $2.50, 
garden hose and tools. All in ex­ 
cellent condition. GL 3-1798. 
NEARLY new O’Keefe Si Merritt 
fully automatic range. G-E 
wringer washer. Make offer. GL 
4-1350.______________________ 
11 CU ft. Kei Vina tor refrigerator 
with freezer compartment. 4 
years old. Looks like new. Asking 
$95. OL 4-2214. 
fiUNLAP power tools: drill press, 
wood lathe, 3 wheel band saw, 
each $35. Good condition. GL 
3-7692. 
ftARE OPPORTUNITY — Rues, 
genuine Chinese hand-tied, also 
some India hand-tied. New. For­ 
mer Navy man selling. Sizes: 
9x12, 10x14,11x15. Weekend, eve- 
nings, DE 3-2269. 
STUDIO couch $25. Blond oak 
desk $20. Matching book case $15. 
Leather inlaid coffee table $22. 
Leather inlaid, step table $15. GL 
4-0901. 
ENCYCLOPEDIA Brittanica with 
year books, like new. Atlas floor 
furnace, 30,000 BTU, GL 3-9448. 
STOVE, Wedgewood' gas, with 
trash burner. Will sell for $50 or 
trade for gas stove without trash 
burner. Twinbrook 2-983L_____ 
LOVELY walnut dining room set 
with buffet and 6 chairs, 2 18” 
extension leaves, custom made 
table pads. Zenith console radio 
with RCA 45 record attachment. 
Dinette set, oval table 4 chairs, 
chromium legs. All very reason­ 
able. GL 4-4904 after 5 p. m. 
KENMORE vacuum cleaner. Mne 
condition. No attachments. $8. 
DUnlap 8-3230. 
SILVER-blue mink cape. Nearly 
new. Excellet Christmas gift. 
Asking less than % cost. GEneva 
5-3355. 
TABLE top gas range, reasonable. 
Phone Corte Madera 257-R. 
i WHEEL hunting and camper 
trailer, $75. Sleeps two, mattress. 
Spare tire included. 810 Spring, 
Sausalito ^562-W 
WEDGEWOOD 4 burner stove 
with room heater, good condi­ 
tion. Sell or trade for chests of 
drawers. GL 4-7092. 
GAS range, Spark 4 burners with 
oven and broUer, good condition, 
$50. Chrome dinette set, blue 
formica, 3 plastic covered chairs, 
$25. Modern buffet, $20. Blue 
upholstered chair, $10. Upright 
piano, $50. GL 3-4897. 
DINING stt, Duncan Phjrfe ma­ 
hogany, 8 piece, extension table, 
$175. Lawson chair, $50. GEneva 
5-4862. 
ALL wool Beige broadloom car­ 
pet. 15 X 18. Foam rubber couch 
with bolsters. Both excellent 
condition. GL 4-7743. 
WEDGEWOOD stove 4 burner, 
porcelain top with trash burner, 
excellent oondition, $65. GL 
4-4168. 
DINING room set, walnut, 7 piec- 
e.s. Table, 5 chairs, 1 arm chair, 
side board. Glass china cabinet. 
Like new. Phone GL 3-3249. 


1 é-A— Building Materials 
USED building material. Doors, 
fixtures, sheetrock. 1 u m b c r, 
^helvingj^etc^Ss^^ 
14,B—Office Equtpment 
TYPEWRITERS — ADDING MA­ 
CHINES AND OFFICE FURNI­ 
TURE. Rental or lease purchase 
plan. WELLEN’S San Rafael 
Typewriter Company, OL 4-3824, 
Redwood Book Shop. MÜ1 VaUey, 
DO 8-1229. 
used. Steel or wo^ — complete 
stoc^ Moore’s SleUoMrf, 1317 
m W k 


16-C— Boats and S iy p lli 
DOUBLE ender fishing boat, grev 
marine, 2 and 1 reduction. 2s* 
6%’ beam. Phone Larkspur 9-R. 
SELL or trade raised deck plywood 
hull 25' X 9’ beam. No motor or 
cabin. Trade for outboard or 
boat and motor. Independent* 
Journal Box 210. 
26 FT. double ended crab fishind 
boat with Hicks engine 
$ ^ 
End of the seascm special. 14 ft. 
ski or fishing runabout. Nunes* 
jet. Save $100. 
18 ft. Mercury sailboat. Phone 
Sausalito 108. 
DELUXE 15 ft. Speediiner run-a­ 
bout. Wrap around windshield, 
custom upholstery, 40 H.P, Mer­ 
cury motor, very fast and excel­ 
lent ski boat. ‘Irailer and many 
extras. Used very little. GLen­ 
wood 4-9200. 
14’ V-bottom runabout, mahogan^ 
i lanked hull, cedar bottom. 1952 
0 h.p. Johnsoii motor. 'TWin- 
brook 2-2076.________________ 
1952 JOHNSON 5 H P. LG. SHIT. 
$75. SAUSALITO 838. 


17— Miscal. Wanfod 


WANTED—Old siyle baby buggy. 
Whose got one? GL 4-6686. 
WANT TO BUY SMALL ÜI*- 
RIGHT PIANO. PHONE GL 
3-3336.______________________ _ 
USED high chair reasonable, 
DUnlap 8-2563._____________ 
WANTED: Lional train, 0-2t, 
good condition. Spinet piano, 
Steinway or Baldwin, acrosonic, 
good condition. Phone GL 3-2908, 
SCRAP METALS bought. Brass- 
copper-leal-iron, etc. Radiators, 
batteries. Marin Metal*. Gate 
No. 3, Marinship. Sausalito 
353-M. 
WE BUV JUNK, autoB, machinery, 
scrap iron, equipm«at, maleriola. 
Phone GLenwood 3-2523._____ 
CLEAN cotton rags for wiping 
machinery. .07 lb. Bring them 
to the Independent-Journal Of­ 
fice. 


18— Real Estate For Sale 


CeiwtY Wide 
REDMOND'S 


Multple Realtor 
OVER 25 YEARS 
Offers 


SUN VALLEY 
Get the most out of San Ra­ 
fael’s beautiful climate. With 
winter coming on, you will ap­ 
preciate the way this house is 
situated to get the moat out of 
the winter sun. Two bedrooms, 
separate dining room with 
french doors to living room. A 
real women’s kitchen with large 
eating area, garbage disposal, 
fan, tile sink. Workshop area 
in basement, beautiful patio 
with vine-covered arbor. How 
much??? Only $13,500. P.S.I 
Close to school and shopping. 


VIEW & D O W N T O W N 
Ideally situated for those who 
like a home near shopping, 
transportation, etc. This horn# 
has two nice bedrooms, tile bath, 
Jarge living room with deck over­ 
looking San Rafael and the Bay,' 
Dining ell. central hall plan with 
entry to lower area with large 
playroom, bath, laundry and 
abundance of storage area. 
Beautiful sheltered flagstone pa­ 
tio and BBQ. Several fruit trees. 
Quality construction throughout. 
Home is in immaculate condi­ 
tion. Grounds completely land­ 
scaped with minimura uf care. 
Acking 124,506. 


Near ST. RAPHAEL 
* 
This 10 year old home Is ideally 
situated for thoee wishing a 
close-in location. It has three 
bedrooms, bath and a half plus 
powder room, huge living room, 
separate dining room, large con­ 
venient kitchen with breakfast 
area. Attractive center patio 
with BBQ, 2 car attached garage 
PLUS a small complete apart­ 
ment for income or family use. 
Asking $31,500. 
REDMOND'S 
Multiple Realtor 
1011 A STREET. SAN RAFAEL 
G L E N W O O D 4-4353 
CLOSED SUNDAYS 
PRIEN REALTY 
, 
950 Sir Francis Drake Blvd. \ 
Kentfield, Phone GL 3-3312 or • 
' 


SCO TTO & RO BIN SO N 
2060 4TH ST., SAN RAFAEL 
Ptione GLenwood 3-0622 


H AZEL FIELD PAULINE 
REALTOR 
ROSS REALTY CO. 
22 Poplar Ave., Ross 
GL 3-112á 
LEACH REALTY 
198 Sir Francis Drake Blvd. 
SAN ANSELMO GL 3-2603 


C O M M E R C IA L 
2 store buildings on San An­ 
selmo Ave. 1 blk. from Safeway. 
Comer lot, 60x160. $34,200. 
DE LU 
300 S. P. Drake. S. A.. GL 4-5008 
WHY KEEP MÓVÍNG7 
The growing family can keep oa 
growing in this 6 bedroom., 3 
bath dwelling on a level, sunny 
lot in Morningside Ct., near 
schools, buses, etc. It will OI 
for $20,000 or owner will carry 
back paper to expedite sale. 3 
car garage, fruit trees, pric# 
$22,000. ROSS VALLEY REAL- 
TY, Kentfield, Ph. OL 3-7240. 


SEEN O A K M A N O R ? 
A. R. Roumiguiere Inc, 
804 SAN ANSELMO AVE., S A. 
Ph. OL 3-6630, GL 3-1598 
GL 3-9589 


Bret Harte Realty 
MULTIPLE REALTOR 
115 WOODLAND AVE., S. R. 
Ph. GL 3-8063 or GL 3-8528 
CHOICE location—seclusion. 1 
bedrooms, 
baths plus. Clos# 
to commute. Must be sold. Ex­ 
cellent financing. Call Bert Sten- 
berg, GL 4-6983 or eves. GL 3- 
49TL_____________ 
____________ _ 
TERRA LINDA 
O.I. resale—transferred, muil 
•ell 7 months old 1 bedrooms, I 
battis. Patio, ftreplaoe, rodlanl 
heating, landscaped, fenoed. Loir 
mtmÜL Owner 01« 
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18— Real Estate For Sole 


County Wid« 


GREENBRAE 


$22,500 
Seldom is a 3>bedroom. 2 tiled 
bath ranch tjrpe home available 
in this section of Greenbrac. 
Just 2 short blocks inside the 
main entrance — a grand neigh­ 
borhood for children and com­ 
muters. Corner picture windows 
in the living room face Mt. Tam, 
kitchen i? the convenient "U” 
design with a good size nook, 
master bedroom 1» exceptionally 
large and there are many clos­ 
ets. Grounds axe well land­ 
scaped. A hard to beat opportu­ 
nity. 


$26,800 
Brand new — beautifully de­ 
signed L shape ranch home with 
heavy shake roof and redwood 
siding. In a central hall plan 
are 3 spacious bedrooms, 2 tiled 
baths, immense family room 
with sliding glass doors opening 
to a fenced In patio, dream kit­ 
chen with mahogany cabinets, 
dishwasher and disposal — and 
a lovely big living and dining 
room with mahogany fireplace 
waU. Level lot, 69x130 ft., within 
easy walking distance to school, 
commute 
bus 
and 
shopping. 
Truly a home of distinction and 
a tremendous value at the price. 
The Greenbrae Co. 


OPEN SUNDAYS 
DREENBRAB 
GL S-5645 


NIPPER-MARCHANT 
MULTIPLE REALTORS 


GUEST HOUSE. TOO 
$16,950 
This 
home 
c o u 1 d 
be 
headed, VIEW, SECLU­ 
SION, 3 BEDROOMS or 
just plain DREAM HOME 
A delightful 7 year old 
home with a lovely yard 
with patio and BBQ. A 
San Anselmo heme that is 
sun drenched year round. 
Ask fc«- Ed Buchsy when 
you call for an appoint­ 
ment. 


GREENBRAE— BRAND 
NEW 
$27,500 
Just finished is this gor- 
{jeous home with sp^tacu- 
ar view of mountain and 
bay. Custom built with S 
bedrooms, 2 baths, separ­ 
ate dining room and fully 
equipped electric kitchen. 
Nice level patio area. Close 
to Greenbrae School. See 
this deluxe home that’s 
tops in every way. Reduced 
as owner must have imme­ 
diate sale. 
NIPPER-MARCHANT 
208 Sir Francis Drake Blvd. 
3AN ANSELMO 
Ph. GL 3-2980 
Eves, GL J-0885 


368 (OLD HIGHWAY) CORTE 
MADERA. $15,750. 3 bedrooms, 
1^/i baths, spring water in pipes 
on property for garden of deep 
black soil. Rocwn for swim pool 
and nice quiet area. $2,500 down. 


5 GREENFIELD COURT (be­ 
hind 300 Greenfield Ave.) 3 bed­ 
rooms, 1% baths, almost luH 
basement. Exposed beams, liv­ 
ing and dining, mahogany doors 
and living room walls $16,500. 
$3,500 down. 


All Price! Are Net 
Fay Williams 
GL 4-1794 


$1250 DOWN 
Well 
constructed 
2 
bedroom 
home situated on % acre. Plen­ 
ty of privacy. Woodacre. Close 
In to community swimming pool. 
Paved roads. Full price $8500. 
C. R. DeWilt 
Serving this community over a 
quarter of a century 
FAIRFAX 
GL 4-4692 


3 BEDROOMS 
Well built 5 year old home on a 
large level well landscaped lot. 
Close to schools and shopping. 
Central heat and fireplace. Pew 
minutes from center of San Ra­ 
fael. This is a good buy. Asking 
$14,950. Exclusive. 
Swain Realty 
MULTIPLE REALTORS ___ 
1520 Fourth St., San Rafael 
GL 4-2120 or GL 3-2952 


SAN RAFAEL 
$1200 Down To Gl. 
Lovely 2 bedroom home; largs 
picture window, tUe bath, hard­ 
wood floor. Wonderful outdoor 
living area with pergola and 
BBQ. Pine, close-in location. 
Vacant and we have the key. 
Exclusive with— 


M. W. POLLOCK 
1000 5TH AVE., SAN RAFAEL 
Ph. GL 3-2308, Eves. GL 3-6575 


A SKIN G $3.250 
Apiece for 2 subdivision lots. 
Total frontage 157 feet. Only 
$500 down each lot to speculative 
builder. Down slope, desirable 
location. HOTCHKIN, GL 4-7338 
KedW(X)D, bay and oak trees 
surrounding this lovely 2 bed­ 
room, 1 bath, 2 year old home. 
Ideal setting for privacy, com­ 
fort and view. Large living room 
and kitchen. Perfect for casual 
living. Near stores, school, trans­ 
portation. San Rafael, private 
owner. $17,750. 
GLenwood 
4- 
7782. 
5 KNOLL LOTS 
3 bedrm., 3 bath nistlo home. 
Modern kitchen, 16 x 17 master 
bedroom, 
separate 
apartment 
downstairs, 2 patios, beautiful 
shrubs, lovely paths, a sylvan 
setting. Good location. Low at 
$28,500. GOSS, GL 4-6686. Lark­ 
spur office 81. 
$4250—PLEASANT 1-bedroom fur- 
cished hillside home. No stepa. 
JACK MOSS. GL 3-1810, GL 
4-5027._____________________ 
ÍTIY $2,000 down, take over large 
G.I.; 4 bedrooms, 2 full baths, 
low monthly_paymenti. Why pay 
rent? Call Í oím QL 4-88U or 
tveninga DC 1-1861. 
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County Wide 
County Wide 
Cowity Wide 


T IM M E R ' S 


For Your Best Buys 


Deep Water At 
Your Front Door! 
3 Bedrooms! $1 1,950 


Your boat is always handy for 
fishing! Hunting! Water ski­ 
ing! 
or just 
plain 
cruising 
around. Big kitchen with eat­ 
ing space. Long living room op­ 
ens out to sun deck. Real buy 
on today’s market. See now. 
Key in our office. 


Only $ 1500 Down 
Price $16,500! 
New listing! Owner says "sell!” 
4 bedrooms in one wing—2 baths. 
Sunflooded kitchen faces east— 
formica topped counters. Re­ 
versed 
planned 
living—dining 
room opens out to level patio. 
Cork floors. Comfortable radiant' 
heat. This is hot! See today! 


Near 5an Rafael 
New! 
3 Bedrooms! 
2 Baths! $19,500! 
Everything 
off “central 
hall 
pian” makes for comfortable 
living. A bright and cheerful 
kitchen—easy to work—easy to 
maintain! Sliding glass doors 
make for convenient indoor-out­ 
door living. Big level yot with 
view. Double attached garage. 
Easy Gl or FHA financing. .Va­ 
cant i<x quick occupancy. 


Long, Low Rambling 
Rancho! 5leepy Hollow 
$28.750 
Just listed! Must be sold! 3 mas­ 
ter sized bedrooms, 2 spacious 
tiled baths. Living-dining room 
stretches across the back over­ 
looking colorful garden and oth­ 
er fine homes. Big 2 car garage! 
Cabana! Includes top quality 
drapes and carpeting. A must 
see on today’s tour! ! 
REMEMBER 


SEE US BEFORE 
YOU BUY! HUNDREDS 
OF FINE HO M ES AND 
LOTS FOR YOU TO 
C H O O SE FROM !! 
i 
T I M M E R ' S 
961 B St., Cor 3rd, S. R. 
G LEN W O O D 4-8002 
EVES OL 4-2393, GL 3-6023 


Be Thankful 
This Thanksgiving 
In Your Own New Home 


$500 DO W N 
Handyman's Special 
Not fancy for sure, but a little 
paint and fixin’ would make this 
3 bedroom cottage quite livable. 
This home is in a sunny section 
of San Anselmo—has a large 
family size kitchen. Level patio. 
Full price is $6,950 with $500 
DOWN. Owner will carry bal­ 
ance with monthly payments of 
$65 per month. 


$ 1 2 , 2 0 0 
Park-Like Selling 
If you have been looking for a 
home with charm that is se­ 
cluded for privacy yet dose to 
transportation 
and 
shopping, 
have us show you this 2 bed­ 
room, 2 bath DOLL HOUSE. 
Only 5 years old. Owner will 
help on financing, so try $1,500 
dO'Wn. 


$16,950 
3 Bedrooms, 2 Baths 
BRAND NEW! This MODERN 
.'j bedroom, 2 bath has all the 
latest features — birch kitchen 
cabinets, garbage disposal, for­ 
mica counter tops, thermador 
oven and range, used brick fire­ 
place. Good size rooms, ample 
closet space, convenient floor 
plan and nice patio area. Sunny 
location and a wonderful home 
for a growing family. Easy fi­ 
nancing—SEE TODAY. 


$23,500 
Under Construction 
Have the THRILL of watching 
your own house grow! Excellent 
floor plan, 3 bedrooms and 2 
baths. Speccacular view of Mt. 
Tamalpais 
from 
large 
living 
room. LavisJi use of brick around 
fireplace 
and 
raised 
hearth. 
Only 3 blocks to bus and stores. 
You won’t have to be a chauf­ 
feur to your youngsters in this 
convenient 
close 
in location. 
SEE IT NOW while you have 
time to be your own interior 
decorator. 
Rose Paul Realty 
ON THE MIRACLE MILE 
2070 Fourth Street 
GLENWOOD 4-7522 


KENT 
In Exclusive I WOODLANDS 
5an Rafael Area 
3 Bedrms., 2 Baths 


NEW, JUST BEINO COMPLET­ 
ED ATTRACTIVE REDWOOD 
RANCH TYPE, in a very desira­ 
ble close-in neighborhood, view 
living room, mahogany paneling, 
distinctive fireplace, view of 
Tamalpais, will have delightful 
birch kitchen. Thermador oven 
and range, dishwasher, garbrage 
disposal, dinette area, view din­ 
ing ell, 2 car attached garage, 
part basement, nearly level lot, 
select your colors. Priced right 
at $32,too, builder must sell. 
ENTERTAINING? 
IT WILL BE A PLEASURE TO 
ENTERTAIN IN THIS NEW 
Redwood rambler 
with 
used 
bricks 
galore. 
Everything 
is 
oversized, including the modem 
birch kitchen, living room, clos­ 
ets, 2 car garage. 3 bedrms. and 
2 baths. Even the double lot is 
loaded with 
natural 
beauty. 
Close to bus and schools. All for 
$25,000. 


HI SCHOOL AREA 
2 BEDRMS. AND DEN 
15,750 
$ 
MODERN HOME IN IMMAC­ 
ULATE CONDITION, CLOSE 
TO SCHOOLS and shopping, 
view, living room with fireplace, 
2 large bedrooms, den, bath, 
large Kitchen with dining area, 
service 
area, 
large 
garage, 
fenced, very attractively land­ 
scaped. Small down payment 
considered. 


Reich Realty 
REALTOR - INSURANCE 
1520 4TH ST., S.R. 
GLENWOOD 4-6064 
EVES. CALL GL 4-6729, 
GL 3-1931 OR GL 3-7849 


FIRST TIME OFFERED 
Owner being transferred, this 3- 
bedrm., 2-bath home to be sac­ 
rificed for $17,950. 
Perfectly 
landscaped front 8s back. Beau­ 
tiful red tile patio. Family kit­ 
chen. 
Immaculate. Immediate 
occupancy. Close in San Rafael. 


VETERAN5 
PHONE FOR APPOINTMENT. 
We have 3, three-bedrm,, 114- 
bath homes ready for immediate 
occupancy. 
Nothing down to 
qualified veterans. Enjoy being 
in your own home during the 
holidays. 
TARRANT 
PH. GL 3-6220 
3570 Redwood Hiway, San Rafael 


DON'T THROW STONES 
If you buy me, as I have loads 
of floor to ceiling glass. I’m new 
and modem with lots of charm. 
I have 3 bedrooms, 2 tile baths, 
tliermador kitchen and 2 fire­ 
places with BBQ. I’m tops in 
construction and open to offers 
or trade. ADAMS & WATT, GL 
3-4280. Eves. OL 3-3757._____ 


For The Choosey Buyer 
Artistic 2 bath home, nearly new, 
with 
detached 
income 
unit. 
Close in, nice view, 2 car gar­ 
age. $27,500. 
SO LO N REALTY 
Phone C<»le Madera 201 


B. V. Ptngree, Realtor 
m TAMALPAIS DRIVE 
Corte Madera 1158 
Corto Madera 790 or 1180 


★ 
★ 
★ 
View Lot 
Approximately % acre, easy to 
build on, close in, with trees, 
sun and view. This is a very 
good deal and it won’t last long 
at only $6,000. Exclusive. 
★ATTENTION^ 
Estate Buyers 


We have 6 top notch properties 
in the finest of neighbomoods. 
From $28,400 to $46.000. All of 
which appeal to the very dis­ 
tinctive taste. If you are look­ 
ing in this price range by all 
means call us for an appoint­ 
ment to inspect these lovely es­ 
tates. 
SHANGRILA 
Marine view on a knoll site of 
^ acre plus; no stairs. Lots of 
outdoor 
level 
area; 
mature 
shrubs, used brick, majestic live 
oak beside a big rock that looks 
like a king size Blarney Stone. 
Ranch type, 2 bedrooms, big liv­ 
ing room, tile bath. Big double 
detached garage, extra parking 
area. One of Bret Harte Height's 
coziest! $21,500. You’ll be glad 
you bought it. 
$1250 DOWN 
WATERFRONT 


2 bedroom, 2 baths, plus den, 
marine view, central heat. BAY- 
SIDE ACREa 
$16,750. 
★ TRADE ★ 


New 3 bedroom. Indoor BBQ, 
used brick, thermador oven and 
range, etc. in exchange for your 
property. Amazing deals avail­ 
able now Including new duplexes. 
Pierce Realty 
1601 Second Street 
SAN RAFAEL 


Ph. GLenwood 3-3540 


I'M A D O G 
but gosh, what a lot and what 
possibilities I have! I’m in the 
finest Ross area, walking dis­ 
tance to just everything. 1 have 
3 bedrooms, 2 baths, and enor­ 
mous living room and a large 
kitchen. I have loads of closets 
and storage space. I’m Just beg­ 
ging for someone with some Im­ 
agination and ingenuity. I'm ripe 
at $17,500 with good terms. 
ADAMS & WATT, GL 3-4280 
Eves. GL 3-1037. 


FABULOUS 
LAGOON HOME 
Only one available, brand new 3 
bedrms, 2 fully tiled baths. 
Central hall plan, huge walk-in 
closets. Mahogany and tile kitch­ 
en, GE built-in range, oven & 
disposal. Exceptional detailing 
throughout. Level, fenced lot. 
Desirable sheltered location. On 
Corte 
Madera’s 
own 
lagoon. 
$23 000 
MARINERS REALTY 
626 TAMALPAIS DRIVE 
CORTE MADERA 1515 


SEEN O A K M A N O R? 
A. R Roumiguiere Inc. 
804 SAN ANSELMO AVE., SJL 
Ph. OL 1-6630, OL 1-1598, 
OL 8-0588 


"Livewire 
Lindskog" 


3 Bedrms., 2 Bafhs! 
New! $23,800! 
Beautiful Sleepy Hollow! On a 
bull-dozed level shelf! Southern 
exposure. Sun all day. Modern 
conventional. Sliding glass walls 
open from living room to patio, 
huge brick fireplace, Thermador 
kitchen, woodsy interior with 
exposed beams. No steps. ^ acre. 


$1500 Down! 
Only $9.250! 
2 Bedrms., White Rustic 
Large level lot. Sunny. Easy 
level walk to school. Venetian 
blinds, harwood floors, service 
porch. Why so cheap? This out 
• of town owner wants to liquidate. 


Veterans $300 Down 
3 Bedrms., $13,950 
Fireplace, hardwood floors, large 
kitchen, with dining area, tUe 
bath, like new. 


3 Bedrms., $15,950! 
5 Years Old! 
Roomy! Large kitchen, large din­ 
ing area, out back a charming 
patio, private, sheltered, level, 
oak trees, very close to school, 
fireplace. 
Owner 
transferred, 
owner will help in any way pos­ 
sible to sell the house, such as 
financing, etc. 


Family Room! 
Big Kitchen, 3 Bedrms. 
2 Baths, $23,0001 
Just up from Miracle Mile. 
Handiest location in all Marin 
County. Southern exposure. 'The 
living room looks out over beau­ 
tiful Ross Valley Sc M L Tamal­ 
pais. 2 stall showers. Oak plank 
flooring. Central blower heat, 
shake roof, some blinds and 
drapes included. 


Phone Salesmen Below 


ANY TIME FOR INFORMATION 
OR APPOINTMENT 
"Livewire 
Lindskog" 
910 Irwin St., SH., OL 4-0833 
PI^N E EVES. 
OL 3-8321, GL 4-6643, DU 8-6994 
GL 3-6930 or DU 8-0336 


County Wide 


Bayside Acres 
A perfect home for those 
desiring a view, a little pri­ 
vacy and a nice level rear 
yard with patio, lawn and 
: encing. 7 years old and in 
excellent condition. 2 bed­ 
rooms, 1 bath plus maid's 
quarters on lower level. 
Living-dining room com­ 
bined with balcony for out­ 
door eating and sunning. 
Plenty of storage space. 
Large lot. OWNER SAYS 
•‘SELL”—ail 
offers sub­ 
mitted. $22,500. 
Parraelee Realty 
RT. 1. BOX 624 
San Pedro Road, San Rafael 
GLenwood 3-5373 


Stone Realty 
"A sk Those W e ’ve 
Served" 


SLEEPY H O LLO W 
3 bedroom, 2 bath home all on 
one floor on approx. an ACRE 
site. Bulkheads — buckets of 
paint — and landscaping would 
turn this into your dream house. 
FINANCINO can be arranged! 
ONLY $14,800. 
Stone Realty 
Multiple Realtor 
2228 4th St., s. R., GL 4-5722 


GEE, I W ILL Gl 
And I’m a real cutle, brand new 
and chic, just meant for young 
modems. All my rooms have 
natural exposed beams and I 
have a manogany paneled fire­ 
place. I have a dining room, and 
my kitchen is a homemaker’s 
dream with GE stove and oven, 
birch cabinets, dishwasher and 
disposal. I have 
cheerful bed­ 
rooms, 3 tile baths, and good 
closets. Of course, I have central 
heating and hardwood floors and 
I’m tops in construction. My lot 
is level and I am situated among 
very expensive homes. I'm yours 
immediately and for just $18.000. 
ADAMS Sc WATT, GL 3-4280, 
GL 3-4755. Eves. GL 4-0636. 


LEASE OR SALE 
Studio home. Level, close In, 
completely redecorated. Garage, 
workshop, 
completely 
fenced. 
Stove, r e f r i g e r a t o r . $11,000. 
Terms. Or lease $80 month. 
Suitable for couple. Smiley, GL 
4-1321 or GL 3-7852. 
CLOSE In San Rafael, never of­ 
fered before. Large 2 bedroom 
ranch home, separate dining 
room, beautiful level lot, $2,500 
down, easy financing. Speculat­ 
ors’ attention. R-3 zoning. Call 
GL 
4-6983 
or 
evenings 
GL 
3-5139. 
!! TW O IN ONE I ! 
MAKES IN CO M E FUN 
Yes, your life and your tenants 
can be completely private when 
you own these 2 lovely homes on 
this large level lot. Owner has 
choice of 2 bedroom or 3 bed­ 
room bungalow—rent the other. 
Close in location. Always rented. 
Here is your easy way to live well 
and have an Income besides. In­ 
vestigate today! Owner wants 
offer! Asking $19,950. Call eve- 
/ nlngs, MR. KING, GL 4-3916. 


APARTMENT HOUSE 
Within walking distance of bus 
and shopping. Will gross approx- 
$14,000 per year. (W d financ­ 
ing available. Price $89,500. 
Marin Town & Country 
3rd and D. Opposite Post Office 
a R. OL 4-3145. Evee. OL 4-4518 


GRAND 
OPENING 


WESTERN ESTATES 


3 Bedrooms, 2 Baths 


• Hugo living room 
• Large fireplace 
• 2 baths, stall shower 
• 3 spacious bedrooms 
• Hardwood floors 
• Sliding glass door to 
patio 
• Mahogany cabinets and 
doors 
• Kitchen exhaust fan 
• Garbage disposal incL 
• Snack bar 
• Forced air heating 
• 2 car garage 
Choice of Colors 
Paint, tile and linoleum 
throughout house. 
Curved sidewalks and all 
utilities in and paid for. 
Lot up to Va acre and 
many other deluxe fea­ 
tures. 


No Down Payments 
To Vels 
$75 PER MONTH 
incl. Principal & Interest 
★ MODEL HOME 
OPEN ★ 


DRIVE UP 101 HIGHWAy TO 
NOVATO BLVD. 
(NOVATO). 
TURN LEFT AND FOLLOW 
SIGNS ON NOVATO BI.VD. 


KIT-MAX 
CONSTRUCTION CO.. 
INC. 
NOVATO—Ph. TWlnbrook 2-231» 
SAN FRANCISCO BA 1-2032 


Couwty WIda 


Immediate Occupancy 
Yes, you can move right into 
this cute 2 bedroom spotless 
borne, close in to San Anselmo. 
Nice size living room with fire­ 
place, large dining area, con­ 
venient kitchen, stall shower, 
cement patio and minimum of 
yard work. LoW down payment 
to Gl. Good financing to non 
vet. May consider leasing with 
option to buy. Price $13,000. 


Seeing Is Believing 
4 bedrooms and 2 baths in San 
Rafael. Only 
7 
months 
old. 
Lovely over-size 
living 
room, 
with view windows, a full size 
dining ell, and delightful kitch­ 
en. 2 bedrooms up and 2 down 
with inside 
and 
outside en­ 
trances. Ideal for in-laws or 
large family. Oversize 2 car gar­ 
age. Will Gl with 10% down. 
Price $19,750. 


Ted Fraize, Realtor 


DEL MONTE REALTY 
MULTIPLE REALTORS 
2042 4TH ST., SAN RAFAEL 
Ph. OL 3-5142, Eves. DU 8-4263 
GL 3-2494, GL 3-6700 


NO STEPS 
NO HILLS 
Absolutely level house Sc yard. 
Walk from living room or sep­ 
arate dining room to patio. 2 
twin size bedrms. Tile bath, and 
good size kitchen. I block to 
store Sc bus. Owner ready to 
move. $17,500. 


R. N. CLAYTON 
REALTOR-INSURANCB 
509 Fourth St., San Rafael 
GL 3-3936 
GL 3-5085 


VIEW 11 


One of the county’s most gor­ 
geous panoramic views. Nearly 
level 3 acres. Stores and bus 
within 5 blocks. Owner requires 
cash. Will sell entire view par­ 
cel for only $15,000! What a 
value! See this TODAY. 


R. L. S. D O G G E H 
REALTOR 
21 Poplar Ave., Ross, GL S-3360 


VETERANS SPECIAL 
Darling 2 bedroom home, 3 years 
old. On large, level sunny fenoed 
lot. Nice patio, fireplace, car­ 
port, near pool. Will Gl $11,950. 


REDUCED TO $17,950 
1 year old, 3 bedrm.. 2 bath home 
on a gorgeous level knoll. With 
marine view. Used brick fire­ 
place, raised hearth, dishwash­ 
er, double garage, owner trans­ 
ferred. Must be sold. $2,300 down 
to Gl. 


LOUISE V. W ALSH 
735 SIR FRANCIS DRAKE BLVD. 
MULTIPLE REAL’TORS 
S. A., PH. GL 3-1963 
OPEN SUNDAYS 


DOLL HOUSE 
The cutest thing you’ve ever 
laid your eyes on. Compaction 
of charm, story book garden, on 
a shady street in the heart of 
San Rafael. Close to everything 
important. 1 large bedroom with 
an alcove. Priced at $10,250 for 
quick sale. 
DE LU 
300 S. F. Drake, S A., GL 4-5600 


DRIVE BY 
813 Fifth Ave., S.R. 
46x116 commercial 
zoned 
lot. 
Present income of $270 month. 
Excellent potential for offices or 
atorra. Owner wants 
a 
quick 
sale. Call Mr. Van Soest, tvea 
OL 1-1329. 


Western Living At 
IT'S LEVEL BEST 


One beautiful acre of level 
ground has been divided into 
three 
areas, 
one 
beautifully 
landscaped, one concrete and 
brick and % acre fenced corral 
with horse stall. There remains 
oodles of room for a pool. In a 
wind sl eltered area of lovely 
vistas and fine homes. This 
charming 3 bedroom ranch style 
is outstanding for its finished, 
well groomed appearance. Price 
includes all Sleepy Hollow priv- 
üeges. $24,500. 
Kaenel-Healion- 
Morphy 
RESIDENTIAL AND 
COMMERCIAL 
1833 4th St., S. R., GL 3-8273 
Multiple Listing Service 
Eves. GL 3-1982 or GL 3-9320 


ROSS 
Level 3-bedrm., IH-bath older 
home on 80x170-11. lot. Large 
dining room, modem kitchen Sc 
breakfast nook. 
Walking dis­ 
tance to bus Sc stores. $23,000. 


CORTE M ADERA 
4-bedrm., 2-bath older home, 
completely redecorated. Spacious 
living 8c dining combmatiCHi. 
Convenient U'Jndry room off 
kitchen. 
Wired 
220. 
Asking 
$17,500. 


ROSS LOT 
Beautiful, level comer lot. 
$7,500. 


$1200 D O W N 
Cute 3-bedrm. cottage on a hill 
with a beautiful view. Pull price 
$7,750. 
"CROKER 
THE BROKER" 
MULTIPLE LISTING SERVICE 
228 Sir Francis Drake Blvd. 
San Ansehno, Ph. GL 3-9350 
Eves. OL 4-7663 or GL 3-3710 


Key-Marin Homes 


CONVENIENT 
LOCATIO N 
3 bedroom contemporary home. 
Large kltehen, electric dishwash­ 
er, garbage disposal. Fireplace, 
central heat, wonderful climate. 
1 year old. Price $15,500. 


HO M E OF DISTINCTION 
ADDRESS: COUNTRY CLUB 
HEIGHTS. Spectacular Marin 
V i e w, 
superior 
workmanship 
makes this spacious 2 bedroom, 
2 bath home this or any year’s 
best buy. Large den. separate 
dining room, 2 car garage. Price 
$37,500. 


DUPLEX 
2 bedrcKuns each, central heat, 
level, well landscaped property. 
3 blocks to town. A-I construc- 
lion. Price $26,500. 
Key-Marin Realty 
532 Third St.. San Rafael 
GL 4-8654 
After 7 p.m., OL 4-8771 
Open Saturday and Sunday 
To Serve You 
CLOSED MONDAYS 


CORDONE REALTY 


NEAR THE HEART 
of San Anselmo is where this 2 
bedroom, 2 bath home can be 
found. The separate dining room, 
large living room and detached 
workshop or storage room all 
add up to make the desired fea­ 
tures of this older home. All on 
one floor. Only a stone’s throw 
from bus, shops, churches and 
schools and set on a level lot. 
$14,000. 


A NEW LISTING 
in sunnv Momingside Court. 
Built only 1^ years ago and 
containing 3 bedrooms, comer 
fireplace, and sliding glass doors 
leading to the professtonally de­ 
signed patio and garden. 2 car 
garage. Only 5 minutes to bus, 
grammar and high school. Good 
financing. $21,500. 


DO IT YOURSELF 
This well constructed 3 bedroom 
home has excellent concrete 
foundation Sc hardwood floors. A 
little paint 8s polish would make 
. it look like a million. Large liv­ 
ing room, iireplace, separate din­ 
ing room, breakfast area, large 
level lot. 1 block to bus, stores. 
Only $14,500. Owner anxious. 
CORDONE REALTY 
Opposite Depot in San Anselmo 
OL 3-5262 or Eves. GL 3-3323 
Open Saturday and Sunday 


Darling Sunny Coffaga 
Covered lanal off kitchen. Sep­ 
arate dining room. Level, Good 
area. Gl resale (large loan). 
$13,500. 


C A SH TALKS 
For discriminating buyer with 
good taste and a good down pay­ 
ment. Delightful, artistic house- 
plan, super-constrution. Qorge- 
ous view from every room. Max­ 
imum privacy, but no hill to 
climb. 2 bedrms., 2 patios with 
oak trees, brick fireplace, plank 
floors. This home Is lovely Sc 
livable. $16,750. 


"BEEHIVE REALTY'' 
2044 Fourth St., San Rafael 
(Miracle MUe) 
GL 4-6771 
Eves. GL 3-2422 


W H Y KEEP M O V IN G ? 
The Rowing family can keep on 
growing in this 6 bedrm., 3 bath 
dwelling on a level, sunny lot in 
Momingside Ct., near schools, 
buses, etc.; It will Gl for $20.000 
or owner will rarry back pa'per 
to expedite sale. 2 car garage, 
fruit trees. Price $22,000. ROSS 
VALLEY REALTY, Kentficld, 
Ph. OL 3-7240. 


MUST HAVE ACTIO N 
Nif^ 2-bedroom, clean, neat, on 
level fenced, landfcaped lot. 
close in. It’s a pickup at $11,750. 
OoBs, GL 4-6M lArkipur of­ 
fice 8L 
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CoBiity Wide 


★ 
★ 
★ 
★ 


Gl. APPRAISED 
$15,500 
A low down payment will buy 
this pretty ranch-style home. 3 
BIG bedrooms, central gas heat, 
Swedish modem iireplace. large 
kitchen with breakfast nook, tile 
bath and 
glass-enclosed 
tub. 
Huge LEVEL lot with patio and 
nice landscaping. Just 2 years 
old In a sunny ory location and 
a great place to raise a family. 
If you are not a VET you can 
take over owner’s 4% loan. 


TRADE— TRADE 
$15,950 
Owner no longer needs this 4 
bedroom, 2 bath home and would 
consider trading for a small 2 
bedroom house. There is a large 
rumpus room too—so ideal for 
chiloren’s winter play space. 
Built in 1949 and in excellent 
condition. Sunny, lovely view, 
good San Anselmo district, walk- 
ixig distance to fine grade school 


SEE AND CO M PARE 
$29,950 
Make your own comparison on 
the basis of quality and floor 
space and you'll recognize the 
sound value in this attractive 
and Immaculately maintained 
home. FOUR bedrooms, THREE 
baths, plus large knotty pine 
filayroom. TWO fireplaces, cen- 
raf hall plan, stunning Birch 
kitchen with dishwasher and 
waste disposal, 2 car attached 
garage. Fenced landscaped prop­ 
erty In one of San Rafael’s most 
desired areas. Wc will be happy 
to show you this line property 
any time at your convenience. 


$27,000 
ESTATE SALE 
This home will be sold not lat­ 
er than Dec. 4th at the highest 
price offered over the appraisal 
in order to close estate. Here is 
your opportunity to purchase a 
fine home at a proven RIGHT 
PRICE. Just 4 years old, 3 bed­ 
rooms, 2 baths, central hall 
plan, forced air heat, 2 car gar­ 
age and excellent storage space. 
Well landscaped, big patio, plen­ 
ty of room for a pool. VACANT 
—inspect anytime. 
LISTINGS NEEDED 


BUSINESS IS G O O D 
Let Us Sell Your Home, 
Lot or Income Property 
W O O D S O N 
REALTY CO. 


2202 4th Street 
SAN RAFAEL GL 4-8500 


4 Tunstead 
SAN ANSELMO, GL 4-3100 


★ 
★ 
★ 
★ 


Novato 


BRAND NEW 
$500 Dn. Pius Closing 
To Gl 
3 bedrooms and family room 
with ideal indoor-outdoor living. 
Window walls, thermador range 
and oven, lovely level lot, com- 
filetely fenced. 2 car garage. 
18,350. FHA financed. 
Vera Rivers 
14 Redhill Ave., San Anselmo 
AT THE SHOE DRIVE-IN 
ON THE MIRACLE MILE 
OL 3-3158 
EVES. 3-1301 


2 BIG LOTS 
and a livable 2-level older cot­ 
tage in good shape (needs paint). 
Take aU for $7,500. Goss, GL 
j4^6686j^^^lArks^i£__offira^^^^^^ 


Paradise Cove 


EXCLUSIVE Seafirth. New, ram­ 
bling ranch-style homes. Com­ 
munity pool, dock beach. Priced 
S36.750. 
■ 
from 
GEneva 5-4751. 
Loffcspur 


"Not A Tract Home" 
Full 5 rooms, cozy living room 
with 
fireplace. 2-car garage. 
View. $11.750. 
3 Bedrooms, Stucco 
home, large level yard. BBQ. 
Patio. Excellent condition. 
$12,750. 


4 Bedrooms, 272 Baths 
Fireplace, central heat, lanai, 
lots of «tone work. Fruit trees, 
sprinkler system. View. $1,500. 
Terms arranged. 


MABELLE CULPEPPER 
REALTOR 
11 YEARS REAL SERVICE 
513 Magnolia Ave., Larkspur 
PH. LARKSPUR 634-J 
REAL ESTATE GOSS 
Larkspur office Ph. 81 
Licensed Realtor. GL 4-6686 or 
SERVICE—ACTION—SALES 
MULTIPLE LISTINGS 


Woodacre 


BY owner, $10 500. 3 bedroom 
home. Detached garage, sunny, 
level location. Woodacre. Elec­ 
tric stove included. GL 4-2515. 


Fairfax 


3 FURNISHED apartments. In­ 
come $155. Price $13,000. Fruit 
trees. Phone Fillmore 6-6974. 


Tiburón 


VIEW LOT. Sheltered, overlooking 
Racoon Straighti, San Francisco 
and East Bay. Half acre. Phone 
Bayview 1-5417. 


Btlvedero 


Lots—Homes—Income Properties 
UST WITH 
N. VAN BERGEN & CO . 
61 MAIN STREET. TIBURON 
GENEVA 5-0307 


Strawborry Knoll» 


Spacious modem 3 bedrm.. fam­ 
ily room, 2% baths, on 2 comer 
lots. Move right in now. $27jbO. 
ALEX YOUNG REALTY 
Marin Town Sc Countnr Centof 
9M O tm DUNLAP 8-0640 • 


NEW, custom built 3-bedroom 
home on comer lot 100x96. 1^ 
baths with vanity, bea.med, liv­ 
ing room, hardwood panellng, 
large fireplace, birch cabinets, 
barbecue, famuy room. Central 
heat. 
2-car 
garage. 
$16,500t 
Twinbrook 2-3794. 
___ _ 
HILLTOP 
Sweeping view, extra large ly ­ 
ing romn with picture windows, 
4 bedrooms, 2 baths. Rumpus 
room with BBQ. Work room and 
basement. 2 car garage. $27,500. 
ALEX YOUNG REALTY 
Marin Town Sc Country Center 
PHONE DUnlap 8-0540 
REAL BUY 


• Commercial Lot 


Located in Novato, the fastesl 
growing area in Northern Cali­ 
fornia. 
PRICE TO SELL AT $8.500 
An older 2-bedroom home in­ 
cluded. Low down may handle. 
HURRY! These kind don’t last 
BELLUCCI 
REALTY COMPANY. 
7464 Redwood Hrghway 
TW 2-2231, TW 2-2631 Eveg. 


ROTH REALTY 
MULTIPLE REALTOR 
877 SWEETSER AVENUE 
PROPERTY MANAGEMENT 
TWINBROOK 2-3770 or 2-2096 
FOFi A BETTER BUY SEE 
NORTH M ARIN REALTY. 
MUL’nPLE REALTOR 
1213 Grant Ave., TWinbrook 3-969Í 
E\'es. TWinbrook 2-9430 


GEORGE PEARCE 
MULTIPLE REALTORS 
Machin Ave., Next to Post Office 
TWlnbrook 2-2418 Day or Night 
Gl RESALE 
$1,000 down payment. 3 bedrms^ 
1^ baths. 2-car garage. Picture 
windcws, iireplace, central heat 
garbage disposal, fenced yard. 
Patio. $16,000. 


SECLUDED 
7% acres, level and rolling. Oak 
trees. View. Can be subdivided. 
$19,500. 


NEAR TOW N 
1 bedroom house, living room 
with fireplace. 
Lot 75 x 135. 
Beautiful view. 
All utUitira. 
$9,000. 


SMALL FARM 
% acre level 2 bedroom house. 
Picture window. Fireplace. 2 car 
garage. 
Small chicken house. 
IVut trees and shrubs. $15,500. 
KNUTTE REALTY 
PIONEER FIRM OP NOVATO 
101 Highway at Stoplight 
Phone TWlnbrook 2-9235 


Mill Valley 


BEAUTIFUL NEW HOUSE 
Must be seen to be appreciated. 
2 bedrooms, 2 baths, iireplace 
upstairs and down, sun deck. 
Spectacular view. Rumpus room. 
Downstairs uncompleted. Easy 
financing. See 
owner 
except 
Friday, 18 Buena Vista, 
MiE 
Valley. Phone DUnlap 8-3082. 


LIHLE FARM 
Over 2 acres with oak trees. 20 
minutes from S.R. Small 3 bed­ 
room home, divided into 5 lota. 
Approx. % acre each. $14,950. 
DON GEDDES 


447 Miller Ave. Mill Valley 
DU 8-6160 
Tiburón Blvd., Tiburón 
Gl RESALE. $13,000 loan, $86 
month including insmance and 
taxes. Close in, non tract Cape 
Cod home with 2 bedrooms 
downstairs, plus large attic for 
2 more. Level, 10,000 sq. ft. lot 
with lawn and patio. 6 months 
old. Total price $15,800. DUnlap 
8-6839. 


Ross 


Ross View Home 
Enjoy entertaining in your own 
sky room. 4 bedrooms, 4 baths, 
maid’s room, library, bar and 
solarium. Dishwasher and dis­ 
posal. 2 tile patios. BBO with 
fireplace. $55,000. Open lOf of­ 
fers. GL 4-1574. 


G O O D 
striking 2 bedrm. 2 bath with 
crisp modem exterior lines. Big 
living 
Sc dining combination 
with MONTE CRISTO stone 
fireriace and redwood doweled 
waL. Big bedrms, large closets, 
thfrmador kitchen. 3 rooms, 
guest cabin finished in Early 
American style. Trim sunny gar­ 
den Lot 75 ft. wide. 
$25,950 


ROSS 
Trees, view, close in. 3 superb 
features that add to the enjoy­ 
ment of this fine 4 bedrm., 2H 
bath home. Gracious well-pro­ 
portioned living room with fire­ 
place, sep. din. rm. Bsmt. hobby 
rm. or den will appeal to you as 
that very necessary extra space. 
Close in, sunny site. Asking 
$28,500. 
EXCLUSIVE WITH 
Farrington Jones & Son 
Eeitablished in Marin Since 191i 
Opp. San Anselmo Sta. GL 3-6691 


Out Of County 


GRADE A DAIRY 
FOR SALE OR LEASE 
Located 1 mile east of Sebasto­ 
pol. 120 cow herd, mostly Jer­ 
seys. Very high production. In­ 
cludes 2,800 lbs per day, grade A 
contract with Petaluma co-op. 
All iarn and Inigation equip­ 
ment included. Has 110 acres 
irrigated pasture, about 50 acres 
of hay land, and about 50 
acres of dry pasture. Excellent 
buildings. A real money-iuaker. 
Illness forces sale or lease. Best 
Sc Feaks Realtors. 158 Santa 
Rosa Ave., Sebastopol, phone 
2110. 


San Garonimo 


ONE ACRE, good 2 bedroom homc 
fine garden sdII fruit and walniu 
trees. Has own well to irrigate. 
Asking $14,000. STROUT REAL­ 
TY, GL 4-2578. 


18— Real Estate For Sale 


Corte Madera 
Radiant heat through hardwood 
floors. 3 bedrooms, tile kitchen 
and bath. Excellent floor plan. 
Plrcplace. Attached garage. Ter­ 
rific yard. Gardener’s Paradise. 
Level. Close to everything in 
Corte Madera. Only $16,750. 
MARINERS REALTY 
626 TAMALPAIS DRIVE 
CORTE MADERA 1515 


A CUTIE 
1 bedroom plus. Plenty room for 
expansion. 
Large 
basement. 
Close in. $8500. 
SPLIT LEVEL 
S bedrooms, 2 baths, patio. Less 
than year old. Easy financing. 
$16,250. 
2 NEW ONES 
3 bedroom, 2 baths, rustic and 
modem. Lovely setting. $19,$50. 
$22,500. 
Large sunny lot, $4,300. 
Woodacre. $4,500. 
Large commercial lit, $10,500. 
Wm, E. Doud & Co. 
510 Tamalpais Drive 
CORTE MADERA 1364 


Son Rafael 
spectacular view lot, 1 acre. 
Trees, slight down slope with 
ideal heme site, restricted exec­ 
utive. residential. North San 
Rafael city limits. $6,500. San 
Francisco MO 4-8073. 
I bedrooms, Uvlng-dining com­ 
bination. central hall plan, 
weatherstripped. insulated. Va­ 
cant. Call owner, 8-10 am., aft- 
er 5 pm.. GL 3-6388, 
^ r • • • -9 
----------- 
r BEDROOMS, hardwood floors, 
fireplace, tile hath— kitchen, 
patio, lawns, re-decorated. Good 
financing. 87 Billou. Owner GL 
4-6004. 
FAMILY home, 5 bedrooms, 2 tile 
baths, central heating, ccraibina- 
tion living-dining r oom. Activ­ 
ity room. Walking distance to 
schools, shopping. Hillside, ter­ 
raced. beautiful view. Give name, 
address and phone. Write Inde- 
pendent-Journal Box 202._____ 


19— Commercial Property 


Net Return 9% 
Minimum 
180 ft. frontage x 125 ft. depth. 
Key Marin County improved 
Commercial property. 125 
months net lease. Average in­ 
come $9,725 per year. Conserva­ 
tive—will bear investigation. 
Chas. F. White, Realtor 
332 SIR FRANCIS DRAKE BLVD. 
SAN ANSELMO, GL 3-0922 
20 X 40 steel quonset buUding on 
a 52 X 120 ft. lot. Yard complete­ 
ly fenced. Zoned heavy com­ 
mercial and manufacturing. Pull 
price only $8,650. 
Marin Town & Country 
3rd and D. Opposite Post Office 
S. R. GL 4-3145. Eves. GL 4-4518 
REDMOND'S 
COMMERCIAL & INDUSTRIAL 
REALTORS 
1011 A St., San Rafael 
GL 4-4353 
$29,500 ssonea commercial Fifth 
Ave., near Court House S. R.. 
Kaenel- Healion-Morphy 
1833 Fourth St., S. R. 
Phone GL 3-8273 


2S— Real Esfate Wanted 


★ 
WANTED 
★ 
LISTINGS— RENTALS 
List your property with Pierce 
Realty, for sale, trade or rent. 
PIERCE REALTY 
1601 Second Street 
SAN RAFAEL 
Ph. GLenwood 3-3540 


26— Houses For Rent 
FURNISHED 
DELIGHTFUL 
COMPLETELY and charmingly 
furnished house. Complete pri­ 
vacy on 1% acres, yet close in. 
Detached garage. Magnificent 
living area with brick wall and 
fireplace. $125. Corte Madera 
201. 
ARK—attractively deoorated; cork 
tile floor, electrical appliances, 
large deck, landing float. $70. 
Corte Madera 1625. 
HOME to share with single mid- 
, die aged nurse or employed 


21— Real Estate Exchonqe 
OWNER WILL TRADE his equity 
in 3 bedroom home with sep­ 
arate apartment in Stockton, 
for 2 or 3 bedroom home in Ma­ 
rin County. 
Chas. F. Whit© Realty 
Next to Tamalpais Thca'tre 
332 Sir 'Francis Drake 'Blvd. 
San Anselmo, GL 3-0922 


REAL ESTATE 
FOR EXCHANGE 
PROPERTY OWNERS 
WOULD YOU LIKE TO 
EXCHANGE 
your property for property in 
another city or state. We are 
exchange specialists and can 
show you many advantages in 
trading property rather than 
making the usual sale. What do 
you have and what do you want? 
Phone 'Or writer for P',articulars 
to; 


COUNTRY CLUB TRACT 
Hillside lot over 1 acre. Beauti­ 
ful view, $8,900. Sausalito 465-W. 


Petaluma 
PINE two bedroom home. Good 
residential section overlooking 
Petaluma. Custom built. Lots of 
Mahogany. Splendid view lot. 
Completely landscaped. Enclosed 
by fence. Two car garage pro­ 
vides additional storage. Financ­ 
ing can be arranged by owner. 
Price $18,500. Thomas C. Kirk­ 
wood, 30 Brainerd Ave., Peta­ 
luma. Petaluma 2-9753. 


Son Anselmo 


$18,500. FAMILY HCME 
By owner. Close to bus. stores, 
schools. Sunny location—land- 
scajjed. 3 bedrooms, separate din­ 
ing and breakfast room. Large 
modern rumpus room. Tue 
kitchen, bath, stall shower, par­ 
quet floors, canvas walls. Pull 
cement basement. 2 car garage. 
Phone GL 3-9341. 


18-A— Income Property 


DUPLEX PLUS LOT 
For A Twin 
Attractive 1 bedroom, Jr. 4, 
only 2 years old, level, close in. 
Adjoining lot of 53x130 ft. in­ 
cluded in price and ready for 
similar duplex. Build and own 2 
inccHne properties side by side. 
Exclusive. Asking $32,500. 
PRESTON 
MULTIPLE REALTORS 
2010 Fburth St., San Rafael 
GL 3-9530 
DUPLEX. POUR starting at 
118 Almonte Blvd., close to Tam 
Hi with a monthly gross of $780. 
2 years old, $19,500 each or will 
take some trade down. All 2 
bedroom units. 
165 MEERNAA ST., FAIRPAX 
duplex. 1 bedroom units. Rent­ 
ed $150 mo. New wooded area 
near Deer Park School. $16,500, 
small down. 
Í45 HARBOR ST., San Rafael 
(CHEAPIE) old, 52 ft. level lot 
backs up to canal. NO WATER 
RIGHTS. $11,000 rented $120. 
$2,500 down. 
129 WOODLAND, SAN RAFAEL. 
Deluxe apartment. Eight 1-bed- 
room units. Gross $640 mcmthly 
income. $69,000. Sale price 
small trade with $1,500 down. 
DUPLEX LOTS. 3 on Sir Fran­ 
cis Drake across from St. Rita’s 
in Fairfax. $10,000 wtl subor­ 
dinate Vt to builder. 
APT. SITE á lR FRANCIS 
Drake. Use permit for 11 units, 
80 ft. frontage, $11,000 cash. 
HEAVY COMMERCIAL ZONED 
lot on Woodland in San Rafael. 
Average depth 25 ft. Spur track 
at rear, all filled. $4,500 terms. 
All Prices Are Net 
Fay Williams 
GL 4-1794 
LUXURIOUS 
New 8 unit apartment house on 
Linccun Ave., San Rafael. 
• Individual forced air furi 
naces 
• Birchwood kitchen cabinets 
• Laundry rm., carpeted stairs. 
• Master TV antenna, stoves, 
refrig. 
Price $79,000. Gross yearly In- 
cmne $8,880. Good financing. 
George Baker. GL 4-7726. 
145 HARBOR ST. San Rafael. 
(CHEAPIE) old. 52’ level lot 
backs up to canal. NO WATER 
RIGfll’S. $11,000. Rented $120. 
$2,500 down. PRICE NET. Fay 
Williai>is, GL 4-1794. 
Duplex. Finest San Anselmo lo­ 
cation. 2 bedroom units; fire- 
pl^aces, birch kitchens with 
Thermadors, tree-shaded patio, 
excellent stormge. New. I^rms. 
A. R. ROMIGUIERE INC. GL 
3-6630. 


19— Commercial Property 
FTORES 
AND 
APAR-TMENT 
BUILDINGS. Prime Investment. 
6 years old. 4 stores. 2 apart­ 
ments. 100% occupancy. Price 
$42,500. A. R. ROUMIOUIERE, 
INC., GL 3-6630. 
^8 X 100 FT. LOT on Second 
St. off A St.. San Rafael. Must 
U sold. Maka offer. WOODSON 
r e a lty GO, OL 4-850& 


AL FOWLER 
REALTORS 
917 A ST., SJl., GL 3-9212 
WANTED—small home or inccane 
for $11,000 eqiiity Sonoma Coun­ 
ty income plus $7,000 deed of 
trust. P. O. Box 24, San Rafael. 


22— Susiness Oppor. 


GIFTS— TOYS 
Comer location—Active com­ 
munity—Just in time for holiday 
season. Ideal for couple—Asking 
$4,950 plus inventory. 
REDMOND'S 
Multiple Realtors 
1011 A ST., SAN RAFAEL 
GL 4-4353 


woman, Murray Park, Lai^pur. 
Owner has winter residence in 
San Francisco, Call GRaystone 
4-9032. 
6 months lease. Country Club 
Heights. 4 bedrms., 3 baths, fur­ 
nished home with heated «x>l. 
Terrific view, $300 per mo. P. H. 
ALLEN •& SON. OL 3-2230. 
UNFURNISHED 
MILL VALLEY — Valley Circle. 
$85' month. Very attractive stu- 
<dio co'ttage. Includes stove, rC'- 
frigerator and utilities. Call be­ 
tween 8 ajn. and noon, DUnlap 
8-0347. 
STRAWBERRY Manor house, 
$135. 3 bedrooms. Has living 
room rug and draperies. View, 
Immediate occupancy. DUnlap 
8-3303. 
NOVATO — Modem 3 bedroom 
home, available Nov. 20th. Phone 
Cort.e Madera 1479-M. 


27— Apartment For Rent 
FURNISHED 
FURNISHED apartment including 
utilities reduced to $30 to con­ 
genial middle aged coi4>le for 
assistance to elderly lady. Close 
in San Rafael. Independent- 
Joumal Box 208. 
FIFTH AVE. APARTMENTS 
Furnished triplex apartment, 
newly painted and decorated, 
picture windows facing furnished 
outside patio, automatic washer 
and dryer, ^bage disposal. 
Management furnishes all utili­ 
ties, $95 month. 
2067 Fifth Ave.. San Rafael 
CUTE furnished aparttnent. Kit­ 
chen, living room, bedroom with 
full bath. Private entrance. $75. 
Utilities included. OL 4-5509. 
STUDIO apartment — Sunny, 
cheerful, furnished — clectaric 
plate, Prigidaire, stall shower, 
ijrivate entrance. One person on- 
y. Linens, utilities, heat, includ­ 
ed in rental of $50 monthly. 
Corte Madera 806-J. 
IN San Rafael — 3 rooms, $80. 
Utilities' .included. Avaüable Nov. 
15th. Phone GL 4-1988. 
GROUND floor. Nice bedroom, kit­ 
chen, bath. Everything private. 
Close in. Servicemen, wife, no 
pets. $57.50. Key 101 First Street, 
comer C, San Rafael. 
2 and 3 room apartments, weekly 
or monthly, reasonable. 5394 
Redwood Hiway, adjoining Ham- 
üton Field. 
SAN RAFAELi attractive 4 rooms, 
view, clean, garage. For couple 
only. No pets. $85 with uttllties. 
GLenwood 3-7166. 
# 
FURNISHED basement apa rt- 
ment, close to transportation. 
$60 month, utilities included. 
Phone GL 3-2»00. 
ON the water, ideal for 2, garage, 
$100 month. Tiburón. Call OE- 
neva 5-4417. 
3 large rooms, prettily furnished, 
level and close in, $90, includes 
H utilities. Ctorte Madera 201. 
3 room apartment. Mill Valley, 
lovely view. Private entrance. 1 
block bus depot. Automatic 
laundry. Adults. DUnlap 8-3331. 
4 rooms, upper flat, downtown 
San Rafaei. $80 month, includ­ 
ing water. Lease. Redmond’s GL 
4-4353. 
$75. Fo'ur rooms. B'leakfast nook, 
garage, store room, furnace, fire­ 
place. In San Rafael. Call GL 
3-6246. 
STRAWBERRY Point, Mill Val- 
ley. 3 bedrooms, stove, refriger­ 
ator and water. Lovely view. $130. 
Phone DUnlap 8-6936. 
3 bedrms, in Strawberry. 2 car 
garage, years lease, $150 mo. 
Alex Young, DUnlap 8-0540. 
SAN ANSELMO, 2 bedroom, newly 
})ainted inside & out. Large, 
evel fenced lot. Garage. Adults 
only $100 month on lease. GLen­ 
wood 3-3540. 
CHERRY St., Novato, New 3 bed- 
roO'm home, fireplace, cen:tral 
heating, hardW'Ood floo'ts. La'wns 
front, rear. Bl^. Completely 
fenced- Quiet neighborhood. For 
information TWinbrook 2-2822. 
3 bedrms., elect, stove, $110 
2 bdrms, $100. 
3 bdrms., fenced yard. $100. 
KNUTTE REALTY, TWinbrook 
2-9235. 
DOUGHNUT shop, fountain, sand­ 
wiches. Ideal for couple or part­ 
ners. Priced to sell. Money mak­ 
er. Terms. GL 4-5836. 
RESTAURANT — Fountain and 
lunch—Prime Mill Valley loca­ 
tion. BusinC'Ss excellent. O'wner 
has outside interests. Nicely 
equipped. $11,750. 


Kaenel-Healion-Morphy 
1833 Fourth St., S. R. 
Phone GL 3-8273 
TOBnrS Beauty Salon, San Ra­ 
fael, offering qualified beauti­ 
cians opportunity to be in own 
business without overhead re­ 
sponsibilities. Modem booths, 
good location on Fourth St., 
Only $10 week. Farther informa­ 
tion 'TWinbrook 2-3140, collect, 
evenings. 


23— Loans 
LOANS $25 to $2,000 on auto, 
, furniture or salary at Beneficial 
Finance Co.. 1015 B St., San Ra­ 
fael. Ph. GL 4-9430. 
HOME LOANS 
Long tenns — low interest rates. 
A. R. Rcumiguire Inc.. 304 San 
Anselmo Ave. GL. 3-6630. Eves, 
GL 3-1598. 


25— Real Estafe Wanted 
!!! READY CASH!!! 
for lote or acF'Cage in S'R., S.A., 
Fairfax, Ross, Kentfield or 
Greenhrae ureas. Any size, any 
shape! Call today GL 4-8383. 
WE NEED .LISTINGS. CASH 
(CUSTOMERS ARE WAITING. 
LOUISE V. WALSH. GL 3-1963. 
DOCTOR Investor will pay to 
$100,000 for good investment. 
Can be residential, Income, in­ 
dustrial, commercial, etc.; Will 
go anywhere in Marin County, 
write Independent Journal Box 
199. 
“LTVEWIRE LINDSKOG” sells 
more houses than any other 
broker in Marin County. We 
need listings in Terra Linda and 
S a n t a Venetia. “MVEWIRE 
LINDSKOG.” 910 Irwin St., 
San Rafael. GL 4-0832. 
LOT SPECIALIST 
Por fast action list your unlm- 
Sroved property with the “Lot 
pecialist” — H. KINKADE with 
WOODSON REALTY CO. Call 
any evening. GL 3-8509. 
YOUNG executive with $6,500 cash 
down payment to purchase 3 or 
4 bedroom home in SR., S.A., 
Ross or Kentfield areas. Could 
be some hillside. Does not mind 
older construction. Call eves. GL 
3-1229. 
LOT wanted in or near San Ra­ 
fael by individual. No cliffs or 
50 footers. Pay cash. GL 4-4883. 
NEEDED—Builder's lots. $3,000 to 
$7,000. Ask for RUPPELIUS. 
GLenwood 4-8654. 
FURNISHED 
WANTED: a real family home in 
Kentfield area. 4 bedrms., 2 
jaaths preferred. However any 
other nice home will do. What 
do you have? Call Mr. McClure 
at 
AL FOWLER 
REALTORS 
917 A St.. San Rafael, GL 3-9212 
.PLATS or apartm.ents in Sa.n 
Prancisco. Will trade property I 
own in Marin County for yours 
or pay cash. Principles only. Mr. 
Hall, VA 4-4539. 
Transferred to Bay Area! 
Eastern family will pay to $20,- 
000. Must have at lea-" bedrm, 
home Must '"re fireplace, gar­ 
age. Pr *er P t Harte, Santa 
Venetia or Terra U: a but will 
considc • 
*hing around San 
Rafa 
Can arrange occupancy 
at jfcllers convenience after 
CTirlstmas If necessary. Write 
Independent-Joumal Box 171. 


2 bedrooms, large living room, 
stove, refrigerator, carport, stor­ 
age space. Water included. 
Across from Hamilton Air Force 
Base. Information T U c k e r 
3-6014. 
DUPLEX, 3 large sunny rooms, 
porch, garden, quiet, suitable 
for couple. Water and garbage 
'included. 'No garage, $70. 37 
Sirard Lane, San Rafael. 
LEASE OR SALE 
Studio home. Level, close In, 
completely redecorated. Garage, 
workshop, completely fenced, 
stove, refrigerator. $11,000. Terms 
Or lease $80 month. Suitable for 
couple. Smiley, GL 4-1321, or 
GL 3-7852. 
SECLUDED 
bedroom, 25 Berry 
Trail, Fairfax. $75. Call GL 
3-2500. 
SAN RAFAEL Duplex, stucco. 
Close in. Living rocwn, fireplace, 
dining room, bedroom, kitchen, 
breakfast nook, utility porch. 
Garage. Adults, no pete. Inquire 
110 Treanor St. 
ÓÓBGEOUS large mansion type 
home. Immaculate and smartly 
modernized. Close in San Raf­ 
ael district, beautiful level 
grounds. Only $150 per month on 
lease. W(X)DSON REALTY CO. 
GL 4-8500. 
REAR Duplex near school, two 
bedrooms. Electric stove, refrig­ 
erator, garbage, garage, water. 
$110 month lease. GL 4-4300. 
4 BEPROOM, 2 bath, close to com­ 
mute.. and., shopping... Prefer 
adults. Phone GEneva 5-0344. 
MILL VALLEY. $30. Newly dec­ 
orated s'tudio cabin, 3 I'OomS', 
beautiful secluded setting, STgeep- 
ing view, parking spac^. GL 
4-9527. 
$70 per month. 2 bedroom cottage. 
Fireplace, large yard. No dogs. 
1 block shopping, transportation. 
Stove and refrigerator, Tamal­ 
pais Valley. DUnlap 8-5741. 
MODERN 2 bedroom, double gar­ 
age, very good San Rafael dis­ 
trict. 1 year lease, $100 month. 
Drake Realty, GL 3-4312. 
KENTFIELD. 2 bedroom upstairs 
flat with sunny enclosed porch. 
Large yard. Garage, stove Near 
College of Marin, bus, stores. 
Sui'table adults only. $75. GL 
3-5641.KEY-MARIN RENTAL 
3 bedrooms, conveniently locat­ 
ed for school and shopping. 
Price $115 month. Key-Marin 
GL 4-8654. 
TO lease. Convent Area. 2 bedrm. 
home. Lovely grounds. Large 
kitchen, glassed-in Din. rm., 
central heat. $125 per mo. Iride 
E. Martini, GLenwood 4-2175, 
eves. GL 3-4369. 
DO you need a rental? Talk to 
“Livewire Llndskog,” if we do 
not have what you want we’ll 
try to get it for you. 910 Irwin 
St.. S.R. GL 4-0832, 188 E. 
Blithedale. MHl Vallo'y^________ 


27— Aparfmenf For Rent 
FURNISHED 
$35-$55. Larkspur. 2-4 rooms. Sun- 
decks. view, secluded. Cottage, 
fenced yard. 52 Millard, near 
Madrone-Olive. 
DUPLEX, Nice living room, bed­ 
room, kitchen, bath. Close in. 
Serviceman, wife, $67.50. Key 101 
First Street, corner C, San Ra­ 
fael. 
1 BEDROOM, living room, kitch­ 
en, dinette, bath, garage, $85. 
Doggett, GL 3-3360. 
ATTRACTTVK 2 roO'ms, 1 block to 
bus. Garage, utilities except 
electricity. Individual furnace. 
241 West End Ave., San Rafael. 
KENTFIELD, nice ground floor 
apartment, 3 rooms, carport, wa­ 
ter and garbage. $75. No pete. 
Corte Madera 201. 
CUTE 2 bedrooms in San Rafael, 
close in. Large basement, chil­ 
dren’s play area. Partially fur­ 
nished $75. GL 3-9200. 
STUDIO 2 room apartment $40, 
near transportation, utilities in­ 
cluded. 1 person preferred, no 
pete. References. Larkspur 886-B. 


3 ROOMS, near shopping, trans­ 
portation. San Rafael. Adults 
only. No pete. GL 3-5620 or OL 
4-0665. 
2—3 ROOM apaitmente. 118 Tay- 
lor Drive, Fairfax. $52.50' and 
$57.50. Phone Fillmore 6-6974. 
MILL VaHey, 3 room furnished 
apartment. 2 blocks to town. All 
utilities included, $75 month. 
DUnlap 8-2543 evenings, Satur- 
days and Sundays. 
BLUE ROCK HOTEL APTS 
Deluxe apte., kitchens, beautiful 
sundecks; day, week, or mo. $80 
mo. up. Larkspur 1728-W. 
ATTRACnVE studio apartment. 
Clean. View. Close to shopping, 
transportation. Available Nov. 
15th. Adults. $47.50. DUnlap 
8-0064. 
OR un,furnish,ei 1-2 bedrooms, 
view. bal.cony, sun'ny. W'.ashing 
facilities. Convement $5230— 
$87.50. 95 Live Oak, Fairfax. GL 
4-2844. 
SPACIOUS, Immaculate, modern, 
convenient, view, studio. Choice 
location Raccoon Straights, Tib­ 
urón. Utilities included $80. OE 
5-4553. 
FAIRFAX, new modem 2 room 
studio type ^artment. View. 
Extra storage. TV antenna. Oar­ 
age. $90. OL 3-0064. 
UNFURNISHED 
A spacious modem 1 bedroom 
a'partment. Stove, refrigerator, 
garage, electeical laun'dry fa­ 
cilities, water, garbage includ­ 
ed. Close downtown San Rafael. 
Phone GL 3-0304., GL 4-1127. 
CHOICE MODERN APTS. 
Overlooking San Rafael’s Yacht 
Harbor. Spacious living room, 
dining cU, kitchen witti break­ 
fast area. 1 bedroom, ample 
closets. $95 per month. 
MARINA APARTMENTS 
320 Third St., San Rafael 
GL 4-1926, Manager Apt. 2 
NEW view apartment, completely 
insulated. Private balconies, sep­ 
arate entrances. Built-in oven. 
508 Via Hidalgo (Bon Air Rd.) 
& Sir Francis Drake, Greenbrae. 
Ph. OL 4-7171. 
MODERN spacious 3 rooms. Lots 
of glass brick. Stove, refriger­ 
ator. garage, $85. 1430 Lincoln 
Avenue, GL 4-1863.. 
LARGE 5 room, view, newly dec­ 
orated, 2 bedrooms, living room, 
utilities paid, garage. $100. GE­ 
neva 5-0738. 
BRETE HARTE ~ 
Spacious 2 bedroom duplex de­ 
signed for easy living. Nice 
residential area. Excellent 
schools. Stove, refrigerator, Ve­ 
netian blinds. Central automatic 
laundry. $87.50. 350 DuBois, cor­ 
ner' Woodland. Manager Apt. 4. 
OL 4-5873, 
4 ROOMS all newly redecorated. 
Patio on roof, steam heat. Pri­ 
vate bath. Apply 1111 Fourth St., 
San Rafael. 
BRAND new duplex, 2 bedroom 
combination living and dining 
room, fireplace, central heat, on 
level lot. $110. GL 4-2940. and 
4-8756. 
1 BEDROOM apartments. Modem, 
stove, refrigerator. Washing fa­ 
cilities. Parking. Lovely view. 
Close to shopping. GL 4-7554. GL 
3-3450. 
5 ROOM upper apt 2 bedrms., 1 
block city of San Anselmo. $80 
per mO'. No children OL 3- 
5262. 
BEST in S.R. Brand new 2 bed­ 
room duplex. Thermo, oven 8c 
range. Level. $110 month. Phone 
OL 3-3540.________________ __ 
28— Rooms For Rent 
SAN ANSELMO, nice quiet room, 
private home, employed lady. 
Call evenings, GL 3-9086. 
R(X>M available for working girl 
Large and cheerful. Share the 
home, fireplace and TV. Very 
reasonable. GL 4-9195 evenings. 
SAN RAFAEL, in private home, 
nicely fumislied sunny roO'm. 
Near bus and stores. Sepaiate 
entrance. GL 3-4327. 
FURNISHED room with private 
bath for single man only. Ideally 
located for all purposes. Phone 
DU 8-1891. 
ROOMS, in center of business dis­ 
trict. Clean, sunny, $25 monthly 
and up. Del Monte Hotel, 703 
^Bridgewa^j^aoisalitoj^^ 


28«A— Housekeeping Rnis 
ROSS. Room and bath in large, 
attractive private home, private 
entrance, convenient location. 
$40 month. GL 4-6842._______ 


28-B— Homes For Aged 
CLEAN, quiet, sunny room, kit 
chen and parking facilities, i’ 
San Rafael. $10 per week. G1 
3-9895. 
LOVELY homey atmosphere foi 
aged and ambulatory. TV. Nursf 
in charge 24 hours. Excellent 
meals. GL 4-6977. 
If — Room Ami Board 
EMPLOYED man, across the street 
from btis depot, 228A Sir Fran­ 
cis Drake Blvd.. San Anselmo. 
GL 4-7122. 
LACY MANOR GUEST HOUSE 
Now open. 1129 Sir Francis 
Drake Blvd., Kentfield. GL 4- 
1614. 
SAN áAFAEL PRIVATE HOME 
Board and room. Excellent home 
cooked meals. Reasonable rates 
OL 3-9729. 
TRY Anna Marie’s; good home 
cooking served family style, at­ 
mosphere, homey, TV. 326 First 
Street. San Rafael, GL 3-6689. 
ROOM and BOARD 
GL 3-9945 


29-A— Child Care 
DAY care in licensed home. Large 
fenced play yard. NOVA'DD 
TWinbrook 2-2534. 
FULL time mother’s care. For one 
child. GLenwood 3-5719. 
CHILD CARE IN LICENSED 
HOME. FENCED PLAY YARD. 
OL 4-9470. 
CHILD care, transportation fur­ 
nished to my house for Sausa- 
lito-MiU Valley area. Loving 
care assured. Licensed. Sausa­ 
lito 2306. 


29-B— Hoteb 
ROOMS — Steam heated. Low 
e 
rices. Weekly rates. CARMEL 
[OTEU 830 B Street, San Ra­ 
fael GLenwood 3-7974. 
ROOMS with private bath. Also 
other rooms $7 per week and up. 
Mission Inn. 720 B St., San Ra­ 
fael Phone GLenwood 3-9944 


31— Wanfed To Rent 
3 adults want 2 bedroom unfur­ 
nished house on level ground. 
iSO'U'thern Marin 'County pre- 
ferred. DUnlap 8-4116. 
3 bedroom, 2 bath unfumished 
home wanted in Ross, Kentfield 
area. Lease. School age children. 
GL 3-1019. 
3 BEDROOM house, San Rafael 
or vicinity Three children. Up 
to $100. Phone DElaware 3-9057. 
TELEPHÓNE employee, wife and 
child desire 3 bedroom house or 
duplex. To $80. Call GL 3-3450, 
Room 32 after 6 p. m.________ 
NEED desperately—2 or 3 bedrocxn 
house Of apartment. To $125. GL 
3-3540. 


32— C'amiiii'ercial Reatais 
NEW concrete building; area from 
800 to 12,000 sq. ft., also parking 
and storage. Good location, San 
Rafael. GL 4-4778, GL 4-5915 
SAN RAFAEL. New building. Just 
completed, plenty of skylights, 
four 12 X 14 double doors, 12,800 
sq. ft. 2 street entrances. GL 
3-2298. 
SPACE in cleaners for rent. Alter­ 
ations, dress maker or re-weav­ 
er. CaU GL 4-5000. 
LARGE office across from bus de­ 
got. Sir ^ancis_ Drake Blvd., 
Anselm.0. $75 per month. 
Ph. CrO'ker 'the .Broker, OL 3- 
9350. 
NICE 3 room office in downtown 
San Anselmo. Perfect for pro­ 
fessional man. Exceptionally 
low rent at only $55 per month. 
Phone GL 4-3100. 
ATTRAC'TTVE ground floor medi­ 
cal office. 600 sq. ft. Efficient. 
Ample parking. San Rafael Dr. 
Hedin, GL 4-2451. 
NOVATO office, on street, 400 sq. 
ft. $50 per mo. Beehive Realty, 
’TWiiibrook 2-3116. 
REFRIGERATED space f(s: rent. 
Marin County Ice Co., 1556 
Fourth St.. San Rafael.______ 
ME.DICA'L building, co;nsultation 
rm., admin, rm., 3 treat rms., 1 lub. 
1 X-ray, plus recpt. rm., idc»! lo­ 
cation for gen. practice in heart 
of expanding community. De­ 
tails, call GEneva 5-4554, B^ram- 
er Co., 1700 Tiburón Blvd. Tibur­ 
ón. 


34— Used Cars For Sale 
’49 STUDEBAKER convertible, ex­ 
cellent condition, must sell. 
Best offer takes. Call GL 3-3426. 
1949 MERCURY station wagon. 
Good condition. Ideal second 
car. Private party. $450. GE 5- 
3355. 
'40. CHEVROLET. 'Can be seen at 
23 Harbor Drive, San Rafael 
Best offer. 
1954 MERCURY convertible, ex­ 
tras. An except'anal buy. Sell 
reasonable. One owner. Call GL 
4-7322 after f pan.___________ 
’53 NASH Rambler convertible, ex­ 
cellent condition, whitewalls, 
overdrive, radio, heater, Conti­ 
nental kit. GL 4-3681. 


BUD'S CAR TOWN 
NEXT TO VILLAGE INN 
NOVATO 


W© Have Cars That 
Just Won't Quit 


28>B— Homes For A§ed 
WILTSHIRE Towers Motel, 3725 
101 Hiway. Reasonable weekly 
and 5 day rates. Kitchens avail­ 
able. GL 4-3585. 
LOUISE McDonald Rest Home 
has opening for ambulatory lady 
or gentleman. Private room, ad­ 
joining sundeck. Reasonable 
rates. Phone GL 3-2208. 
A-1 care given to bed and ambu­ 
latory patients. 24-hour eare. 
GL 4-5962. Tamalpais Coava- 
lessmi Boma 


YEAR 
DEPOSIT FINANCE 
’55 models 
$295 up to 36 mos. 
’54-’53 models .. $100 up to 30 mos. 
’52-’51 models.. $ 45 up to 18 mos. 
’50-’49 models .. $ 35 up to 18 mos. 
'48 & under .. $25 up to 12 mos. 
We Won't Quit Selling 
For Lower Prices 
ASK FOR A DEMONSTRATION 
RIDE IN A 1956 PONTIAC 
No down if credit OK 
BUD MONCRIEF 
Finance & Credit Manager 
TWinbrook 2-2579 
*49 Chev. 2 Door, R&H. 
Assume $24.81 monthly payments 
on approval of your credit. 
PAUL GARDNEÍR MOTORS 
1612 4th St. 
GL 4-5214 
DODGE ’4V custtMn 4 door sedan, 
heater, clean, one owner. Phone 
GL 4-5767. 
1954 STUDEBAKER Station 
Wagon Champion, Beautiful red 
color, radio and heater. $1,495. 
GL 4-7882. 
1952 FORD Coimtry Squire. Good 
tires, radio, heater, overdrive, 
excellent condition, $1,350. TU 
3-7711. Ext. 3235 
Late *50 WUlys Jeepster, over- 
, excelient 
drive, 1 owner, 
tion. GEneva 5-4553. 
condi- 


SALESMAN’S CAR 
AVAILABLE 
1955 Dodge, V-8 Royal, 4 door 
sedan. Driven by Ray Markt. 
Can be seen at J.E. French Co. 
between 9 and 10 aon. Monday 
thru Saturday or call for ap- 
TOintment. Mr. Markt’s new '56 
Dodge will arrive in 10 days. 
CaE GL 3-2590. J. E. FRENCH 
CO., 1542 4tb ^ San Raf aei 


:4— Used Cars For Sale 
OK'D USED CARS 
DeLong Chevrolet 
TWO LOTS TO SERVE YOU 
1425 4th St., Next To 
P.G & L 
GLenwood 3-1239 


The Main Store On 
Francisco Blvd. 
GL. 3-7353 


53 Pontiac, 3 seat 
station Wagon. Two tone green, 
all metal. Radio, heater. 
Price ...............$1595 


53 Chevrolet 4 door 
Light blue. Radio, heater, auto­ 
matic shift. A wonderful family 
car. 
Price 
...... $ 1050 


'52 Chevrolet Vi Ton 
^kup. Locally owned. Guaran- 


Price ................ $745 


'51 DeSoto Convertible 
Excellent 'condition and color. 
Price ____ 
.$595 


Open Daily 10 A.M. 
To 8:00 P.M. 
DeLong Chevrolet Inc. 
1425 4th Street, GL 3-1239 
550 Francisco Blvd.. SJl., 
GL 3-7353 
1950 'Triumph Mayflower, 5 pas­ 
senger, 
Excellent 
condition. 
Economical. Good second car. 
$425. Larkspur 67-M^__ 
1954 Cadillac hardtop coupe, ex­ 
cellent condition. 12,000 actual 
mileage. $3,990. Private party. 207 
'G Stt'eet, San Rafael. 
1948 Pontiac station wagon. Pine 
engine, tires and interior. Fair 
Body. $225-00 Sausalito 1217-M. 
1951 Chevrolet club coupe. Radio 
and heater. Like new. Original 
owner. $700. Phone DUnlap 
8-6439 or GLenwood 3-5465. 
SHIPPING OVERSEAS — taking 
over payments buys you a 1955 
Mercury. 2 door, radio, heater, 
white sidewall tires, tutone yel­ 
low and green. 6,000 mileage, 
Sgt. J. E. McClure, 338 Bayview 
St., San Rafael 
BARGAIN—$595. Dodge Diplomat 
1950, hardtop. Gyromatic, radio 
and heater'. Fine sham. See. at 
Boa'tes 'Garage, iSa'Usalito'. 
’51 NASH 4 door super sedan. Ra­ 
dio, heater. Tires, upholstery 
and paint excellent. $25 month 
to prompt payer. Private owner. 
DU 8-2637. 
’47 BUICK Roadmaster converti­ 
ble. Completely rebuilt mechani­ 
cally within past year. $200. GL 
4-2959 after 6. 
1941 Buick, 4 door sedan. ’49 en- 
gine, with heater. Very good 
condition. Asking $150. GL 
4-9585. 


TIP-TOP SPECIALS 
’S3’47’51’48 
'47’52'46'54’53'50'51’52 
'51'52’49’52 


DOWN PAYMENT 
Plymouth club cpe.______$205 
Kaiser 4 door __ 
$45 
Frazer 4 dr. O D._______ $140 
Ford 8, convertible, cus­ 
tomized __ 
... $ias 
Chev. 2 door ...... 
$80 
Buick Special 4 dr. 
$230 
Pontiac 4 dr 
_________$95 
Ford Courier __________$350 
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34— Used Cars For Sale 
34— Used Cars For Sqle 
TOWNE-MARTIN 
NEW CAR 
Lincoln-Mercury Dealers 


2 USED CAR LOCATIONS 


1560 Fourth Street 
GL. 4-5717 


325 Francisco Blvd. 
GL. 4-4228 


For Your Pride, Pleasure And Protection 
VISIT US TODAY 
WHERE YOU WILL SEE A FINE SELECTION OF 
Safe Buy Used Cars 


"55 MERCURY CUSTOM 2 DOOR............$2,395 
License 1P2276. Radio, heater, mcroomatic, whitewall tires, 
tu-tone paint. Hurry on this one. 


■53 LINCOLN CAPRI 4 D O O R ___________ $2,145 
RadiO', heater, dual range, hydramatlc, power s'te'ering, pO'Wer 
br:akes, tu-tone paint, W'hite'Wal 'tires. Truly nothing could bo 
finer'. 


'53 BUICK RIVERIA CO U PE_____________$1.695 
Radio, heater, dynaflow, power steering, power brakes, whitewall 
tires, tu-tone paint. 


'53 PLYMOUTH SUBURBAN STATION W AS. $1,195 
All metal. Heater, low mileage, original finish like new. 


■54 DESOTO FIREDOME V-8 4 DOOR 
$1,695 
Radio, heater, automatic transmission, power steering, power 
brakes, whitewall tires, original dark green finish like new. 


■52 MERCURY CONVERTIBLE................... $1,445 
Radio, heater, overdrive, whitewall tires, new white top, dual 
exhaust. The sharpest in Marin. 


■54 FORD VICTORIA COUPE 
$1,795 
Radio, heater, overdrive, tu-tone blue and white finish. Positively 
like new. 


■53 FORD RANCH W AGON ___________ $1,495 
Two to choose from. Up-top In every respect. 


•51 MERCURY CLUB C O U P E _____________$845 
Radio, heater, whitewall tires, tu-tone paint. Far above average. 


■51 CHEVROLET 2 DOOR .....____________ $695 
Radio, heater, power gMe, whitewall ttres. A black beauty. 


Many More To Choose From 


SEE US SOON 
NEW CAR STORE 
Third and Lincoln 
GL. 4-5411 
OPEN 


Chev. Sport Coupe PG 
$325 
Dodge Coronet 4 d r. $140 
Nash 4 door, OD_______ $125 
^iser Man. 4 dr., ^dra — $175 
Kaiser Deluxe O 
Plymouth Bel hardtop 
.$175 
.$215 
Chev, 4 door, Fleetline -..$150 
Dodge 4 door__________$170 
PHONE LARKSPUR 650 
Open 9 a.m. to 9 pm. 
Including Sundays 


HIL PROBERT MOTORS 
DeSOTO - PLYMOUTH 


Town & Counfry Motors 
VOLKSWAGEN 
SALES AND SERVICE 
600 Francisco Blvd., SR. 
IklUST sell before December. 1955 
2 door Ford, radio, heater, leas 
than 3,500 miles. GL 3-8995. 


Tamalpais Motor Sale* 
‘ FORD DEALER 
MILL VALLEY, DU 8-2241 
SWEENEY BRITISH CARS 
SAN ANSELMO 
GL 4-6515 
Open weekends, Mon-Fri. till 9 
1951 CHEVROLET Belair coupe. 
Radio, heater tu-tone paint. 
Good mechanical condition, all 
good tires including spare. 1731 
4th St., San Rafael. GL 4-7417. 
1951 AUSTIN 4 door sedan, radio, 
heater, excellent condition Í450. 
GL 4-1411. 
Í955 'CHEVR'0:LET sedan, 1,4'00 
miles, $1695. 33 Richmond Rd., 
San Anselmo, Apt. 206. Call be- 
tween 5 and 7 p. m. 
1954 CHEVROLET 2 door sedan, 
radio, heater, clean. Original 
owner. GL 4-6547. 
V 
Top Deal at 
J. E. FRENCH CO, 
Dodge Plymouth Headquarters 
1542 4th St., S.R., GL 3-2590 
4 DOOR Hudson 6 sedan. Guaran­ 
teed excellent condition, radio, 
heater. Terms. Now, all day Sun­ 
day. GL 3-3930. 
'CADILLAC 1953 4 d'Oor sedan. Tu- 
tone white over blue, power 
steering, brakes, windows, elec­ 
tronic eye, radio, heater. $2,400. 
Phone Novato, TWinbrook 
2-3556 after 5. 


DRIVE OUT TO 
595 Francisco Blvd. 
ON INNER ROAD TO PERRY 
FOR A GOOD 
USED CAR DEAL 
ROSSI GARAGE 
1951 FORD 6 custom club coupe, 
radio, heater,. overdrive, excep­ 
tionally clean. Phone evenings 
GL 3-2357. 
1955 Ford 8 passenger country se­ 
dan. Fairlane style, with fordo- 
matic. Radio, heater. Powerpack. 
(182 h.p.). Only owner. 11,000 
mileage. $2350. Phone GL 3-8839. 
311 Irwin St., San Rafael. 
1950 Hudson, 4 door sedan. Very 
clean, good condition, 2nd car, 
private party Must seU, asking 
$335. GL 4-9136. 


Moncf'fly ThrO'Ugh Friday 


8:30 A.M. To 9 P.M. 


Saturday 8:30 A.M. To 6 P.M. 


34_Used Cars For Sale 
34— Used Cars For Sale 


For Your Protection 
BUY ONLY A 
Notarized 
USED CAR 


*55 Packard Custom 
License 7A57318. Const, hard *T00" 
'53 Packard 300 4 door 
'53 Packard 200 4 door 
'52 Packard 200 4 door 
'51 Packard 300 4 door 
*51 Packard 200 4 door 
*51 Packard Patrician 4 dr 
*50 Packard Super 4 door 
*49 Packard 4 door 
*48 Packard 4 door 
'47 Packard 2 door 
FRED CEBALO 
Packard Dealer 
SINCE 1921 
831 4th St., SAN RAFAEL 
FOR A BETTER DEAL 
FOR A BETTER PRICE 
FOR BETTER QUALITY 
See De Beau bien 
Pontiac Co. 
374 Miller Ave., Mill Valley 
______DUnlap 8-6112______ 


MARIN MOTCRS 
Studebaker pass, cars and trucks. 
Willys 4-wheel-drive Jeeps 
Station wagons and trucks 
1826 Fourth St., San Rafael 
GLENWOOD 3-4264 
Next to Pacific Telephone Co. 
BEFORE YOU B'UY 
Any Car at Any Price See 
CORTESE BROS. 
Over 150 Cars Between Our 
Richmond and San Rafael 
Lots 
LOW PRICED . . . RECONDI­ 
TIONED . . . GUARANTEED 
and BANK FINANCED. 
IF YOU WONT BUY OURS 
LET US BUY YOURS . . . 
WE RE “COPESETIC.” 
Immediate Cash for Your Car 
Out of State Cars Cleared 
Wec'kdays til :9—Sat. till 6 
1731 4th (op. Tel. Co.) GL 4-7417 
________ SAN RAFAEL______ 
1953 PLYMbUTH convertible7Uke 
new, one owner. 15,000 miles. 
Call GL 4-2301. 
’54 BUICK, special. Low mileage. 
14 months old. $1800. Undercoat­ 
ed. Heater. TWinbrook 2-3332. 
1940 CHEVRtOLET sedan, in good 
mechanical condition and good 
tires. $75. GL 3-9394, 
1950 FORD 4 door. Radio and 
heater. Excellent condition. 
Clam. mm. Owner. GL 8-6191. 


MG—TD, 1952. First class condi­ 
tion. Rebuilt engine 500 mUes 
ago. $1,050. Phone GL 4-3941. 


34-A Tracks 


EQUIPMENT 
For Sale 
’53 Inter. 514 yd. dump 
5 speed, 2 speed Eaton 
’53 Inter. 5 yd. dump ... 
4 speed, 2 speed Eaton 
7U D4 Cat........................ 
Hyd. sq. blade, canopy, 
72 D4 loader, HT4 winch 
'49 Ford pick-up 14 ton .. 
'53 Inter, pick-up 14 ton . 
270 GMC 6x6 longlogger 
Single Ax dolly 
270 GM'C 6x6 shortlogger. 
’46 Reo, Rex mixer 
Ready mix 2'14 yd. 
Lincoln V4 arc welder . , 
HAH Hough loader ..... 
New % yd. 


...$2,600 
$2,960 
...$3,250 
winch 
..$8.500 
....$450 
....$700 
...$1,700 
...$1,500 
. . . $ 1.2'00' 
,....$250 
...$4,000 


GLenwood 4-1370 


34-D— Trailers 
UTIUTY trailer, metal. Approxi­ 
mately 6’ X 4’. Asking $70. ’fwin* 
brook 2-2636. 
HOUSE traUer, 36’. Finished in 
birch. Sleeps 4. Electric brakes. 
Excellent condition. ’55 license. 
Can be seen at Boyes Springs, 
Hiway 12 and Mulford Lane O'f 
Phone TWinbrook 2-2376. 
ROBINSON’S TRAILER SALES 
2078 Redwood Hiway. S. Green’araa 
Insurance—Supplies—Storage 
Rollaway — Aljoa — Biltmore 


34-F— Aufo Ports, Repairs 


REBUILT ENGINE5 
Installed 
FACTOPY TO YOU PRICES 
'42 Ford '32-'48_______4159.50 
Ford ’49-53 ____________ 179.50 
'Che'V '”6”' ____________ 184.50 
Plymouth_______________184.00 
Dodge ”6” _____________ 189.00 
Chrysler “e” ___________ 199.00 
Pontiac Ss Olds, 6 cyl 199.00 
Buick _______ 259.00 
FREE—City Towing Service 
FREE—Courtesy Cars 
FREE—Written Guarantee 
NO DOWN PAYMENT 
UP TO 24 MONTHS TO PAY 
ON CREDIT APPROVAL 
Servicing California Motorista 
For Over Twelve Years 
Anchor Engine 
Rebuilders 
Open Monday Through ^day 
8:00 a.m. to 6:00 pm, 
OPEN SATURDAY 
730 Francisco Blvd., San Rafael 
GLENWOOD 4-6295 
34-H—Motorcycles 
BS.A. Bantam, 1954, only 1,000 
miles, saddle bags. A beautiful 
machine. $395 takes. Dunlap 
8-0730. 


Marin County s Newest and Finest! 


SUPPER CLUB 


Celebrate with us our Tenth Anniversary In a newly remodeled 


and enlarged Marvel Mar. Now more spacious and comfort­ 


able than ever, you will enjoy bringing f r i e n d s to Northern 


California's most modern and beautiful club. Treat yourself 


to the outstanding continental cuisine. A t Marvel Mar—^your 


"night out" becomes something happily remembered. 


Dancing Nightig to the 
MARVEL MAR TONES 


PETALUMA 


M ill VALLBT 


M O D IR N B A R 


Cocktail hour basennat an addad 


•nfoynrtoiit at tha anlargad bar 


Maturing tba finast in bavaragas. 
LUNCHEON 
Week Days from 11 a.m. 
BANQUETS 
For 25 to 125 People 
OPEN 
Every Night of the Week 


lAH RAFAEL 


TIRUtON 


D IN IN G A R E A 


No albow-to-albow arowding In om 


tpaciowa, aarpotad dining room. 


Saloet from a manu unacH*^!!*^ iri 


varioty and suparb tasta-appaal 


On the Shores of Richardson Bag 
707 REDWOOD HWY. 
HARIN COUNTY 


eOLOiN GATE 
BRIDSi 
JH 


SAN FRANCISCO 


• THE FOLLOWING CONTRACTORS & SUPPLIERS JOIN IN WISHING EVERY SUCCESS TO THE NEWLY REMODELED MARVEL MAR 


Sheetmetal, Satinle$$ Steel, and Heating by 
R. WEIER 


807 Fronciico Blvd. 
San R afatl 


Draperies by 


CASA MARIN INTERIOR 
DECORATORS 


2nd Nmw 0 StTMt. Son Rofoal 
01 4-0S03 


G l 3-1555 


GENERAL CONTRACTORS 
CHARLES O. JONES CO. 


49 Zo« Sfrtaf, San Francisca 
D O w glai 2-1447 
‘ 
G A rf ield 1-9134 


Electrical W iring and 
Light Fixtures by 
CIMINO 
ELECTRIC CO. 


112 Spaulding 
San Ansalm o 


GL 3-3646 


Concrete Work by 


CAMGROS GRAVEL 
& FUEL CO. INC. 


623 3 rd Sfraal 
San Rafaol. 


GL 3-4140 


Refrigeration Equipment 
and Installation by 
KELLY 
REFRIGERATION SERVICE 


917 B Slrtal, San Rafaol 
GL 4-0830 


Excavating, Grading and 
Fill by 


T. K. McCa f f r e y 


30 Tawor Dr^ M IU Valloy 
DU 8-22S 3 


i 


Plumbing Supplies and 
Installation by 
DENNY'S HOUSE 
OF PLUMBING 


1688 Faradisa Dr» Corta M ad oro 
C M 881 


Carpeting by 


FIGONE PROVINCIAL 
& AAAPLE SHOP 


332S Fillmora 
Son Franclsto 


TEMPERATURES 
San Rafael noon today .... 77 
Yesterday 
high 79, low 47 


24 hours to 4 a.m. high 
low 
New York _________ 50 
38 
Loi Angeles _____ 84 
60 
Miami ..................... 
78 73 


DAILY Jfttòejp enòettt^Oio wrnal 
^ 
S E R V I N O A L L 
O F 
M A R I N 
C O U N T Y 
Est. 1861 


W EATHER FORECAST 
Bay Area: Mostly 
fair 
to­ 
night and Friday but low over* 
cast near ocean tonight and Fri­ 
day morning. 
Sierra Nevadat Variable high 
cloudiness tonight and Friday 


95TH YEAR 
$1.50 A MONTH BY CARRIER 
SAN RAFAEL, CALIFORNIA, THURSDAY, NOVEMBER 10. 1955 
S« PER COPY 
GLenwood 4-3020 
No. 197 


Ike Prepares 
For Return 
To Capital 


DENVER (/P) — President Eisenhower passed his final 
hospital medical examination with flying colors today in a 
busy morning in which he accepted the resignation of his ap­ 
pointments secretary, Bernard M. Shanley. 
Shanley’s resignation, to return to the private practice of 
law, was announced along with President 
Eisenhower's ap­ 
pointment of two Democrats and two Republicans as members 
of a 12-member commission to investigate and study govern­ 
ment security. 
They were former Democratic Atty. Gen. James P. Mc- 
Granery of Philadelphia, Carter Lane Burgess, assistant ^secre- 
--------------------------- — 
tary " 
Marin Pops Up 


In Selection Of 
Abbott Jurors 


OAKLAND 
(IP)—Marin County 
popped up today in the long, slow 
job of picking a jury to try Bur­ 
ton W. Abbott for the so-called 
“kidnap-murder that nobody saw.” 
(See earlier story on page four.) 
Defense attorneys asked pros­ 
pective jurors if they had any 
connection with anyone in Marin 
County or knew about Lagunitas 
road near San Rafael. 
Some bus and taxicab drivers 
once were reported to have said 
they saw a girl resembling 14- 
year-old Stephanie Bryan, the kid­ 
nap-murder victim, in the San 
Rafael Greyhound bus station, on 
April 29—the day after she van­ 
ished from school in Berkeley. 
Along Lagunitas road a hole was 
found which was touted for a few 
days as Stephanie’s “first grave 
This was subsequently discounted 
by the Marin Sheriff’s Office. 
Stephanie’s body was not found 
until July 20 in a shallow grave 
in the Trinity Alps, 270 miles 
northwest of Berkeley. 


* TORTURE' 
Alcatraz Con 
Protests 
Tobacco Ban 
SAN FRANCISCO (IP) — “Even 
the Communistic system” wouldn’t 
use the “psychological torture” of 
depriving a man of tobacco in any 
form, says an Alcatraz convict in 
a petition to federal court. 
Prisoner Joseph A. Wagstaff of 
Washington, D.C., doing 10 years 
for armed robbery, said in his 
petition filed yesterday that he 
also was refused treatment for 
skin ailment and was kept for 
more than a month in an "en 
closed front cell” without bedding 
This, he said, is a violation of 
the Eighth Amendment to the Bill 
of Rights, which bans cruel and 
unusual punishment. 
Associate Warden J. B. Lati 
more said the 30-year-old convict 
recently has been a disciplinary 
problem but Latimore said that as 
far as he knows Wagstaff is getting 
his regular tobacco ration. 


of defense, another Demo­ 
crat; and Undersecretary of Com­ 
merce 
Louis S. Rothschild 
and 
Franklin D. Murphy, chancellor of 
the University of Kansas, Repub­ 
licans. 


TAKEOFF TIME 
The 
White 
House 
said 
the 
President will leave here at 8 a. 
m. tomorrow and arrive in Wash­ 
ington shortly after 1 p.m. 
The bulletin note of the Presi­ 
dent’s final examinations: 
“His physical examinations, lab­ 
oratory studies and cardiogram 
are satisfactory. 
“X-ray of the chest and cardiac 
fluroscopy are satisfactory and un­ 
changed from his 
previous ex­ 
aminations. His heart continues to 
show no enlargement.” 
In preparation for the walk up 
the 19-foot ramp to the Columbine 
III tomorrow, the President re­ 
hearsed by climbing up and down 
the 20 steps between the 8th and 
9th floors of the hospital. 


EVERYONE HAPPY 
The mood at the hospital on this 
final day is a joyous one. Doctors, 
nurses, and all the others who 
have cared for the President, are 
relieved and pleased that his heart 
is mending well. 
Eisenhower undoubtedly is hap­ 
piest of all, although his wife is 
feeling mighty good about the way 
things are going. 
Departure from the hospital is 
fixed for about 7:30 a.m. tomorrow 
and 30 minutes later he will take 
off for Washington 
aboard the 
Columbine III. 
His doctors agree that the Presi­ 
dent could have left the hospital 
a few days ago if he had been 
willing to be carried aboard the 
plane. But he insisted that when 
he did leave he was going to be 
able to walk up the 19-step ramp. 


Ross Trustees 
Cold Shoulder 


Area Study 


Aren't Interested 


In 'Administrative 


Organization' Plan 


Molotov Tosses 
Block A t Ike's 
'Open Sky' Plan 


ANOTHER WARREN TO WED 
Dorothy Warren, 24, one of the three daughters of Chief 
Justice and Mrs. Earl Warren, poses in Los Angeles this 
morning with Dr. Carmine D. Clemente, 27, after their en­ 
gagement was announced today by her parents. Both are em­ 
ployed at the Los Angeles Medical Center where he is assistant 
professor of anatomy. Another of Warren’s daughters, Nina, 
22, married a doctor last week in Las Vegas. 


2nd San Rafael High 


School Under Study 


San Rafael High School must 
be expanded or a second high 
school built in the next few years 
because the present plant has just 
about reached the saturation point. 
This is the problem faced by 
the San Rafael Board of Educa­ 
tion, members of which declared 
Tuesday night that study should 
begin immediately on one of two 
alternatives. Either the present 
high school must get a new science 


SPEAK TO NATION 
In going up the ramp to his 
plane at Lowry Air Force Base 
here, Eisenhower will 
pause on 
about the seventh step at a mic­ 
rophone in place there and ad­ 
dress the nation briefly on tele­ 
vision and radio. He probably will 
express thanks for the prayers for 
his recovery and for the tens of 
thousands of “get well” messages 
he has received. 
He also plans another brief in­ 
formal talk 
on arrival at 
the 
Washington airport. 
There will be a “welcome home” 
reception there and greetings from 
crowds along the route from the 
airport to the White House, which 
Eisenhower left Aug. 14 for 
a 
Colorado work and play vacation. 
He was stricken in Denver Sept. 
24. 


North Marin 
Fire Danger 
Still High 


November’s freak s u m m e r y 
weather has heightened the danger 
of fires, Novato Fire Chief George 
Cavallero warned today as his de­ 
partment reported two morning 
grass blazes. 
Rainfall 
in North Marin is 
about four inches below normal 
for this date, he noted. 
Both of today’s fires burned 
briskly, he said, a sign that neith­ 
er atmospheric moisture or dew 
exists to lessen the fire danger. 
Citations will be issued to per­ 
sons breaking the still-in-effect 
fire season rules. Fire permits must 
be secured. All fires must, be out 
by noon. 
The first fire occurred at 4:07 
a. m. today when a motorist’s care­ 
lessly tossed cigarette ignited a 40 
by 50-foot area on Highway 101 
across from Galli’s Restaurant at 
Ignacio. The second, at 6:58 a. m., 
was caused by a Northwestern Pa­ 
cific trainman’s flare, thrown from 
a passing train. It burned a 20 by 
50-foot area near McPhail’s at Ig- 


Dist. Supt. Kenneth M. For- 
ry’s letter inviting Ross School 
trustees to participate in “a 
study of an administrative or 
ganization in the Ross Valley” 
got the cold shoulder from the 
Ross board last night. 
Trustees didn’t take any ac­ 
tion on the letter but indicate«: 
they wouldn’t be interested in 
this study which could possibly 
lead to the 
unionization o' 
the Ross, Kentfield, 
San An- 
selmo and Fairfax Elementary 
School Districts. 
Stephen Parodi, Ross superin­ 
tendent, 
said 
he 
interpreted 
Forry’s letter as “merely a courtesy 
notice,” advising Ross officials of 
the thinking of the San Anselmo 
trustees who authorized Forry to 
write the letter. 
‘EXPRESSED INTEREST’ 
Forry wrote that some trustees 
of the confederated district “have 
expressed interest” in “a study of 
an administrative organization in 
the Ross Valley which might lend 
itself to the same end” as a Tam- 
alpais Union High School District 
study. 
Purpose of the high school study, 
wrote Forry, was to determine 
what kind of organization of ele­ 
mentary schools within the district 
might lend itself to “a more ef­ 
fective and efficient educational 
program.” 
REQUEST STUDY 
San Anselmo trustees requested 
the Marin County Committee on 
School District Organization Mon­ 
day to study the possibilities of 
unionization for the San Anselmo 
and Fairfax districts. 
But Dr. Wallace W. Hall, Marin 
County superintendent of schools 
said the committee didn’t and 
wouldn’t make any decision on 
, ^ 
, declaring the study area until it 
sary to finance both. If a ne^ big 
hftd heard from Fairfax trustees 
school is built, a bond election | 
Falrfax tmstees Rre expected to 
make their decision Tuesday night 
at Manor School on whether or 
not they wish to be included in 
the study area. 


GENEVA (IP) - Soviet For­ 
eign Minister V. M. Molotov 
today in effect rejected Presi­ 
dent Eisenhower’s proposal for 
American-Soviet aerial arms in­ 
spection in offering to the for­ 
eign ministers conference 
a 
global disarmament program. 
While praising Eisenhower's 
“good 
intentions,” 
Molotov 


told the Big Four conference 
Russia’s attitude toward the 
proposal as it stands is “nega­ 
tive” but would not necessarily 
be so “under all conditions.” 
He then, in effect, stated 
conditions to which the Unit­ 
ed States, Britain and France 
have previously objected. 
Russia could approach the 


wing and added gym facilities, or 
a new high school built elsewhere 
The school district is now nego­ 
tiating for about 25 acres on the 
Freitas Ranch south of Terra 
Linda. 
A bond election to finance high 
school needs Is also a distinct 
possibility. Supt. Frank Lucas said 
either a science wing or an ex­ 
panded gym can probably be fi 
nanced without a bond election 
but an election would be neces 


Big Corte Madera 
Planning Drive Set 


would be a must. 


nacio. 


OVERLOADED ROOMS 
Lucas laid out classroom utiliza­ 
tion charts to show that about 10 
of the classrooms are already over­ 
loaded on the average. School en­ 
rollment is now about 1,050, and 
if the enrollment grows by another 
100 or so, the school would be 
jammed, the superintendent re­ 
ported. 
About 90 students from Novato 
left the high school this year be­ 
cause Novato is building its own 
high school, but this was more 
than offset by an increase of 125 
students. 
Among expansion possibilities at 
the present high school is adding 
a science wing and releasing the 
present science classrooms, to be 
converted 
into 
seven academic 
classrooms. 


CRUX OF PROBLEM 
Board Member Thomas Boyd 
pointed out that the question boils 
down to this: Should the present 
high school be expanded in an 
attempt to keep pace with growth 
for the next few years, or should 
plans begin for a brand new high 
school. He warned that something 
concrete must be done at once 
(Continued on page eight) 


3 Freed Turncoats Plan To Fight 


Communism With Radio Broadcasts 


SAN FRANCISCO (JP) — Three 
turncoat American soldiers, daz­ 
zled by freedom suddenly thrust 
upon them, today mapped ambi­ 
tious plans to fight the commu­ 
nism they once embraced. 
Lewis W. Griggs, Otho G. Bell, 
and William A. Cowart fly t-3 Port­ 
land, Ore., today in hopes of get­ 
ting that fight under way. 
They plan to begin a series of 
anti-Communist broadcasts on ra­ 
dio network programs carried from 
the Wings of Healing, an evangel­ 
ical church in downtown Portland. 
The next step would be to furth­ 
er their ed-' cations. 


Griggs, who quit high school a 
year and a half before gradua­ 
tion, hopes to finish that and four 
years more at Jacksonville Baptist 
College, Jacksonville, Tex. 
Bell, who quit school after the 
eighth grade, said: 
"I’m going to fight Commu­ 
nists. I don’t know for sure just 
how, but that’s what I’m going to 
do. And to do it, I need a lot of 
education. We were brainwashed 
over there, and it takes an educa­ 
tion to stand up to that sort of 
thing. I don’t have it, and I need 
it.” 
Cowart, who left high school in 


TOBIE'S BEAUTY SALON 
formerly La Rue's Beauty Nook 
889 FOURTH STREET, Upstairs 
SAN RAFAEL 
over Pacific Stores 
Introducing Olive Daube 
our new operator 
N O VEM BER SPECIALS: 
$20 Permanent Wave 
- 
$15 Permanent Wave 
• 
Oil p e r m a n e n t....................................... 
Haircut, shampoo Sc styling 
- 
For appointment with Olive, n r « 
these s p e c ia ls , c a l l - u L 0 -U 0 4 v3 


$12.50 
$10.00 
8.75 
3.50 


for 


his junior year to enlist in the 
Army, has, like Bell, no definite 
plans for returning to school. But 
he said that he learned while a 
prisoner that he had made a mis­ 
take in quitting school and that 
education is the only thing that 
can beat the Communists, and we 
have to beat them.” 
Dr. Thomas Wyatt, pastor of the 
Wings of Healing Temple, is an 
ardent anti-Communist. He plans 
to meet them in Portland and may 
make arrangements for their ap­ 
pearance at the church or on 
broadcasts. 
Program* from the temple are 
carried over Mutual and ABC net­ 
works. 


Griggs said the trio was looking 
forward to the broadcasts because 
of “the connection between Chris­ 
tianity and anti-communism—they 
go together perfectly.” 


They will be accompanied to 
Portland by one of their defense 
attorneys, George Davis. He has 
been paying their expenses since 
the Army released them from the 
Ft. Baker stockade in Marin Tues­ 
day. 
The three were released after 
the U.S. Supreme Court ruled that 
civilian* are not subject to mili­ 
tary trial* for crimes allegedly 
committed while in servioe. The 


TURNCOAT TRIO 
MAY SUE ARMY 
OVER JAILING 


Prospect that the worm may 
turn in the case of the U.S. 
Army vs. turncoat Otho G. 
Bell, William A. Cowart and 
Lewis Griggs arose yesterday. 
San Francisco a t t o r n e y 
George T. Davis, acting for 
the trio, indicated that he is 
considering making the turn­ 
coats plaintiffs, and the Army 
and some of its personnel de­ 
fendants 
in 
action seeking 
damages for the alleged “il­ 
legal jailing” of the men. 
Davis said there is a case 
on record which gives prece­ 
dent for such damage action. 
In the case which he cited, 
Davis indicated, a court held 
that all persons involved in 
jailing a man, including Army 
personnel acting under a clear 
order from superiors, may be 
held personally responsible for 
damages. 
Also under consideration by 
Davis is a move to seek Army 
reversal of its action in dis­ 
honorably discharging them. 


Lest eastern Corte Madera be 
developed without adequate plan­ 
ning for schools and recreation, 
officials of the town, the county 
and the state mapped an intensive 
planning campaign this morning 
at a meeting which was described 
as “without precedent in Marin 
County.” 
Fifteen key persons—representa­ 
tives of town and county planning 
groups, the state Department of 
Finance, school boards in Corte 
Madera and the Tiburon Penin­ 
sula, developers of the Paradise 
drive area and parks and recrea­ 
tion commission—determined to 
make 
specific 
recommendations 
within a deadline that will be 
set later by City Planner Lawrence 
Livingston. 
Planning maps will be presented 
by the developers of the proposed 


501-home San Clemente Meadows 
development to school boards in 
Corte Madera and the Tiburon 
Peninsula and to the Corte Ma­ 
dera Parks and Recreation Com­ 
mission. Each group will make 
specific recommendations to Liv­ 
ingston as to the number and lo­ 
cation of schools and parks. Liv­ 
ingston then will sift the recom­ 
mendations and incorporate them 
into his master plan. 
According to Walter S. Long, 
chairman of Corte Madera’s Parks 
and Recreation Commission, the 
meeting represented “what the 
people in the county should do.” 
Meetings of community officials 
and developers would be of in­ 
estimable 
value 
toward 
proper 
planning. 
Among those present at the 
(Continued on page eight) 


Eisenhower plan directly, Mo­ 
lotov said, “if measure* under 
it were to be taken in close 
lation to the task of reducing 
arms and prohibiting atomia 
weapons.’* 
Molotov introduced in the con* 
ference a proposal for furthsr con* 
sidération of the Eisenhower plan 
and other proposals made by Rus* 
sia, Britain and France on die* 
armament. 
He demanded again that the Big 
Four immediately renounce the 
use of atomic weapon* as the first 
step and invite other state* to Join 
in the declaration. But his speech 
struck at the heart of the propo* 
sition which Eisenhower made to 
the summit conference here in 
July. 


RELUCTANT PUBLIC 
3 Experts See No Way 


Out Of Dog Quarantine 


Marin 
dog 
owners expressed J who care more for their pets than 
broad concern this morning over I human lives have misplaced their 
the 
impending 
dog 
quarantine sentiment. 
which will go into effect Dec. 15 
Answering a listener’s question 
as a measure to protect humans ! peryam said that enforcement of 
from rabies infection. 
! the quarantine could be accomp- 
Calls from 24 listeners to Kitty I lished by making health depart- 
Hamilton Unit 
Goes On 2 
Mercy Flights 


A plane crash and another air­ 
craft’s mechanical trouble called 
Hamilton Air Force Base’s 41st 
Air Rescue Squadron out on mis­ 
sions this morning. 
Maj. Orville Beardsley and Capt. 
Wesley O, Bisig flew with a five- 
man crew to a desert spot near Las 
Vegas where a small Army L19 
monoplane had been forced down. 
No rescue services were required, 
however, as the pilot was reported 
unharmed 
when 
the 
Hamilton 
plane arrived. 
Meanwhile, another 41st crew, I she stated, 
headed by Capt. Harry R. Robi- hysteria.” 
son, pilot, flew to the aid of a 
She said the dog pound should 
crippled Military Air Transport be given a deputy with a truck to 
Service plane en route with pass- ; 8° around and pick up dogs not 
engers and crew from Hickam I on a leash. * A leash law uould 
Field, Hawaii, to Travis Air Force 


Oppenheimer’s 
KTIM 
Sounding 
Board program were received ask­ 
ing a panel of speakers variou® 
details about the quarantine, how 
much protection it would give, and 
whether 
an 
alternate 
measure 
might be adopted. 
Three of four panel speakers 
answered negatively the question: 
Is there any other means of con­ 
trolling rabies in domestic animals 
other than by quarantine or vac­ 
cination?” 


‘STUPID . . . HYSTERIA” 
One speaker dissented. She was 
Mrs. 
Robert 
Murgatroyd, 
life 
member of Marin County Humane 
Society. 
‘It is stupid and uncalled for,” 
‘and is bordering on 


(Continued on page eight) 
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PRACTICAL STEP 
Secretary of State John Foste# 
Dulles told the conference that th® 
purpose of Eisenhower’s plan wa® 
to take a practical step toward 
disarmament by creating condi­ 
tions of confidence and by making 
impossible “an effective surprise 
attack with overwhelming force.’* 
Dulles said his impression of 
Molotov’s position is that “the So* 
viet Union does not accept Presi* 
dent Eisenhower’s proposal as an 
initial step but does accept the 
concept as a possible subsequent 
step.” 
He ridiculed Molotov’s attack on 
the plan after the Russian’s com­ 
ment about the President’s “good 
intentions.” The Soviet minister, 
he said, was suggesting that “al­ 
though 
President 
Eisenhower’s 
intentions are good, he is too in­ 
nocent or ignorant to judge th® 
value of this proposal as an initial 
step toward disarmament.” 


‘CREATE CONFIDENCE* 
The U.S. government continues 
to believe, Dulles went on, that 
Eisenhower’s proposal “would in 
fact help create an atmosphere of 
great confidence which is an es­ 
sential prelude to a practical sys­ 
tem for the control and reduction 
of arm.” 
Dulles said the urgent need now 
is continuing work on disarma­ 
ment in a United Nations subcom­ 
mittee where all the Big Four ar® 
represented. There is no system 
now in existence, he declared, 
“which guarantees that nuclear 
weapons can be eliminated.” 
Pending agreement on an inter­ 
national convention on reduction 
of armaments, Molotov proposed 
that the Big Four “assumed an 
obligation not to be the first to 
use atomic and hydrogen weapons 
against any country and they call 
upon other states to Join in this 
declaration.” 


COMIC DICTIONARY 
REALIST 
A man who, when he wants to 
borrow $10, asks for $20. 


Marin Demo Poll Favors 


Stevenson Candidacy 


Base. 
The 41st plane, an SA-16 Alba­ 
tross, was equipped with medical 
supplies and life rafts. No details 
were released as to the nature of 
the MATS plane’s trouble or as 
to 
the 
number 
of 
passengers 
aboard. The plane arrived at its 
destination safely before 10 a. m. 


be adequate.” she said. 
I „ Some 
n' emberKs]^ 
“ 
I don't like the idea of th e ! Democratic Assembly last night 
unanimously endorsed Adlai Stev­ 
enson as the Democratic candi- 


Army had held them for court 
martial since their return to the 
United States from Red China last 
July 19. They had spent 18 months 
in Red China after refusing re­ 
patriation at the end of the Ko­ 
rean War. 


state Department of Health order­ 
ing you to ‘do this’ or ‘do that,’, 
but they can and that's Just what | data ior president 
they’re doing,” she commented 
later. 
In addition, the results of a 
poll among the members of the 


Slayers Of HAFB 
Man Still Sought 
SAN FRANCISCO (JP) — Police 
still searched today for the slay­ 
ers of Airman James Young, 22, 
of St. Louis, stabbed fatally Sun­ 
day. 
Inspector Al Neider said officers 
had not apprehended any suspects 
in the killing. 
Young, stationed at Hamilton 
Air Force Base, was stabbed in 
a sidewalk melee after two men 
hurled insults at a group of air­ 
men. 


Most dog bite cases occur on assembly shows that the membei - 
schoolgrounds,” she said. “If dogs j shiP also favors Stevenson, accord- 
are kept off the 
s c h 
o 
o 
l g r o u 
n 
d 
s , ing to Dr. Paul O’Rourke, assem- 
most of the dog bite cases will dis- | p r e s i d e n t , 
appear,” she claimed. 
| 
(Stevenson’s press aide indicated 
yesterday in Chicago that Steven 
LISTENERS GRUDGING 
Ison will announce next Tuesday if 
Many listener questions lndicat- | he will seek the presidential nom- 
ed that dog owners in general may | ination.) 
not accept the quarantine in good 
grace 
Many asked what good it would 
do to quarantine only dogs and 
not cats. Some pointed out that it 
is wild animals which have been 
affected and said that is the -area 
in which 
measures 
should 
be 
taken. 


ENDORSE STEVENSON 
Alan Cranston, president of the 
California Democratic Council, told 
last night’s meeting that Demo­ 
cratic Assemblies throughout Cali­ 
fornia have endorsed Stevenson. 
Franklin Gentes, treasurer of 
the local assembly, conducted a 
Other speakers on the panel | pos‘card poU °f the approximate- 
ly 1,230 members. A little more 
than 300 were returned, he said. 


Group To Inspect 
HAFB, Cronkhite 
More than 400 West Coast in­ 
dustrial and military leaders gath­ 
ered in San Francisco today in a 
regional meeting of the National 
Security Industrial Assn. 
The group will inspect a fighter 
squadron at Hamilton Air Force 
Base and Nike missile launching 
sites at Ft. Cronkhite. 
Rear Adm. H. D. Huber, Pacific 
Coast director of the group, said 
the delegates will “reaffirm part­ 
nership” of the military and in 
dustry in UJi. preparedness. 


were Thomas Peryam, county agri­ 
cultural commissioner; Dr. Caro­ 
lyn B. Albrecht, county health 
officer; and Dr. Robert Griffith, 
veterinary doctor. 
Peryam painted a frightening 
picture of a rabies case in Ne­ 
vada. 
He said that during the out­ 
break of rabies in predatory ani­ 
mals between 1914 and 1918, a 
2-year-old child was bitten by her 
pet cat which was rabid. 
“The child died 18 days later 
in volent spasm, and in pain and 
suffering that is unfathomable,” 
he said. 


HUMAN LIFE FIRST 
“I believe one person is more 
important than all pets,” Peryam 
•aid, in pointing out that people 


Stevenson received 270 votes, 
Estes Kefauver 19, Averill Harri­ 
son 
nine, 
Ohio 
Got. 
William 
Lausche five and Supreme Court 
Justice William O. Douglas two, 
Gentes reported. 
NO CANDIDATES 
O’Rourke said the candidates 
committee reported 
that ther® 
were no prespective state Senate 
or Assembly candidates. 
He also declined to name sev­ 
eral “good prospects” for U.S. Con­ 
gress from the 1st Congressional 
District. 
Also attending la*t night at 
Tamalpais Center in Kentfield 
was Democratic Sen. Eugene Mc­ 
Carthy from Minnesota. McCar­ 
thy said the same sentiment for 
Stevenson is being expressed in 
Minnesota. Dr. O'Rourke said Mc­ 
Carthy was in the Bay Area with 
a ways and means committee in­ 
vestigating narcotics. 
There was no discussion of can­ 
didates for Marin County offices. 
Dr. O’Rourke said. 


FOOTBALL 


Friday, Nov. 11, 2:00 P. M. 


VS. 


KENTFIELD STADIUM 


COLLEGE OF 
MARIN 
NAPA 
COLLEGE 


Admission Adult* $1.00 


Children and Student Body Card Holder* 30c 
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IF Y O U P L A N 
TO BE THIEF: 
BE PREPARED 


DETROIT (U.P.)—Police were 
amazed today a t the thor­ 
oughness and foresight of a 
young bandit who robbed a 
restaurant of $30. 
They said Jam es Shea. 28, 
hired an attorney and left $5 
in a church before he WM 
arrested Wednesday. 


WORLD NEWS IN BRIEF 


Marsh Election 


Nearly Gets 
Sidetracked 


Higher Gas Tax Backed 


SACRAMENTO (/P)—Sen. Thom ­ 
as H. Kuchel (R-Calif) said yes­ 
terday he would vote for higher 
federal gasoline taxes to finance 
a government highway program. 
He predicted in a press confer­ 
ence th a t a federal program will 
be enacted at the next session of 
Congress. The federal gasoline tax 
is now 2 cents a gallon. 


Secrecy 'Dent' Made 


WASHINGTON (JP)—Rep. John 
Moss (D-Calif) today hailed as 
real progress” a Treasury De­ 
partm ent move to make public the 
applications of organizations seek- 


Magsaysay Party W ins 


MANILA (JP)—A sm ashing vic­ 
tory for President Ram on M ag- 
saysay’s Nacionalista P arty shaped 
up today. 
The 
opposition 
Liberal 
Party 
was being overwhelmed in the 
race for 9 Senate seats, 51 gov­ 
ernorships and provincial and m u­ 
nicipal offices, voted on Tuesday. 
The Liberal defeat was high­ 
lighted by the week showing of 
Sen. Claro M. Recto, “guest” can­ 
didate who slipped to sixth place 
with the count 40 per cent com­ 
pleted. Magsaysay barred Recto 
from the Nacionalista slate be­ 
cause of their difference over for­ 
eign policy and U.S. relations. 


ing income tax exemption. 
i 
. 
_ 
~ 
Moss, chairm an of a government j W o n t M a n S I O n , C h e a p . 
operations subcommittee investi 
gating federal inform ation prac- 
LOS 
ANGELES 
(JP) 
— Errol 
Flynn’s seven-acre estate and 30 


NO, IT'S NOT LOS ANGELES 
Pacific Telephone and Telegraph Co. building, one of the 
tallest in San Francisco, was almost obscured by smog which 
sm othered the city yesterday as heat records were established 
the third successive day this m onth. Autos in foreground aie 
on off-ram p of San Francisco-Oakland Bay Bridge. 
, 
(AP Wirephoto) 


Families Flee Homes As Fire 
Perils Ventura Community 


• VENTURA 
(JP)—Families 
fled 
their homes as a stubborn brush 
and tim ber fire periled six resi­ 
dences 
today 
after 
blackening 
16,000 acres. 
Occupants moved possessions to 
a Hidden Valley chicken ranch 
owned and operated by E. L. 
(Curly) Lambeau, former coach 
for the Green Bay Packers, Chi- 


in V entura County 40 airline 
miles northw est of Los Angeles. 
Additional 
fire 
rigs 
were 
dis­ 
patched to the scene. 
Another fire, in La T una C an­ 
yon of Tujunga, a hilly suburb a 
few miles north of Los Angeles, 
was controlled yesterday. It had 
burned 3,000 wooded acres in the 
Verdugo Hills, destroying three 


Plans for a special election Jan. 
17 to settle Mill Valley’s m arsh­ 
lands use dispute, and including secrecy, 
a $225,000 bond proposition to fi 
nance city purchase of the m arsh­ 
lands, almost got sidetracked last 
night. Councilmen, speaking ‘ for 
the record,” rehashed the entire 
m arshland question 
and nearly 
reached the point of delaying the 
election. 
Last night’s meeting was a spe­ 
cial session intended for routine 
processing of resolutions clearing 
the Way for the election. 
However, 
as 
the 
councilmen, 
starting 
w ith 
Mayor 
Gordon 
Strawbridge, i s s u e d statem ents 
clarifying their individual posi­ 
tions, there developed a disposition 
to investigate possibilities of try ­ 
ing to purchase only a portion of 
the m arsh for a city-owned recrea­ 
tion area. 
A stern warning from City Atty. 
Thom as Nelson got councilmen 
back on the track. Nelson, indicat­ 
ing th a t the council could, of 
course, change its plans if it wish­ 
ed, still pointed out th a t any 
change at this point would delay 
the date of the election. 
Strawbridge said he saw “noth­ 
ing sacred” about the Jan. 17 date, 
but he and the others finally de­ 
cided 
to 
proceed 
with 
special 
election plans as previously de 
cided upon. 


tices, told newsmen the Treasury r00m m ansion were auctioned for 
decision indicated “we’ve made a j $1^88.62 yesterday to satisfy a 
few small dents” in government COu rt Judgment against the actor. 


Hemingway Film Set 


HOLLYWOOD (JP)—“A Farewell 
to 
Arms," 
Ernest 
Hemingway’s 
novel of love in Italy during World 
W ar I, will be remade as a movie. 
Producer David O. Selznick said 


But Flynn, now in Spain, has a 
year in which to pay the $1,988.62 
and recover the Hollyowod Hills 
property estim ated to be worth 
$350,000. 


Wrecked Ship Found 
AUCKLAND, New Zealand (/P)— 
The waterlogged wreck of a cabin 
cruiser missing for more th an a 
m onth in the Pacific has been 
found stranded in the Fijis. All 
25 persons aboard are believed to 
have lost their lives. 
No log or message was found 
in the hulk. Reports indicated the 
vessel was wrecked by an ex­ 
plosion and th a t fire had broken 
out aboard. 
The cabin cruiser, the 70-ton 
Hoyita, was on a voyage from 
Apia, W estern Samoa, to Fakaofo 
in the Tokelau Islands. 


Warren Aids HST Fund 
LOS ANGELES (U.R)—Chief Ju s­ 
tice 
Earl W arren has accepted 
the honorary chairm anship of the 
Harry S. Trum an Library dinner 
to be held here Nov. 28, it was 
announced today. 


Ex-Capital Mayor Dies 
SACRAMENTO (JP)—Miss Belle 
Cooledge, former Sacram ento m ay­ 
or, died yesterday at the age of 71. 


4 Fliers Saved 


From Pacific 


5th Still Lost 


Hard To Arrest 


KNOXVILLE, Tenn. (A3) — The 
prisoner, accused of robbery, was 
a hard m an to arrest. W hen police 
arrived at hi* home, he Jumped 
out the second story window. Then, 
he feigned a leg injury and broke 
loose from general hospital. B ut he 
finally ended in jail. 


Ataturk Honored 
ISTANBUL (JP) — All Turkey 
yesterday he has acquired screen stopped work five minutes today 
rights and will film the picture in j to commemorate the 17th anniver- 
a big-screen process. Helen Kayes sary of the death of Kemal Ata- 
and Gary Cooper starred in the I turk, founder of the Turkish Re­ 
original version in 1932. 
public 


L.A. M ay Pass Chicago 
First Oil Well Marked 


NEW YORK (JP)—Los Angeles 
EUREKA 
(/P) — An 
historical 
may be the second largest m etro- ; m arker was placed today at near- 
politan area in the nation by 1965, by Petrolia where, in 1865, pioneer 
directly after New York, Sales 
Californians produced crude pe- 
M anagem ent magazine said today troleum 
commercially 
from the 
in a forecast for the next decade, state’s first drilled wells. 
The California city would sup- 
Monroe E. Spaght executive vice 
plant Chicago in the second spot, 
president of Shell OL Co. of 
e 
according to the projection. O ther York, returned to Eureka where 
change« by 1965, the magazine said j he was born- t0 
p 
‘ 
would show San Francisco m 
o 
v 
i n 
g 
ceremony sponsored by the State 
up to the sixth largest metropoli- Beaches and Parks Commission 
tan area from the eighth; W ash- 
« 
a P h 
ington, D C . up to eighth from annual convention of the Ameri 


cago Cardinals and W ashington homes and damaging a number 
Redskins 
professional 
football 
teams. 
The endangered homes are near 
the crest of Carlisle Canyon, near 
Lake Sherwood and Hidden Valley 


of other residences, in three days 
Nearly 400 men rem ained on the 
lines to prevent a new outbreak. 
At 
the 
V entura 
County 
fire 
scene, Capt. Tom Moody of the 


County Fire D epartm ent said it 
would take at least 48 hours to 
control the flames. On the south­ 
ern and eastern fronts were nearly 
20 miles of rampaging fire line. 
Damage to the Circle X Rranch 
of the Los Angeles Area Council 
of the Boy Scouts was estim ated 
a t about $150,000 by Fred A. Bal 
lin Jr., past president of the Circle 
X R ranch Foundation. 


Ike's Getting Out 
DENVER (JP>—Today is Presi­ 
dent Eisenhower’s 48th and last 
full day in Fitzsimons Army Hos 
pital. Tomorrow it’s off to W ash­ 
ington 
and 
a 
joyous 
“welcome 
home” reception. 
The mood at the hospital on 
this final day—among the doctors, 
nurses and all the others who have 
cared for the 65-year-old Presi 
dent—is a joyous one, too. They 
are all delight 3d—and so relieved 
th a t his damaged heart is m end­ 
ing well. 


HONOLULU (JP) — Four of five 
airm en who bailed out last night 
from a stricken Flying Boxcar into 
the stormy Pacific have been res­ 
cued, two of them early today, 
the Navy announced. 
Snatched from the wind-whip­ 
ped seas early today were Lt. D. 
O. Nelson, the pilot, and Lt. D. M. 
Hubbard, the co-pilot. 
The seaplane,tender Floyds Bay, 
which picked them up, last night 
rescued Lt. K enneth E. W hitney, 
navigator, and A /lc H arry W. 
Brinegar, flight engineer. 
W hitney was stationed at Mc­ 
Clellan Air Force Base, near Sac­ 
ramento, and Brinegar is with the 
1739th Ferry Squadron, Amarillo, 
Tex. 
The five were on a Flying Box­ 
car on a flight from Sacram ento 
to Hawaii last night when one en­ 
gine went wild. They were forced 
to bail out about 650 miles east of 
Honolulu. 
They parachuted down in rain, 
a 25-mile wind and into 10-foot 
swells. 
Their distress call was heard by 
planes and ships and the Floyds 
Bay made a dash of 75 miles to 
the scene. In the darkness last 
night lookouts on the tender saw 
the tiny flashlights attached to 
the airm en’s lifejackets bobbing in 
the sea. 
A Pan American Airways plane, 
another 
search 
plane 
and 
the 
Floyds Bay spotted the lights al 
most simultaneously. 
The search was being 
pressed 
for the fifth airm an. 


12th. 
can Petroleum Institute next week 
in San Francisco 


White Buzzard 
W HITE HOUSE, Va. (JP)—K. W. 
Harland, of Richmond, bagged a 
white bird on the Pam unkey River. 
It was identified as a white buz­ 
zard and the only one anyone in 
this area could remember. Albin­ 
ism occurs in almost all species 
but is rare in buzzards. 


For Junk, Maybe? 
PETERSBURG, Va. (JP) — No 
more will visitors to historic Bland- 
ford cemetery open the old iron 
gate which has stood guardian for 
more th an a hundred years. T h at 
is, unless junk yards yield the gate 
—which thieves stole. 


Adlai To Announce 


WASHINGTON (U.P.) — Adlai E. 
Stevenson is expected to announce 
his candidacy for the Democratic 
presidential nom ination next Tues­ 
day and friends say Sen. Estes 
Kefauver will throw his h at in 
the ring in about three weeks. 
Stevenson's Chicago headquar­ 
ters announced W ednesday night 
th at the former Illinois governor 
will make his intentions known 
Tuesday instead of the following 
Saturday as — viously scheduled. 


* 
. 
The hottest features for 56 


are in the new Chevrolet 


C h e vro le t never had it s o g o o d 


fo r you before . . . and no other 


ca r in its field even c o m e s close. 


S e e if C h e vro le t d o e s n ’t feature 


everything you w ant fo r ’56. 
All New! The Bel Air Sport Sedan with 4 doori and no lideporti 


Ray Hime Offers Three 


"Sensational Refrigerator Values 
SAVE 
$ 
UP TO 
ADMIRAL DUAL-TEMP 


Refrigerator-Freezer Combination 
S/LYE $110 


Giant 10.3 cu. ft. 


Admiral Dual-Temp. 


Two appliances in one! Huge Sub- 
Zero Freezer is separately insulated 
and sealed-off from rest of refrigerator 
and stores up to 70 pounds. Plus fea­ 
tures, too:l 2 ice cube trays; No De­ 
frosting Ever; Glide-out Shelf; 2 large 
crispers; King-size dairy compartment; 
and many many more wonderful fea­ 


tures. 


Model D1070S 


B o ld n o w M o t o r a m lc S ty lin g 


Just look it over-the lower, longer 
hood . . . the wider grille . . . the big 
bold parking lights and the sweeping 
new speedline chrome treatment. 


V 8 H o r s e p o w e r Z o o m s to 2 0 5 


That’s the power the new 
“ Super T u rb o -F ire V 8 ” 
pours out (optional at extra 
cost in all models). 


Chevrolet’s left-side taillight holds 
a stylish secret. It’s hinged at the 
bottom . . . swings down to un­ 
cover the gas cap. Closed up, the 
cap’s concealed! 


Usually 
Now Only - 


A n d your old refrigerator 


,'itf 
é É ¡ k 
1 2 -v o lt E la c tric a l S y s t e m 


Packs twice the punch of 
ordinary 6-volt systems . . . 
spins the engine up to one- 
third faster when you turn 
the key. You get surer 
starting 
in 
all 
weather. 
And you have a greater 
electrical reserve. 


Take as Long as 3 Years to Pay 


O ther M odels A t Similar Savings 


Float» o v e r 
the b u m p s 


Roads seem newly paved with Glide-Ride 
front suspension and outrigger rear springs 
soaking up the jolts. And Chevrolet per­ 
formance puts your safety first! 


S te e r in g m a d e e a s y 


Ball bearings greatly reduce 
friction and steering effort in 
Chevrolet’s Ball-Race Steering. 


TH E 


H O T O N E S 


E V E N 


HOTTER 


It's the P ik e s P e a k 
R e c o r d B r e a k e r l 
That’s how the ’56 Chevrolet 
proved its cham pionship 
road-action . . . its surer, 
safer driving control! 


E v e r y th in g In 
A u to m a tic P o w e r F e a tu re s 


Chevrolet 
offers 
everything 
you could wish for in the way 
of power servants ! All are 
available as extra-cost options. 
SAVE $l 70.00 
SAVE 70.00 


Model D T I38IS 


Usually 
$519.95 


Model DA960 
Usually 
$269.95 


* a n d y o u r o ld r e f r ig e r a t o r 


Now Only 
349” * 


Now Only 
199« * 


DeLONG CHEVROLET, Inc. 


Fourth & C Streets 


San Rafael 
GL 4-2114 


Th« world's outstanding spinet 
piano . . • built by BALDWIN 


Fourth & C Streets 
San Rafael GL 4-2114 


No Money Down 


We made a quantity purchase of these latest Admiral refrigerators and we are passing 


the great savings on to you—Trade your old refrigerators now and save. 


Open 


Friday Nights 


Until 9 p.m. 


PIANOS 
APPLIANCES 


SOLD! 


AND HERE'S 
PROOF! 


The 
following 
p r o p e r ­ 
ties were sold by "Livewire 
Lindskog-Real Estate“ dur­ 


ing the months of August, 
September and O c t o b e r 


only. 


221 
Madrone, Larkspur 
80 Ryan, Mill Valley 
6 Juno, Belveron 
56 M arina Court, San Rafael 
20 E. Crescent, San Rafael 
36 Adrian, San Rafael 
217 LaVern, Mill Valley 
346 Jean Street, Kay Park 
33 Meadow, Alto 
53 
Scott, Mill Valley 
39 
Mercury, Belveron 
6 Brookside, San 
Anselmo 
4 Vendola Drive, San Rafael 
2300 F ifth Street, San Rafael 
83 Homestead, Mill Valley 
38 Bayside Terrace, Mill Valley 
27 Hacienda Court, San Rafael 
60 Bryn Mawr, San Rafael 
107 Vendola Drive, San Rafael 
End of G arden Rock Road, 
Sleepy Hollow 
471 Throckmorton, Mill Valley 
73 
California, Mill Valley 
214 El Prado, Rafael Meadows 
300 Val Vista. Mill Valley 
123 M orningsun, M arin Heights 
Raven Road, Sleepy Hollow 
Redwood Ac Carson, Woodacre 
49 Lakeside, Corte M adera 
208 Ferndale, Mill Valley 
33 Plaza, Alto 
212 Hillside, Mill Valley 
321 
Ross. Mill Valley 
4 Neila Way, Mill Valley 
112 La Brea, San Rafael 
341 Laurel, San Rafael 
341 
Poloma. 
San Rafael 
185 Buena Vista, Mill Valley 
52 Vendola Drive. San Rafael 
124 Richardson. Strawberry 
829 Spring Drive, Mill Valley 
50 Vendola Drive. San Rafael 
356 Chapm an. Corte M adera 
576 Scenic, San Anselmo 
•283 K aren, Tiburon Penn. 
329 Forbes, 
San Rafael 
22-24 Millwood, Mill Valley 
•861 Tiburon, Tiburon Penn. 
1121 Butterfield Road, 
Sleepy Hollow 
71 Billou, San Rafael 
•522 Spring Street, Sausalito 
3 Hacienda Court, San Rafael 
E. Strawberry Drive, Strawberry 
145 Richardson, 
Strawberry 
•59 Wood Lane, Fairfax 
412 Hickory, San Rafael 
•14 Mercury, Belveron 
111 W isteria, Mill Valley 
246 Bayview, Belvedere 
126 Chula Vista, San Rafael 
838 
Spring, Mill Valley 
707 Vendola. San 
Rafael 
103 Reed, Mill Valley 
353 
K aren Way, Bel Aire 
344 Linda Wav, Kav Park 
25 Birch Street, Mill Valley 
112 Bella Vista. Mill Valley 
81 Thalia, Mill Valley 
238 Flamingo, Crest M arin 
206 Cardinal, Crest M arin 
38 
LaVern, Mill Valley 
*21 
Apollo, Belveron 
•118 Belvedere, Strawberry 


* Co-op with fellow broker 


Prices range from $1,000.00 lot 


sale to a $46,000.00 parcel! 


LIVEWIRE LINDSKOG 


SELLS MORE HOUSES 


THAN ANY OTHER 


REAL ESTATE 


BROKER IN MARIN! 


U ve Wipe 4 
ÜNDSKOG7 


910 Irwin St., San Rafael 


GL 4-0832 


188 E. Blithedale, Mill Valley 


DU 8-S8S1 


6S0 FRANCISCO BLVD. 
SAN RAFAEL 
GLcnwood 3-7353 
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Macvs specials for Veterans’ Day 


San Rafael 
W 
- L 


Flattering! Feather-light! Fem­ 
inine! Slim-fitted lines. Warm 
enough 
for chilly nights and 
mornings on the way. Washable, 
quick drying, needs no ironing. 
Pink or blue with white tufted 
nylon embroidery. 12-20 


M acy’s robes, second floor 


It’s Fantasique . . . an opaque, 
snowy white Dacron slip; won’t 
crush, 
is shadow-proof, stain- 
resistant, anti static. Soft, silky 
to touch. Dries in minutes, stays 
white. 
Average, 32-40; 
short, 
32-36; tall 34-40. 


Macy’s lingerie, street floor 


Brief little beauties for the lucky 
breakfast-in-bedder or as a gift 
for a recuperating friend. Many 
one-of-a-kind. 
Prints, 
pastels, 
solid 
colors, 
and 
deeptones. 
Quilted styles. 
All beautifully 
detailed. S, M, L. 


Macy’s lingerie, second floor 


usually 8.95 to 11.95 


The 7.99 styles are mostly leath­ 
er lined. 
All are exceptional 
values reflecting every impor­ 
tant style for fall. Many one-of- 
a-kind. Black, brown, navy, red, 
tan. 


Macy’s handbags, street floor 


special purchase! 


shape-retaining wool 


sweaters for girls 


sizes 
3 to 6x 
sizes 
7 to 14 
subteens 
10 to 14 
1.99 2.99 3.99 


May Clair makes sweater news that’s of particular interest to Mothers. 
They’re Kroy finished! They won’t shrink. They won’t stretch. And 
they’re a breeze to wash. Classic slip-ons and cardigans, favorites of 
every age. Pastel colors. 


savings for boys! 


Sanforized cotton 
flannel sport shirts 
Neat and bold plaids in his favorite shades; blue, 
brown and green, Full cut. Sanforized to stay that 
way. Sport collar; 2 pockets. Sizes 6 to 18. 


quilt-lined, all 
nylon zipper jackets 
All nylon, which means warmth without weight; 
wind-resistant; is washable yet rain resistant. Zip­ 
per front style in navy, red and brown. Sizes 14 to 18. 


wool melton jackets 
with shoulder inserts 
Charcoal, navy, or maroon wool jackets with 
shoulder inserts of simulated leather in pink and 
white; buttons to match. Knit neck, cuffs and 
waistband. 12 to 18. 


specially priced 
1 


specially priced 
7. 


specially priced 
7. 


Macy’s children’s department, second floor 
Macy’s boys’ department, mezzanine 


MACY'S SAN RAFAEL, FOURTH AND COURT: GLENWOOD 3-7070; OPEN FRIDAY 9:30 TO 9; 


sale of leather 
and fabric bags 
5.99and7.99 


100% nylon princess 
quilted robe 
9.98 


"Fantastique" 
Dacron tricot slips 
3.99 usually 


bed jacket closeout 
by a famous maker 
O 00 usually 
J 
, y 
y 
in 8.9$ 


OTHER DAYS 9:30 TO 1:30 


y 


Banner 
Suit SALE 
S 
2^ usually 
^ 
$45 to $55 


BANNER FABRIC FROM FAMOUS MILLS! 
Wools in go-everywhere gabardine! Soft and hard finished flannels! 
Important tweeds and checks! Executive stripes! Boucles and twists! 
% 
BANNER SILHOUETTES! NEW COSTUMES! 
All the newest, including 3-piece costume suits. Tunic suits! Free 
form boxy jackets! New longer jackets! Dressmaker and tailored styles. 


BANNER SELECTION OF COLORS, SIZES 
New chartones! charcoal grey, brown, green. Black, navy, beige, blue, 
grey, tan and purple. Misses’ and petites 10 to 18. Women’s sizes 
14i/ 2 to 241/2- 


Macy’s suits, second floor 


rhinestone 


studded 


Florentine 


faille 


bolero dress 
14.95 


For 
important 
holiday af­ 
fairs . . . or any occasion 
from cocktails on. 
An eye­ 
catching ensemble that belies 
the tiny price. Sleeveless prin­ 
cess lines, frosted with rhine­ 
stones teams writh a snug-fit­ 
ting bolero with bright rhine­ 
stone buttons. Winter white 
and pastel blue. 10 to 16 


Macy’s dresses, second floor 


Farm 'City' 


Seen Curb 
ToHighTax 


SAN FRANCISCO OJ.R) — Dele­ 
gates to the 37th annual conven­ 
tion of the California Farm Bu­ 
reau Federation wound up their 
five-day meeting today with adop­ 
tion of resolutions and election of 
officers 
The federation’s resolutions com­ 
m ittee split up into four subcom­ 
mittees when the convention first 
opened to screen the scores of 
resolutions brought before it by 
county groups. 
The resolutions finally approved 
by the committee last night were 
a closely guarded secret until they 
come before the floor. However, 
they undoubtedly dealt with such 
topics as water, conservation, Bon­ 
ing, trade and taxes. 
Resolutions adopted will become 
official policy for the state fed­ 
eration and its 60,000 families. 
They also planned to choose a 
site for next year’s convention. 


J. J. Deuel, head of the feder­ 
ation’s 
Public 
Utilities 
D epart­ 
m ent, yesterday pleaded with dele­ 
gates to go home, plan, organise 
and 
proceed 
with 
local 
water 
projects. 


He said water is the state’s 
most 
pressing 
problem 
and 
to 
m eet it, "W e’ve got to corral Cali­ 
fornia’s officials, sit down to talk 
business and get something done.” 


Dr. Von T. Ellsworth, research 
director for the CFBF, said two 
Southern California farm ing areas 
have filed for incorporation as 
cities so they cannot be unwilling­ 
ly included in the incorporation 
plans of a nearby residential com­ 
munity. 


Ellsworth predicted th a t more of 
these "phantom cities” will spring 
up near populous areas unless 
farm ers are protected against be­ 
ing "roped into” newly incorpor­ 
ated urban centers. 


"This is the only m ethod the 
farmer, has to keep his land out of 
high tax areas when residential 
ixpansion reaches tow ard him ,” 
Ellsworth explained. 
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a 
NO INDICTMENT—J. W. Milam, 36, of Blendorn. Miss., plays 
with his son, Billy, 4 last night after hearing th at Leflore 
County grand jury sitting at Greenwood, Miss., had refused 
to indict him for kidnaping in the Em m ett Till case. 


White Pair In Till Case 


Free Of Kidnap Charge 


GREENWOOD, Miss. (JP — Two 
white men today were free of all 
charges in the celebrated case of 
Em m ett Till, the 14-year-old Chi­ 
cago Negro boy who disappeared 
while vacationing on his uncle’s 
farm in Mississippi. 
A Leflore County grand jury yes­ 
terday declined to indict white 
half-brothers Roy Bryant, 24, and 
J. W. Milam, 36, on charges of 
kidnaping Till from the cabin of 
his sharecropper uncle. 
Less th an a m onth ago, a trial 
jury in a neighboring county found 
the two half-brothers innocent of 
m urdering Till, on grounds there 
was reasonable doubt about iden­ 
tification of a battered body pulled 
from the Tallahatchie river. 
"The question now arises,” said 
B l O n c h l E l 0 C t 0 C l 
l O Roy W atkins- executive secretary 
Federation Post 
J. Bianchi, 
Al J. Bianchi, a director of 
M arin County Farm Bureau and 
Pt. Reyes Station dairym an, was 
elected yesterday to an office of 
th e California Farm Bureau Fed­ 
eration at the CFBF convention 
in San Francisco. He is the new 
second vice chairm an of the dairy 
committee of the state organiza­ 
tion. 


of the N ational Assn. for the Ad­ 
vancem ent of Colored People, in 
a statem ent in New York yester­ 
day, "since Mississippi jurors have 
determ ined th a t Milam and Bry­ 
an t did not kidnap and m urder 
young Till, who did commit the 
crim es?” 


W ilkins said the grand jury ac­ 
tion, which canceled $10,000 bonds 
posted by the two men, "comes as 
no surprise to anyone acquainted 


with the adm inistration of justice 
in Mississippi.” 
Till’s 
m other, 
Mrs. 
M a m i e 
Bradley of Chicago, commented 
“Just about everything has run 
out on me now. I don’t know what 
to say. I don’t see how they could 
fail to indict those m en.” 
She said she was thinking of fil­ 
ing a civil suit but had no money, 
and further action would be up to 
the NAACP. Mrs. Bradley was in 
a recent tiff with the organiza­ 
tion, which dropped her from a 
proposed fund-raising tour of 11 
western cities for dem anding a 
$5,000 fee or one-third of the pro­ 
ceeds, plus expenses. 
At the m urder trial, she identi­ 
fied the body as her son. Defense 
witnesses, including a doctor and 
an undertaker, disputed the iden­ 
tification, contending the body was 
in the w ater too long to be Till. 


70 More Called 
As Prospective 


Abbott Jurors 


OAKLAND 
(/P)—Seventy 
more 
persons were called today for pos­ 
sible Jury duty in the trial of 
Burton K. Abbott for the kidnap- 
m urder of 14-year-old Stephanie 
Bryan. 
Prosecution and defense atto r­ 
neys in the first three days of 
tedious and delicate jury selection 
weeded out all but a handful of 
the original panel of 56. 
A tentative jury of seven men 
and five women were seated at 
the end of yesterday’s session but 
all were subject to peremptory 
removal by either side. 
17 CHALLENGES LEFT 
Both prosecution and defense 
had 17 perem ptory challenges each 
left. 
Attorneys indicated there was 
little chance of seating a final 
Jury by the end of this week. 
Court will not convene tom or­ 
row, Veterans Day. 
Selection moved slowly yester 
day as defense and prosecution 
argued over defense questioning. 
The dispute wound up w ith the 
court ordering defense attorneys 
to drop questions which the court 
said "could be interpreted as an 
effort to anticipate evidence . . . 
Defense Counsel Stanley W hit 
ney and Harold Hove had asked 
prospective jurors w hether they 
knew th a t the Abbott family had 
called police when articles be­ 
longing to the missing Berkeley 
schoolgirl were found in the Ab­ 
bott basem ent in Alameda July 25. 
OBJECTS TO QUESTION 
The prosecution objected to the 
question, saying it ranges "into the 
field of fancy,” and was upheld by 
Judge Charles Wade Snook. 
Stephanie’s body was found in 
a shallow m ountain grave near the 
Abbott cabin in Trinity County. 
She had disappeared on her way 
home from school April 28, 
Abbott insists he is innocent and 
says he left on a fishing trip the 
morning of April 28 and was well 
on his way to the cabin by the 
time she disappeared. 


Actor Rock Hudson Elopes 
With Agent's Secretary 
HOLLYWOOD 
(AV-Film 
star 
Rock Hudson, who often said he’d 
never m arry until he was 30, Is 
honeymooning 
with 
his 
agent’s 
secretary today—a week before he 
reaches th at age. 
Rugged Rock, a 6-foot-4 Navy 
veteran and one of the screen’s 
handsom est bachelors, eloped yes­ 
terday 
with 
brunette 
Phyllis 
Gates, 25. They drove to Santa 
Barbara, 90 miles north of here 
and were m arried by Rev. N. B. 
Thorpe, pastor of Santa B arbara’s 
Trinity L utheran Church. They 
proceeded in Hudson’s car to an 
unannounced destination. 
He telephoned U niversal-Inter­ 
national Studio, which gave him 
a honeymoon leave until Nov. 28, 
when he starts a picture with 
Lauren Bacall. 
Miss G ates is secretary to agent 
Henry Willson, who arranged H ud­ 
son’s first screen test in 1948 when 
the aspiring actor was working as 
a letter carrier. Rock delivered 
his own special delivery letter re­ 
questing a chance in movies. Will­ 
son, coming to the door to sign 
for it, took an interest in the 
handsom e youth. 
The elopement was no surprise 
to studio associates. Hudson had 
dated Miss Gates frequently since 
they m et a year ago in Willson’s 
office. It is the first m arriage for 
each. 
Rock has seldom dated movie 
stars. Occasionally he has accom­ 
panied actresses to premieres — 
chiefly at the urging of publicists. 


For a tim e he was an escort to 
script girl Betty Abbott, niece of 
comedian Bud Abbott, partner of 
Lou Costello. 
Hudson now ranks along with 
Jeff Chandler and Tony Curtis as 
U -I’s strongest male attractions. 


Junior Policemen 
To See Ball Game 


About 190 youngsters, members 
of San R afael’s Junior Traffic P a­ 
trol, will attend the Califom ia- 
Oregon State football game at 
Berkeley Saturday. 
San Rafael Juvenile Officer Jo­ 
seph Brusatori will accompany the 
youngsters, 
who 
will 
leave 
in 


school buses from Albert Field at 
10 a.m. Accompanying them wiE 
be several teachers headed by 
Lawrence Geiger, vice principal el 
Davidson School. 


Officer Brusatori is in charge ot 
training and advising members of 
the junior traffic patrol who stand 
guard a t school crossing». The 
children are adm itted free to the 
game through the courtesy of Uni­ 
versity of California. 


He's No Nut 
PARIS, Tex. (/Pi— Dogs, kid, and 
such, postm an Frank O’Brien says 
he doesn’t mind. But when a squir­ 
rel tried to bite him, th a t was too 
much. He got a gun and went 
hunting. Successful, too. 


Whether it be 


S 
E 
A 
T 
C O V E MS» 


Sam has a huge selection of bright 
new seat covers with every color and 
fabric that are on the market today. 
The quality is first-rate: Sam's seat 
covers will fit better, look better, and 
give years and years of satisfaction. 


CONVERTIBLE TOPS 


Busschaert's Is tha placa to go for convartibla 


tops. W a carry raady-m ada and custom-mado 


tops. Tha rainy saason is almost hara, so w hy 


not driva In now and hava that now top 


installed. 
SAM Bi SSCHAERT 
(Say Bush-Art) 


AUTO GLASS & UPHOLSTERY 
1216 Third Street 
So« Rafael 
GL 4-3617 


Grass Fire Quelled 
Six M arin County Fire D epart­ 
m ents units responded at 10:02 a. 
m. yesterday to w hat was report­ 
ed as a structural fire 
on the 
Charles Barboni R anch off Hicks 
Valley 
road. 
Instead, 
firemen 
nipped a grass fire after it burn­ 
ed one fourth acre of grass on the 
ranch. 


Worms Close Library 
HOUSTON, Tex. 
— Book 
worms put the 133,000-volume li­ 
brary at the University of Houston 
tem porarily out of business. They 
had to fumigate. 
, 


OPEN YOUR WESTERN 
FURNITURE ACCOUNT NOW! 


PICTURE FRAMING 
FRAMES 


The GASBERG STUDIO ha* 
pleased customers in all sections 
of Marin for over 45 years. 
1311 Fourth St. 
San Rafael 


Save 
IN TRADE 


ON THIS 
• 
• 
• 


• 
yv.-xv.-# 
t 


WS®®- - * ■ 
-i i * 
I 


DOUBLE GOOSE-NECK 


New House and Garden colors and 


all brass make these most useful 


lam ps a decorator's masterpiece, as 


well. 
$5 


Choose from latest colors including 


the most popular charcoal grey and 


all brass. Buy several for your 


home and for gifts. 


SINGLE PIN-UP 


Choose from latest colors including 


the most popular charcoal grey and 


all 
brass. 
Buy eeveral for your 


home at 
or gifts. 
3 
$1 
9 9 


with 
FURNITURE 


luxuriously cushioned with 


# 
G O O D Y E A R , Ï 


Regularly $179.50 to $199.95 


Our most popular suite. Now at the lowest price ever offer­ 


ed! New colors in modern metallic fabrics or beautiful 


solid color*. The very new charcoals and ice pink are avail­ 


able. Cushioned with rubberized curled hair over hi-tem - 


pered steel coils. 


• PANAMA 
Sola and Chair 


Panama 
pieces 
offer 
distinctive 
styling, 
outstanding 
beauty 
and 
long lasting comfort that will make 
you want foam-master furniture for 
your home. . . a full range of deco­ 
rator fabrics are available for your 
selection . . . and here’s a big foam 
master plus — Panama furniture 
can be yours for a small down pay­ 
ment, and the easiest of terms. 


$249.00 


# PANAMA 
3-Pc. Sectional 


5 basic pieces in the Panama group 
give you combinations for every de­ 
corating need. Popular 2 Pc. section­ 
al — with curved section make» 
corner combination. Sofa bed model 
available. 


$299.00 


Regularly $ 2 4 9 .9 5 to $ 2 6 9 .5 0 


Luxurious button tufted for real deep, soft comfort. Finest 
construction built for maximum durability. Best quality 
ever offered by largest divan manufacturer in California. 
New metallic fabs, in all colors including the new char­ 
coals and ice pink. Over fifty fabrics at $199.06 if you 
order now. 


$10 Down 


$8.50 a Month $149 


$10 Down 


$10 a Month 
$199 


OPEN FRIDAY TILL 9 P. M. 


FREE 


Delivery 100 Miles 


Storage One Year 


SAN RAFAEL 


1848 Fourth St. 


NOVATO— 1 Block North of the Stoplight 


WESTERN FURNITURE IS HEADQUARTERS FOR SEALY IN MARIN 


COLOR CHOICE EXTERIORS! 


A vailable in white and in two new 
decorator colors — canary yellow and 
turquoise green. 
LARGE AUTOMATIC DEFROST 
REFRIGERATOR SECTION ON TOP 


DOUBLE-CAPACITY FOOD FREEZER 
ON THE BOTTOM-holds up to 130 
lbs. of frozen foods! 


★ Open Fridays 'til ? p.m. 


In San Rafael 


At Third & C 


GL 3-6070 


reg. price . . . 564.95 


le s s ...................120.00 


Modal LH-14M 


U A A K 


U B IM I Limited 
™ 
Supply 


A McPhaiUs G-E Exclusive 


Plus . . . McPhail's Dependable Service 


Scettrinis Agree 
To Talk To Board 


The Scettrini fam ily has agreed 
to meet w ith the M arin Board of 
Supervisors in 
an 
attem pt 
to 
thresh out the details of purchase 
of the 130-acre Scettrin i ranch for 
a county civic center-fairgrounds. 
W alter Castro, board chairman, 
told the supervisors Tuesday night 
that the family had agreed to the 
meeting with attorneys for both 
sides present. Previously, Scettrini 
Attorney 
Hugh 
Allen 
told 
the 
board the fam ily did not wish to 
discuss the sale directly w ith the 
board. 
Castro said a plan to hold the 
meeting tomorrow night had fall­ 
en through, but that he hopes at 
tonight’s meeting of the board he 
will be able to schedule it for 
Tuesday night at the Scettrini’s 
home. 
After Tuesday’s board meeting, 
Dist. Atty. W. O. Weissich took the 
members of the board into his of­ 
fice for a secret meeting on the 
report of county’s three apprais­ 
ers. 
Weissich asked th at the press 
be excluded from the meeting. The 
board made no request that the 


press leave W eissich’s office, but 
the district attorney refused to 
continue while the press was rep­ 
resented. 
He said he preferred to present 
the report of the appraisers to the 
board in private because it “ should 
go to the board but shouldn’t go 
to Hugh Allen (attorney for the 
Scettrin is).’’ 
Weissich would not answer a 
question as to whether the report 
showed approxim ately the 
same 
$2,850 valuation which he had ear­ 
lier indicated would be there. He 
did say that the inform ation in 
the report “ possibly could cost the 
county thousands of dollars.” 
A fter some time, the press left 
the meeting, which continued in 
secret. Yesterday W eissich’s office 
said it had no report to make on 
what transpired. 


Peace Lutheran 
Church Looted 


Peace Lutheran Church at Ten­ 
nessee road and Shoreline H igh­ 
way in M ill Valley 
was 
found 
burglarized Tuesday morning by 
thieves 
apparently 
looking 
for 
cash. 
Sheriff 
David 
Menary 
sent 
Deputy Leo Ballard to the scene 
when the entry was discovered 
about 10 a. m. by church mem­ 
bers who came to clean up the 
kitchen. 
Ballard said some coins may 


have been taken from a children’s 
birthday 
bank, 
but 
the 
exact 
amount is not known. 
Burglars broke a window on the 
south side of the building to gain 
entry. 


Ad, Public Relations 
Agency Established 
R. G. Fontana & Son, San An- 
selmo’s commercial printing firm, 
has expanded its services to in­ 
clude an advertising and public 
relations agency. 
Director of the agency is W iley 
King, form er chief feature w riter 
and editorial w riter for the Du­ 
luth Herald and News Tribune. 
King, who has a background in 
public relations work, has lectured 
and w ritten about graphic arts 
and related fields. 


fo ra /ie rie J 


• Custom 
designed 
for your windows 
• To Fit Your Budget 
• Estimates A Pleasurê 
ÇkadeA * 


Pjjf ïttarin 


2070 Fourth Street 
San Rafael, G L 3-1518 


All Types of 
Window Coverings 
SALE 
SINGER 


FLOOR MODELS 


AND 
DEMONSTRATORS 


All models carry Singer's 
new machine warranty 


UP 
$ 
TO 
SAVE 
56 
BUDGET TERMS 


Some Examples of Used Machine 
Bargains 


SINGER 
PORTABLE 


SINGER 
CONSOLE 


OTHER MAKE 
CONSOLE . . . 
• 
• 


SINGER 
PORTABLE.............. 


OTHER MAKE 
PORTABLE............... 


SINGER 
TREADLE.............. . 


*39 
.*59 
*29 
*39 
*19 
*12 


50 


50 


50 


50 


Youth On The Job 
A L B U Q U E R Q U E 
— When 
Professor Norton 
Barr 
Crowell 
commented that he served in the 
last war, a student cracked, “Oh, 
are you that young?” Crowell re­ 
turned breezily, “Oh, I’m pretty 
young. And I’m younger now than 
I will be next year when you take 
this course again.” 


Man Whose Auto 
Hit House Sued 


A Tlburon couple whose house 
at the Trestle Glen curve has 
taken the shock of m any auto 
crackups, is suing the driver whose 
car entered the kitchen last Au­ 
gust. 


Vandy Hovanec and his wife, 


Madelynne, filed suit Monday in 


M arin 
Superior 
Court, 
asking 
$3,500 damages from Clarence O. 
Richm ond of 1584 South Novato 
boulevard. They are represented 


by M ill Valley attorney Harold R. 
Hayes. 
The Hovanecs charge that on 
Aug. 1, Richm ond drove negligent­ 
ly and carelessly, and his 1953 
sedan crashed into their house at 
3 M ercury avenue, Belveron G ar­ 
dens. The plaintiffs seek the dam­ 
ages for loss of rent and loss of 
opportunity to sell the house. 
The Hovanecs, residents of Tib­ 
urón, had their Belveron Gardens 
house for sale when the car came 
crashing through the kitchen. 
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Straits tin from M alaya has a 
minimum purity of 99.87 per cent. 


Winged Pup Sitter 


M IA M I, Okla. (JP) — W hen the 


pointer dog belonging to M r. and 


Mrs. O rville W atts, who live on 


a farm had six pups, the fam ily’s 


30-year-old parrot became an as­ 


siduous pup-sitter. Spending much 


of her time at the barn where 


the pups were kept, she nuzzled 


and talked to them constantly. 
“W hatsa’ m atter?” she asked them 
when a bumbling, big-footed pup 
stepped on her or fell into her. 
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We 
FRAME 
PICTURES 


M O U LD IN G S AND 
F R A M IN G S U P P L IE S 


Picture Frames Inc 
738 A ST., SAN R A F A E L 
7ÏI 
GLenwood 4-8163 
iLjr^r=Jf=ar=ii=Jr==JFJ 


All machines priced for 
immediate clearance - 


limited quantities 
SINGER SEWING CENTER 


Lifted in your telephone book only under SINGER SEWING 
MACHINE CO. 
1235 Fourth St. 
San Rafael 
GL 3-2190 


OPEN FRIDAYS *TIL 9 P.M. 


¡Save! Save! Save! Penney's makes room for new h o lid a y -^ 
merchandise! You gel in-season stocks at off-season prices! n » 


Shop and Save during our Pre-Holiday Clean-up! Many unadvertised bargains in evey dept.! 


Drastic Reductions have been taken to make room for Christmas Merchandise! 


Women’s 
BETTER DRESSES 
9 Fall colors 
9 Terrific reductions 
£ 
9 Values to double and 
more! 
6**8 


Fall Styles! 
GIRLS' SKIRTS 
9 Corduroys! Wools! 
9 Limited quantity 
9 Broken sizes 
3.00 


Sheen Gabardine 
BOYS' SLACKS 
2.00 


9 Navy blue only! 
9 Machine washable 
9 Sizes 6 to 10 


M ens Cotton 
FLANNELETTE SHIRTS 
2.50 
9 Washable suede cotton! 
9 New finish requires little 
or no ironing! 


Women’s Better 
COTTON DRESSES 
9 Some Dan River ginghams! 
9 All Fail colors! 
^ 
9 Good selection! 
3**4 


Girl’s Cotton 
FLANNELETTE PJ'S 
2.22 
9 Sanforized 
9 Two styles 
9 Sizes 6 to 14 


Buy Now! 
BOYS' JACKETS 
9 Flannel lined poplin! 
9 Rayon and cotton versa- 
S 
twill 
& 
fcfii 
# Broken sizes 


Save Now! 
CHILDREN'S SHOES 


Boys' oxfords 
d* 
Girls' patent leather 
^ 
Broken sizes 8Vi to 2 3*4 


Women’s Sanforized 
COTTON DRESSES 
Outstanding values! 
1.77 


Pastels or darks! 
Jrs., Misses, Half Sizes, 
Supers 


Better Quality 
GIRLS' BLOUSES 
9 Printed cottons! 
9 Outstanding valuesl 
# Sizes 4 to 12! 
1.00 


Boy’t 
DOUBLE KNEE JEANS 
9 Heavyweight deniml 
# Sanforizedl 
9 Broken sizesl 
1.33 


Infant’s 
JUMPER SEAT 
5.00 


Removable coverl 
White enamell 
Special valuel 


Ladies’ Better 
SHORT COATS 
9.99 


All wool 
Fleeces—Homespuns 
Sizes 8 to 18 


Girl’s 
FULL LENGTH COATS 
10.00 
and 
12.00 


9 All wool fleeces and 
checks 
9 Winter weight 
9 Sizes 3 to 6x—7 to 14 


Special! 
Davy Crockett Shirts 
1.29 


Sanforized broadclothl 
Shoestring lace front 
Sizes 4 to 121 


All Wool 
4-LB. BLANKET 


Extra long—90" 
72" wide! 
Satin bound 
*10 


Women’s Better 
FULL LENGTH COATS 
*20 
9 All wool 
9 Wool and cashmere 
9 Broken size range! 


Save Now! 
GIRLS' DRESSES 
2.00 


Printed cottons 
Exceptional values 
Sizes 4 to 12 


Marked Low! 
BOYS' SHIRTS 
1.00 
9 Rayon butcher weaves 
9 Pullover model 
9 Broken sizes 


Women s Better Quality 
LUGGAGE 
2 Train cases...................................$15 
2 Wardrobe cases ...........................$20 
1 Weekend case .............................$15 
1 Pullman case ...............................$15 


Imported Broadcloth! 
WOMEN'S BLOUSES 


1 . 0 0 
9 Checks or solidst 
• Sanforized! 
9 Sizes 32 to 40 


Parochial School 
UNIFORM SWEATER 
3.00 
9 For girls, size 6 only 
9 Navy blue cardigan 
9 All wool 


Final Cleanup 
REMNANTS 


1/2 Price 
9 Shop early! 
• Many fabrics! 
9 Outstanding valuesl 


Limited Quantity 
STEAK KNIVES 
9 "Jubliee" or "Americana" 
pattern 
9 6 piece set 
9 Original "Rogers." 
5.00 


W omen’s Quilted 
NYLON DUSTER 
9 100% Nylon! 
9 Prints on white! 
9 Sizes 10 to 18! 
7.00 


Girl’s Cotton Flannel 
LINED JEANS 
1.44 
9 Fully lined denim 
9 Suspender stylo 
9 Sizes 1 to 6 


Washable Gabardine! 
MEN'S SLACKS 
4.44 
9 Rayon/nylon blendl 
9 Winter weight 
9 29 to 42! Cuffedl 


Outstanding Value! 
TAFFETA YARDAGE 
9 Stripes onlyl 
9 44" wide 
9 For blouses! Home dec- 
Yd. 
orating! 
29i 


60 Gauge 15 Denier 
NYLON HOSE 
9 Perfect quality! 
9 Full fashioned! 
9 Fall shadesl 
69 


9 Dresses—suits 
9 Blouses—skirts 
9 Broken sizes 


Limited Quantity 
SUB-TEEN 
*1 
$5 


Better Quality! 
MEN'S HATS 
9 Genuine fur felts 
9 Fall colors 
9 Sizes 67/. to 7W 
*4*6 


Western Design 
LUNCH KITS 
9 Vacuum bottle! 
9 Limited quantity! 
9 Save nowl 
2.00 


Fall Styles! 
WOMEN'S SKIRTS 
• 100% wool 
9 Washable wool and 
<t M 
J 
orlon 
* # & 
9 Broken sizes 
5 


Toddler’s 
SMARTALLS 
9 Sanforized twilll 
9 
9 Drop seat stylel 
9 Size 4 onlyl 
1 . 0 0 


Better Quality! 
MEN'S SLACKS 
9 Wool/nylon blend 
JT 
9 Wool/dacron blend 
JF ir 
9 Broken sizesl 


Miniature Size 
Davy Crockett Dolls 
9 8" miniature 
9 Movable eyes 
9 Movable head and arms 


Women s 
Dacron/Nylon Slips 
9 White! 
9 Broken sizes! 
^F 
9 Values to double 


Sizes l-lVi-2 only! 
INFANTS' SLEEPERS 
9 Two piece cotton knit 
V 
9 Pastels 
1 
W 
9 Limited quantity 


Better Oxfords 
MEN'S SHOES 
9 Dress styles! 
9 Brown—black 
5 
^ f t 
9 Terrific values! Broken 
sizes 


Size 42 x 81” 
NYLON PANELS 
9 Ivory only! 
M 
9 Exceptional valuel 
1 
S J If t J f 
9 Hurry! 


Women s 
PLISSE GOWNS 
9 Prints and solids 
^9 
9 Broken size range 
9 Easy care—no iron 


For Boys! 
TODDLER CAPS 
9 Denims! Twills! 
9 Baseball style! 
9 Also infants' bonnets, 50c 


25% Orion 75% Lambswool 
MEN'S SWEATERS 
9 Slipover style 
P* 
9 Pastels—long sleeve 
9 Sizes S-M-L 


Better Quality 
LINED DRAPES 
9 Size 48 x 81" pair! 
A 
9 Printed barkcloth! 
1 JIB 1 
9 Values to double! 
* 


Limited Quantity! 
MATERNITY WEAR 
5.00 
3.00 
2.00 


9 Two piece outfits 


9 Short slacks ....... 


9 Shorts................. 


Infant’s Waterproof 


PLASTIC PANTIE 


9 Sizes 'A only! 
9 Maize or green! 
9 Limited quantity! 
3 *1 


Limited Quantity 


MEN'S TIES 


9 Some dacrons 
9 Some repp stripes 
9 Light or dark colors 
50t 


Solid Color 


CHINTZ YARDAGE 
50* 


9 Everglaze! 
9 Washable! 
9 36" widel 
Yd., 


White 
DACRON UNIFORMS 
9 Dacron sharkskinl 
9 Easy to care fori 
9 Sizes 12 to 20 
5.00 


Infant’s 
TERRY BIBS 
9 Plastic backed terry cloth 
Set 
9 Breakfast, lunch, supper 
of 
9 Set of 3 
Three *1 


Better Quality, All Wool 
MEN'S SLACKS 
9 Deluxe tailoring throughout! 
9 Drastic reductions because of 
sizesl 
9 Waist sizes 30, 31, 40 and 421 *12 


80 Square 
PRINTED PERCALE 


• 35-36" wld. 
9 Shop early! 
9 Terrific valuel 
3 ^ *1 
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St. Stephen's Parish Given 


$65,000 Of Big Whitaker 


Initial 
Bequest 


After 
dedication 
of 
1U 
new 
church in Belvedere last Sunday, 
St. Stephen’s Parish yesterday re­ 
ceived the initial payment of a 
gift that will enable construction 
of a parish hall, probably next 
year. 
Rev. E. J. Mohr, rector, received 
from Fred E. Palmer a check for 
$65,000 made out to the “rector, 
warden and vestrymen" of the 
parish. Balance of the gift w ill 
come after the first of the year 
with the total expected to exceed 
$125,000. 


The money was willed to St. 
Stephen’* 
by 
Mrs. 
Nettie 
M. 
Whitaker of San Francisco, widow 
of attorney George Whitaker. She 


died in January, and Palmer Is | 
T h e b e q u e s t from Mr», Whitaker 
executor of her estate. 
will make It possible to realise 
Mrs. Whitaker had never lived j these 
plans 
much 
sooner, 
the 
in Belvedere but had visited at the 
Palmer home and there learned 
of the need for a new St. Stephen’s 
Sunday School. She liked children, 
according to Palmer, but had none 
of her own. 
The gift to St. Stephen’s has 
“no strings attached” but it was 
Mrs. Whitaker’s wish that it be 
used for a Sunday School, Palmer 
said. 
Plans by architect Ernest Wink­ 
ler for the St. Stephen’s site in­ 
clude a parish hall for Sunday 
School and parish functions, with 
a kitchen, offices, storage and 
utility rooms. 


rector said. 
Additional land is needed, he 
said, in addition to landscaping, 
and the present indebtedness on 
the new church also must be con­ 
sidered. 


How and when these things can 
be accomplished will be discussed 
at an early meeting of the vestry. 


Catholic and Edgewood Protest­ 
ant orphanage* in San Francisco 
and Shriner’s hospital for crippled 
children will share with the Bel­ 
vedere parish the balance of Mrs. 
Whitaker’s estate after specific 
bequests and taxes are deducted 


Assn. For Retarded Kids 
Allowed Use Of Nursery 


Marin Assn. for Retarded Chil­ 
dren will be allowed to use the 
nursery classroom at San Rafael 
High School in the afternoons to 
help retarded youngsters between 
the age of 4 and 9. 
San Rafael Board of Education 
Tuesday night granted the request 
made by Mrs. H. D. Sokoloff of 
the association. She said the or­ 
ganization is composed of several 
parents who have collected funds 
to give severely retarded children 
special instruction. She said there 
are three children now enrolled, 


er. Fees will be charged to help 
defray expenses. 
Supt. Frank Lucas said the class 
for retarded children at E Street 
School is somewhat different be­ 
cause these students are behind 
in mentality but are capable of 
receiving 
classroom 
instruction. 
However, too many such students 
would make it impossible for the 
teacher to teach the rest of the 
class. 
Children who will use the nurs­ 
ery are extremely retarded, and 
the main function is to teach them 
and she has heard of others who personal health and to take care 
need such instruction. 
of themselves 
They will use 
the 
classroom 
about three afternoons a week and 
have arranged for a special teach- 


The school board approved the 
use of the nursery classroom in 
the afternoons. 


AT COUNCIL'S REQUEST 


Corinthian Island Sewer 
Hookups To Be Checked 


Every house on the Belvedere 
side of Corinthian Island is con­ 
nected to the city sewer system, 
to the best of his knowledge, City 
Manager Britton Rey told the city 
council Monday night in answer 
to a query frdln an island resident, 
Mrs. Mary Martin Joyce. 
The city manager added that 
without a personal inspection, he 
could not tell Mrs. Joyce whether 
all fixtures in every house are 
connected. But he agreed, at the 
council’s request, to have a survey 
made. 
On the subject of sewers, city 
employee Louis Soldavinl describ­ 
ed his removal from the city sys­ 
tem of one towel, two feet long 
and 16 inches wide, and made it 
plain that he does not consider 
such items appropriate to small 
pipes. 
The towel is the latest bit of 
foreign matter to clog up the city 
system, but previously dish cloths, 
diapers, children’s underclothing, 
toys and even a beer can have 
been removed in order to put part 
of the system back in running 
order. Roots sometimes are re­ 
moved too. 
Other matters discussed by the 
council were: 
Lagoon subdivision map No. 7, 
approved, with sidewalks to be in­ 
stalled on or before Feb. 1. 
City employees' paid holidays, 
increased from seven to nine by 
adding Admission day and Armi­ 


stice Day, and sick leave, estab­ 
lished at 12 days per year after 
a year’s service with a maximum 
accumulation of 45 days. 
New fire hydrant at Golden Gate 
and Oak avenues, to be Installed 
for $400. 
Improvement of San Rafael ave­ 
nue, may be accomplished with 
$1,000 state allotment. Rey was 
instructed to have an engineering 
study prepared to submit to the 
state. 
A “Keep our city clean” idea 
proposed by Mrs. Viola Spaulding, 
who suggested a city trash-haul­ 
ing service. This will be discussed 
at the next meeting. 


Corte Madera 
Cloverleaf 
Land Sought 


The state, still in the midst of 
condemning property along the 
Alto strip, has started legal action 
to acquire land for the Corte Ma­ 
dera interchange. 
State attorneys filed a condem­ 
nation suit in Marin Superior 
Court Tuesday for three parcels 
comprising more than 14 acres. 
Named as defendants are Mr. and 
Mrs. William P. Murray of San 
Rafael, Mr. and Mrs. Frank Ru- 
salem of San Francisco, Mr. and 
Mrs. Ivan Swigard of San Fran­ 
cisco, H. Koch and Sons and sev­ 
eral other parties who have some 
interest in the parcels. 
The Murray property is a little 
more than one acre while the 
Rusalem parcel is about one half 
acre. Both are on the northwest 
corner of the Corte Madera inter 
section. A long strip in front of 
the Koch luggage plant is needed 
for widening of the highway. This 
parcel covers about 13 acres. John 
P. Horgan, attorney for the state 
Division of Highways, said the 
luggage plant itself will not be 
affected. 
The state is asking the court to 
decide what the fair value of the 
property 
should 
be 
a n d 
the 
amount of severance damages if 
any. The Division of Highways 
wants the land to build a full in­ 
terchange at the Corte Madera in­ 
tersection as part of the freeway 
from Richardson Bridge to Green- 
brae. 


League Of Voters 
Asks Legislative 


Procedure Revamp 


The League of Women Voters 
is asking the state Legislature to 
record and report all action taken 
by standing committees on bills 
submitted to the Legislature. 
The League believes the tradi­ 
tional publication of the Assembly 
and Senate floor roll calls has be 
come “obsolete in the flood of re­ 
cent day legislation” and is fail 
ing to provide a “consistent, im 
personal and official record of a 
legislator’s performance as a com­ 
mitteeman,” Mrs. Paul Holmer, 
of Kentfield, president and spokes­ 
man for the League of Women 
Voters of California, told a Joint 
Committee on Legislative Proced­ 
ure last week. 
“Only about one-half of all leg­ 
islation introduced ever reaches 
the floor,” Mrs. Holmer said, “and 
the vote almost always confirms 
the recommendation of the stand­ 
ing committees.” 
The League’s request for the 
transmission of regular, formal re­ 
ports to each house by the re­ 
spective standing committees was 
made by Mrs. Holmer in a letter 
to Assemblyman Thomas M. Er­ 
win, chairman of the Joint com­ 
mittee, which is presently at work 
streamlining legislative processes. 


MARIN CALENDAR 


TONIGHT: 
Almonte Improvement Club, 8 
pm ., Almonte Hall. 
California 
National 
G u a r d , 
579th Combat Battalion, 8 p.m., 
Fairfax Pavilion. 
College of Marin trustees, 8 p.m., 
Harlan Hall. 
Dixie 
School 
Board, 
8 
p.m., 
Dixie School. 
Knight* of Columbus, 8:30 p.m., 
San 
Rafael 
Improvement 
Club 
Hall. 
Marin County Employee* Assn., 
8 p.m., courthouse. 
Marin County Master Plumbers 
Assn., 
7:30 
p.m., 
2054 
Fourth 
street, San Rafael. 
Marin supervisors, 7 p.m., public 
hearing on formation of Bolinas 
Bay Harbor District. 
Mill Valley commuters, 8 p.m., 
city hall. 
Mill Valley School Board, 8 p.m., 
26 Miller avenue. 
Novato incorporation group, dis­ 
tribution of petitions, 8 p.m., Mar­ 
ion School. 
Novato Kill School PTA, 8:30 
p.m., Hill School. 
Novato 
Toastmasters, 
7 
p.m., 
Tommy’s Novato Inn. 
Ross Town Council, 8 p.m., town 
hall. 


San Anselmo 20-80 Club, 7:80 
p.m.. Ranch House. 
Sausali to Post 818, 
American 
Legion, 8 p.m.. Perry’s Hall. 


Loot By The Ton 


DETROIT (/P)—Ross Hill was the 
victim of some ambitious thieve*. 
His tractor and trailer were stolen 


from a parking lot—along with ft 


$11,000 heavy duty earth loader. 


Altogether, the loot weighed 28,000 


pounds. 


TOMORROW: 
Alto Sanitary Board, 8 p.m„ fire- 
house. 
Audubon Series screen tour, 8 
p.m., San Rafael High School. 
Golden Gate Bridge Board, 2 
p.m., bridge office. 
Marin Amateur Radio Club, 8 
p.m.. Legion Hall, Larkspur. 
Marin County Stamp Club, 8 
p.m., cafeteria, College of Marin. 
Novato Community Players Pro­ 
duction, 
“Strange 
Bedfellows,” 
8:30 p.m., community clubhouse, 
Novato. 
Ross Valley Players production, 
“The 
Remarkable 
Mr. 
Penny- 
packer,” 8:30 p.m., the Bam, Art 
and Garden Center, Ross. 
Sausaiito Little Theater produc­ 
tion, “Caine Mutiny Court-Mar­ 
tial,” 8:30 p.m., 745 
Bridgeway. 


FRAMES — FRAMING 
Largest Asst. Frames, Framed 
Pictures & Molding in Marin 
GASBERG STUDIO 
Est. 
1910 
1311 Fourth St. 
San Rafael 


MODERNIZE 


■if f y 
1 


- 
il 
BATH 


BATH FIXTURES 


W ALL TILE 


CABINETS 


FLOOR CO VERIN G S 


WEEKLY SPECIAL 
5' GLASS SHOWER 
4L A95 
DOOR ENCLOSURE!......... Q 
y 


Installed 


GL 
3-7535 


ONE RELIABLE 


CONCERN 


DOES IT ALL 


Carpentry 
Electrical 
Painting 
Plumbing 


Turner Home Modernization Co. 
1920 Fourth Street 
San Rafael 


San Rafael 


Brazil is larger than the con­ 
tinental 
United 
States, 
being 
about as large as the United States 
would be if a second state of Tex­ 
as were added to it. 


GL 3-6110 


COMPLETE 
BEDROOMS 


Your Choice 


E a r l y A m e r i c a n 
H I L K S T O O L 
3.00 


IN RICH SA IEM -TO N E MAPLE 


Reg. $7.95 Value at O nly....................ea. 


Almonte Club Meeting 


First annual dinner meeting of 
the Almonte Improvement Club 
will be held at 6:15 pm . today in 
Almonte Hall, located at Wisteria 
way and Almonte boulevard. 


RETURN 


the same day 


to SACRAMENTO 


For Example: 


LV. San Rafael . 8:47 a.m. j 


AR. Sacramento . 11:50 a.m. 


LV. Sacramento . 5:00 p.m. 


AR. San Rafael . 7:57 p.m. 


Choose From 


19 Round Trips Daily 


Only Greyhound offers such f reauent 
service. Relax by air-condinoned bus 
...save time Sc money by Greyhound! 


San Rafael 
3rd A Tamalpais 
GL 3-0795 


E a r l y A m e r i c a n 
C A P T A I N ' S C H A I R 


M A T C H IN G CHESTS: King Size...........49.88 


12.50 down 
on Terms 


• 4-PC.-2 Twin Beds, 
Double Dresser, Mirror 


• 5-PC.- Double Bed, 
Double Dresser, Mirror, 
2 Night Stands 


• 5-PC.-Bunk Bed, 2 
Mattress and Spring 
units, Ladder, Rail 


YOUR CH O ICE— bedroom pieces grouped in 


practical 4 and 5-piece groups at one out­ 


standing low sale pricel Authentic Early Am er­ 


ican styling. 


Each piece is made with solid Eastern Hard- 


rock M aple tops and top quality hardwoods. 


High gloss Salem M aple finish is a warm, 


lovely complement to any bedroom. 


Check 
the 
fine 
craftsmanship — including 


drawers that are dove-taiied, with center 


guides to prevent jamming, and tilt rails to 


prevent tipping. Top drawer* dust-proofed. 


Antique brass pulls. 


4-Drawer...........39.88 


Authentic Early American 
design in rich salem-tone 
mellow. Selected choice im­ 
ported hardwood, tough,, 
long-wearing and beauti­ 
ful. Sa d dl e seat, h a n d 
turned spindles. A terrific 
buy at 
this price. Reg. 
29.95 value. 


ONLY 


SIMMONS TWIN 
88 


$70 value! 


GREYHOUND 


You A lw ays 
PAY LESS 
at 
WHITE FURNITURE 
CO. 


WHITE 


FURNITURE 


C O M P A N Y 


«Л мМ ш 


Twin size Mattress and Box Spring at low special purchase price. Equols 


sets selling for $70 in other stores. M ade by Simmons exclusively for 


Wards. 
High coil count mattress and box spring. Vertically stitched, 


prebuilt border prevents sagging. Attractive, long-wearing plaid cover. 


Only $5.50 down on Terms. 2 MATTRESS SETS............. -.................^ 


1920 FOURTH ST. 


"O n the Miracle Milen 


SA N RAFAEL 


fttbrjfrttSrtrt-lmtrttal, Thursday, Nov. 10, î 955 
7 


SAN RAFAEL 
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* À&ÀÀAÀÀÀÀÀÀÀftAÀ^ 
THERE'S ONLY ONE HAND-WOVEN 
home 
prices 


SPORT COATS 


• herringbone weave 
• smart celtic weave * 
• houndstooth weave 
• neat tick weave 
• barley-corn weave 
• over plaid weave 


BECAUSE of their 6uperb wool yarn, richness 
of coloring and long wearing quality, Harri» 
Tweeds have been the choice of fine tailors 
the world over. 
THE OUTER HEBRIDES near the Arctic Circle, 
off the rugged north western coast of Scotland 
are the home of Harris Tweed. Every precious 
yard of this famous fabric is woven by hand 
In the homes of the crafters. 
HARRIS TWEED is one of the world’s most 
ancient fabric traditions. The basic origin of the 
art goes beyond the memory of man. 
THE WEAVING of this famous fabric is a 
proud century-weathered tradition of the island 
craftsmen. Pride is the native keynote, lending 
ingrained distinction to the hand-loomed in­ 
dividual patterns. 
MACY’S HARRIS TWEEDS have been tailored 
by a foremost clothier in the truly natural look 
. . . natural shoulders, narrow lapels, straight 
lines. A new-look 3-button model preferred by 
well groomed men. Regulars, shorts, longs. 


Macy’s men’s store, street floor 


m $ 


imagine two oiz-con twir 


mattress and box spring 


sets at this low price 


Packed in each are 312 coils of resilient, 
springy steel for body-relaxing comfort. 
For further comfort, the mattresses are 
packed with layer upon layer of Calif- 
nia linter cotton, then topped with San- 
isisal insulator pad that stays cool and 
fresh. Heavy woven striped ticking; ny­ 
lon twine button tufting. M etal handles. 
utually 79.95 a «et 


Macy’s homewares, downstairs 


sale of men's long sleeved imported gingham sport shirts 
Flexible 


as-you-like-it 


floor lamps 


With Gold-Flecked Raffia Shades 


IN SIX STUNNING PATTERNS 
ALPINE; brown, red and grey 
BRADFORD; red, grey and gold 
BELMONT; rose, green, grey 
BRYANT; red, blue and green 
WOODSTOCK; blue and red 
AUTHENTIC TARTANS; Black Watch, 
Wallace, Dress Stewart, MacLeod. 


Imported gingham . . . king among cottons . . . makes these 
handsome sport shirts. Full cut, well tailored and Sanforized to 
keep their perfect fit. Color fast, too. All with long sleeves and 
the new short spread collar. S.M .L.XL. 


s men’s store, street floor 


Handsomely styled with Oriental 
airs to lend a quiet charm to your 
room. Brass arm and base; matte 
finished black stem 
and coolie 
shade in natural color threaded 
with gold. A lamp that fits into 
any home with quiet dignity. Has 
3-way switch; adjusts to bring the 
light as you like it. 


Broadcloth that never 


needs ironing 


Boxer Shorts 
Macy’s homewares, downstairs 


decorator-favored 


bight African 


Campaign chair 


These shorts and pajam as wash like any other cotton but never 
need ironing. A boon to bachelors and a blessing to housewives. 
It’s hard to believe but true! They’ve been test washed and 
tumble dried. Come out without a wrinkle, ready to put away. 
Shorts: white, blue, mint and grey. Pajam as in modern prints, 
paisleys, stripes; blue, mint, grey, white background. 


Macy’s men’s store, street floor 


sale of men's handkerchiefs 
Black wrrought iron frame with 
black, white, green, red, rust, yel­ 
low, coral, turquoise canvas. Smart. 
Comfortable. 
Perfect 
indoors or 
out .Replace co v e r...................... 3.99 


Macy’s homewares, downstairs 


Fine white cotton; hand 
rolled hems. 
Ideal gifts. 
boxed. 
6 for 1.00 


Macy’s men’s store, street floor 


MACY’S SAN RAFAEL, FOURTH AND COURT; GLENWOOD 3-7070; OPEN FRIDAY 9:30 TO 9; OTHER DAYS 9:30 TO IdO 
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Misunderstanding Over Mill Valley 


Garbage Firm Study Cleared Up 


Mill Valley fiscal officer H arry 
A. Tomlinson this morning cleared 
up a m isunderstanding which at 
last night’s city council meeting 
threatened to block progress to­ 
ward solution of the city’s garbage 
disposal problem. 
Last night, in a letter read to 
the council, Tomlinson had indi­ 


cated th a t as a public accountant 
he could not with propriety con­ 
duct an exam ination or audit of 
the books of the Mill Valley G ar­ 
bage Co. His stated position was 
th a t he is an official of the City of 
Mill Valley, and hence an interest­ 
ed party to the m atter on which 
the examination would be made. 


Coro May Not Be Able 


To Do Novato Study 


The drive to raise funds for a 
Coro Foundation study of the ad­ 
visability of incorporating Novato 
has reached its $300 goal, it was 
announced today by the North 
M arin Civic Council. 
But $300 may not be enough 
money, President Harvey Vicchio 
warned. Officials of the non-profit 
Coro Foundation have warned him 
their unpaid student interns may 
be unable to perform the Novato 
study next spring as expected. A 
professional study costing about 
$600 may be more advisable, Coro 
officials said. 
Most of the needed funds were 
raised by Capt. Charles Clarkson, 
NMCC director, who found Novato 
residents “enthusiastic and anx­ 
ious to donate.” 
Vicchio, 
in 
consultation 
with 
foundation officials, learned th a t 
only 12 students are available for 
the annual spring sem ester studies. 
The students are given a free 


choice of analyzing the 40 or so 
communities which have requested 
the project. 


The problem of whether to seek 
additional funds will be faced by 
the NMCC board of directors. One 
solution th a t will be presented to 
them will recommend th a t $300 
additional should be solicited with 
the proviso th at if the professional 
study is not needed, the additional 
money will be refunded. 
One advantage to the profes­ 
sional study: the work could begin 
immediately 
rath er 
th an 
next 
M arch and April when the stu­ 
dents are available. 


Meanwhile, the petition kickoff 
drive is scheduled to begin at 8 
p. m. today a t M arion School. 
Petitions will be passed out to 
volunteers. To call an incorpora­ 
tion election, signatures of approx­ 
imately 1,500 property owners will 
be needed. 


No Way Seen To 
Avoid Quarantine 
(Continued from page one) . 
m ent deputies of our present law 
enforcem ent agencies, and of per­ 
sonnel in m any other county and 
local governmental agencies. 
Dr. Albercht said th a t it is ten ­ 
tatively planned to set up num er- i 
ous clinics to vaccinate dogs, and 
advised pet owners to haye all 
their anim al pets vaccinated as a 
safeguard for members of their 
own families and neighbors. This 
was also stressed by Peryam and 
G riffith. 
“But if the operation of the j 
clinics is to be successful,” Dr. Al­ 
brecht continued, “we will have to 
have a lot of volunteers to do 
paper work and keep records up 
to date along w ith the vaccina­ 
tion program .” 
A YEAR UNKNOWN 
“I don’t like to say anything 
th a t m ight lead to hysteria,” com­ 
m ented Dr. G riffith after the pro­ 
gram, “but this thing is insidious. 
I could be exposed by a rabid dog 
today which is not even known to 
be rabid. The dog could be killed 
by a car tomorrow, but I could go 
for 
a 
year 
without 
exhibiting 
rabies symptoms, and not even 
know how I contracted it.” 
He also pointed out th a t though 
10 wild anim als in M arin have 
been killed since M arch and defin­ 
itely found to have had rabies, 
there are probably several times 
th a t num ber of wild anim als which 
actually are infected with rabies 
but do not exhibit any of the 
symptoms, and are not violently 
affected. 
“And th a t goes for dogs, too,” 
he said. 
Peryam pointed out, in answer 
to 
the 
questions 
of 
numerous 
listeners, th a t the reason the quar- 
’ antine applies only to dogs, is 
th a t one dog is more likely to 
spread the disease further and 
faster th an any other anim al. 
Dogs will attack wild anim als In 
instances wTiich cats wouldn’t, he 
said. Rabid dogs have been known 
to go as far as 100 miles from 
home. 
Affirming this statem ent, Dr. 
Albrecht pointed out th a t dogs in 
M arin are more apt to contract 
the disease from wild anim als than 
elsewhere, because “we’re still liv­ 
ing in the woods.” 
Pointing out the economic im ­ 
portance of controlling rabies, Dr. 
G riffith explained th a t a rabies 
outbreak among cattle in Texas 
several years ago resulted in a 
$250,000 loss in livestock. “It was 
spread entirely by foxes,” he add­ 
ed. 
“And if we don’t have some way 
to control rabies in M arin, we can 
look forward to serious losses in 
livestock here,” Peryam added. 
Peryam also explained th at in 


areas where rabid anim als have 
been found, including M arin, agri­ 
cultural employees have been sent 
in to kill the species of wild an i­ 
mals which have been found to 
have rabies. 
Dr. Albrecht repeated th a t the 
only way to m ake the quarantine 
effective is to get the cooperation 
of all dog owners and pet lovers 
in donating their time and help 
in carrying out the vaccination. 
W hen a dog is vaccinated, the 
owner will be given a vaccination 
tag to attach to the dog’s collar. 
But first the dog should be isolat­ 
ed for 30 days following the quar­ 
antine while it is determ ined if 
the vaccination is effective. 
One listener asked Mrs. M urga- 
rtoyd if the “present pressure . . . 
were not p art of a statewide pres­ 
sure program on the p art of the 
state D epartm ent of H ealth.” 
Mrs. M urgatroyd replied “I be­ 
lieve so.” 
But Dr. Albrecht retorted “Call 
it pressure if you like, but I be­ 
lieve th a t the departm ent is in­ 
terested only in proctecting us 
from rabies.” 
The tape recorded program will 
be rebroadcast a t 12:30 p. m. Sun­ 
day. 


This morning, after the m atter 
was clarified by City M anager A1 
Almcrants and it was pointed out 
th at a complete audit is not being 
requested nor is there intended 
any public revalation of the com­ 
pany’s records, Tomlinson agreed 
to serve. 
Tomlinson entered the picture 
last week. The city and the gar­ 
bage company, both working to­ 
ward elim ination of the dump near 
the entrance to Mill Valley, are 
planning to shift dumping opera­ 
tions to the Sm ith Bros. Dump at 
Santa Venetia. 
The company has indicated th a t 
a rate increase (35 cents for resi­ 
dences and 35 per cent for com­ 
mercial operations) will be need­ 
ed to compensate for the longer 
hauls. 
A committee appointed by the 
council, to examine company rec­ 
ords and determ ine w hether the 
proposed increases are fair and 
equitable, m et resistance from the 
company. Garbage company a t­ 
torney Robert Andresen indicated 
th a t the firm would provide the 
city with a financial statem ent of 
its Mill Valley operations, but 
would not provide a statem ent cov­ 
ering 
its 
entire 
operation 
in 
Southern M arin. 
A 
compromise 
solution 
was 
reached when the company agreed 
to open its full records to a com­ 
m ittee composed of City Atty. 
Thom as Nelson and Tomlinson. 


U nder the procedure asked by 
the council, Nelson and Tom lin­ 
son will examine the company’s 
books, keep their contents con­ 
fidential and report to the coun­ 
cil on a yes or no basis if costs 
justify the rate increases. Such an 
exam ination and determ ination is 
considered necessary inasm uch as 
the city enters into an exclusive 
contract with Mill Valley Garbage 
Co. for garbage service in the city, 
and hence feels th a t it is, in ef­ 
fect, a rate-setting body. 


Defense To Ask 


New Trial 


For Orozco 


Attorney Bryan M cCarthy de­ 
clared today he will move for a 
new 
trial 
for 
convicted 
rapist 
Jorge Orozco and “I expect to get 
it.” 
Judge Thom as F. K eating set 
3 p. m. Monday for argum ents for 
a new trial after a Superior Court 
jury yesterday convicted the 33- 
year-old San Francisco auto sales­ 
man of rape. The jury deliberated 
for four hours before bringing in 
its verdict, finding th a t Orozco 
had raped Miss Jeanne Olson, 30, 
of Santa Monica near Hamilton 
Field on Aug. 28. 
Orozco, who has been in several 
previous scrapes with women, has 
never 
been 
convicted 
of 
rape. 
“This is the first time th a t the 
charge has been made to stick,” 
said Dist. Atty. W. O. Weissich, 
prosecutor. He said Orozco served 
four m onths in San Francisco for 
battery and paid a $200 fine in Los 
Angeles for disturbing the peace, 
both times in incidents involving 
women. 
A rape conviction carries a m ax­ 
imum penalty of three years to 
life, with the judge having discre­ 
tion to grant probation or a jail 
sentence. 
M cCarthy says he expects to get 
a new trial on grounds th a t testi­ 
mony which should not have been 
adm itted was heard by the jury 
because “the district attorney did 
everything harm ful” by referring 
to alleged offenses to present at 
the Monday argum ent. 
On the jury were Pierre Gia- 
comino, Mrs. Irene F. Keibel and 
Miss C atherine C. Cute, all of Mill 
Valley; Mrs. Frances M. Abram­ 
son, Stanley O. Erich Jr. and Mrs. 
Frieda Smith, San Rafael; John 
E. Hine, Sausalito; Mrs. H anna 
Schembs, 
Kentfield; 
John 
B. 
Davis, Corte M adera; Edwin L. 
Harris, Ross; Mrs. Dora H. P a rt­ 
ridge, San Anselmo, and Harold W. 
Avery, Novato. 


2nd San Rafael 
High Studied 


(Continued from page one) 
because “we’re really going to be 
h it in two or three years.” 
“It may be better to start on a 
new high school,” Rex Silvernale 
declared. 
He 
pointed 
out 
th at 
about 20 classrooms and a new 
gym would be needed if the ca­ 
pacity is brought up to an enroll­ 
m ent of 1,500 (believed to be the 
capacity 
of 
the 
present 
high 
school site). “T hat will cost quite 
a bit,” Silvernale said. 
W illard Vernon said th a t a bond 
election would probably be neces­ 
sary. Present bonding capacity is 
about two million dollars. 
(Capacity is 5 per cent of the 
district’s assessed valuation.) 
Lucas said th a t personnel to 
staff the new high school is a n ­ 
other problem, and he intends to 
start 
a 
three-year 
program 
of 
training to fill the vacancy by per­ 
sonnel now serving in the district. 
The board members agreed th at 
the next step is to jell these ideas 
and m ap a plan of action im ­ 
mediately. 


Barr Last Rites 
Slated Tomorrow 


Graveside services will be held 
tomorrow a t 10 a.m. a t Mt. Tam - 
alpais Cemetery for Robert J. B arr 
of Areata, who died in Areata 
Tuesday after a long illness. 
Barr, a rancher in Humboldt 
County, is survived by his wife, 
Leona; 
a daughter, Mrs. J. C. 
Wells of San Diego, and several 
nieces and nephews in Marin. His 
two nephews are Dr. William H. 
B arr of San Rafael and J. Harold 
Dollar 
of 
K ent 
Woodlands. 
A 
niece, Mrs. Curtis Hayden, lives 
in K ent Woodlands, and another 
niece, Mrs. Virginia McCormick, 
lives in San Rafael. 
Services will be conducted by 
San Rafael Masonic Lodge under 
direction of P aul’s Chapel of Ar­ 
eata. B arr was a 50-year member 
of the Areata Masonic Lodge. 


«Jttôeiien&etti-journal 
« I l 
* i 
« 
H 
i t 
( • • ■ ! , 
Entered in San Rafael Post Office 
as second class m atter under 
Act of M arch 6, 1897 
Published Daily Except 
Sundays and certain holidays a t 
1028-32 B Street 
San Rafael, Calif, 
by California Newspapers, Inc. 
Roy A. Brown, President 


Air Patrol Meets 
M arin Sheriff’s Air Patrol met 
last night for a routine session 
and elected C. L. Griffin, Mill Val­ 
ley furniture m an, to membership. 


Combining the San Rafael Inde­ 
pendent, 
M arin 
Journal, 
Marin 
Herald, San Anselmo Herald, F air­ 
fax Gazette, Larkspur-Corte M a­ 
dera News. 
CIRCULATION INFORMATION 
Phone GLenwood 4-3020 
Phone GLenwood 4-3020 
(Mill Valley, Sausalito and GEneva 
exchange Phone DU 8-2351) 
Novato TWinbrook 2-9020 
All unsolicited articles, manu* 
scripts, letters, and pictures sent 
to the Independent-Journal are 
sent a t the owner’s risk, and the 
Independent-Journal expressly re- 


STOCKS TO DAY 


NEW YORK (/p) — The stock 
m arket’s 
strong 
recovery 
trend 
m oderated today in its fifth ad ­ 
vancing session. 
The rise carried prices up be­ 
tween one and three points a t the 
best, but such gains were not too 
frequent. 
Trading m aintained a good pace 
at an estim ated 2,500,000 shares. 
T hat c o m p a r e d with 2,580,000 
shares traded yesterday. 
M any individual issues were a f­ 
fected by corporate developments, 
but they exerted no m ajor m arket 
influence. 


pudiates any liability or respon­ 
sibility for their safe custody or 
return. 


LET'S G O B O W LIN G ! 
Reserve an alley any afternoon 
or Saturday & Sunday evening. 
Special Afternoon Rates! 


M A R IN BO W L 
San Rafael GL 3-4114 
SALE! 3 ROOMS 


WATER HEATER 
TROUBLE? 


PHONE 


Heating & Plumbing 
Co. 


For a 
Full 5-Yr. 
Guarantee 


CLIMAX 


Ultra M agic Superior 
W ater Heater 


G L 3*8108 • 8107 


s422îs 


Reg. 
$5 


You Save 


$10885 


Each Room or Piece May Be Purchased Separately! 


DIVAN AND C H A IR (choice of fabrics and colors) 
$1 
3 TABLES (plastic laminated tops, blonde or Mahogany) 
2 LAMPS (fibreglos shades).................................... 
9X12 DECORATOR RUG (choice of colors) .... ........... 
5-pc. Wrought Iron Dinette (choice of colors)............ 
Double Dresser with Bevel Mirror, Bookcase B e d 
I 
And 2 Night Stands (choice of Tan Bark, Mocha Mahogany or Seamist finishes) 
Top Quality Innersprlng Mattress, Matching Foundation 
(Guaranteed 5 years) 


No need te keep wishing for 
the modern furniture of your 
dreams when it's here now at 
Johnson Furniture Co. at a 
price you 
haven't seen 
in 
years. It's perfectly designed 
for those who like modern, 
q u a 111 y 
constructed 
with 
“more for your money” de­ 
tails and priced right for your 
pocket book. 


Reg. 
39.50 
32.85 
11.90 
29.95 
69.50 
78.50 


69.50 


SALE 
99.50 
29.95 
9.95 
24.95 
59.50 
139.50 


59.50 


‘25 
DOW N 


and about 
*20 
PSR MONTH 
y>>1 
FURNITURE (0. 
Com pare Quality 
— 
Price! 
1418 Fourth Street, San Rafael 
GL 3-1344 


W E BUY, SELL AN D TRADE FURNITURE 


Big Corte Madera 
Planning Drive On 
(Continued from page one) 
meeting were Long, County P lan­ 
ning 
Director 
Mary 
Summers, 
County Planning Technician Row­ 
land Darnell; Corte M adera Town 
Engineer A. H. Brandow; Frank 
Oman, representing Sau Clemente 
developers, and K enneth Moulton, 
real estate property o ffiev of the 
state D epartm ent of Finance. 
Eventually, some 3,000 homes 
will 
be 
constructed 
in 
eastern 
Corte M adera, located east of 
Highway 101 and split by P ara­ 
dise drive. W ithout proper plan­ 
ning now. Long said, people of 
Corte M adera feel m any of the 
errors made in building the rest of 
the towrn will be repeated. 


Marvel Mar Opens 
Again Tomorrow 


Reopening of the Marvel M ar 
restaurant on Highway 101 be­ 
tween the Richardson Bay Bridge 
and Alto Wye, is scheduled for 6 
p.m. tomorrow. 
The restaurant has been closed 
for seven m onths, during which 
time the building was moved back 
78 feet to make room for the new 
stretch of highway. The building 
was 
turned 
completely 
around 
during the move and now faces the 
water. 
Owner Charles Mowers will cele­ 
brate his 10th anniversary at the 
Marvel M ar at the reopening. 
The restaurant, completely re­ 
decorated, features dining facilities 
for more than 200 people, a ban­ 
quet room seating 125 and a new 
and enlarged hard-surfaced park­ 
ing lot to accommodate more than 
200 cars. 


Kin Of Marinite 
Dies In Colorado 
L. E. Laird, 82-year-old father 
of Mrs. Edmund R. Dungan of 
Kentfield, died Sunday in Colora­ 
do Springs, Colo., it was learned 
today. 
Mrs. Dungan returned to W or- 
land, Wyo., where funeral services 
are to be held. She will return to 
M arin late this week or the first 
of next week. 


Separate Maintenance 
Filed 


HARRIMAN — M arjorie E. vs. 
Ernest T., extreme cruelty. 


Novatan's Father 
Succumbs In S.F. 
The father of a Novato woman. 
Mrs. Claude Witzel, died yesterday 
at St. Francisco Hospital a t San 
Francisco. 
He was P. Monroe Paulsen, 61, 
president of three rubber products 
firms — Hercules 
Equipment 
6» 
Rubber Co., Inc.; the Standard 
Rubber Co., Inc., and the Gasket 
Shop—all of which he founded. 
The A therton resident was a 
Mason and a member of the Com­ 
mercial Club and Olympic Club. 
Masonic funeral services will b« 
held at 1 p.m. Saturday a t Hal« 
sted & Co., San Francisco. 


Don’t be a “last minute” Santa 


next year... 


JOIN OUR 


Radio Club Will 
Meet Tomorrow 
Regular meeting of the M arin 
Am ateur Radio Club will be held 
a t 8 p. m. tomorrow at the Ameri­ 
can Legion Hall in Larkspur. 
A highlight of the evening will 
be a talk by an as yet unnam ed 
electronics engineer. The meeting 
is open to the public and refresh­ 
m ents will be served. Club presi­ 
dent is Ed Ohmsted. 


Firemen In San Rafael 
Mop Up Spilled Gas 
W arm rays of the sun yester­ 
day m eant two mopping up jobs 
for San Rafael firemen. 
They said the heat caused two 
cars’ gasoline tanks to spill over, 
leaking gasoline onto the pave­ 
m ent along the 
1200 block of 
Fourth street and in a parking 
lot in the 900 block of Third street. 
Dutifully a t 11:27 a. m. and 1:40 
p. m., firemen mopped up the 
spilled gas, preventing a possible 
fire. 


(Thristmas (Tlub 


Christmas shopping is always more fun 


when you can do it without rushing 


and without piling up bills. 


So, get a headstart on Santa next year 


by joining our Christmas Club now. 


W hen the club pays off next November, 


you'll be all set for a wonderful holiday. 


NORTHWESTERN 
flno Lonn 
ASSOCIATI«. 


TWO CONVENIENT OFFICES 


Principal Office 
817 
A Street 
San Rafael 


Branch Office 
130 Throckmorton 
Mill 
/alley 


Current rate of interest 3Vi % per annum 


everybody 
comes to 
Department Store 


SAN ANSELMO 


Store hours: 9:30 to 5:30 


tiny price tags 


on glamorous 


evening bags... 


Velvet, satin, and brocade in a wealth of 
colors . . . red, 
coral, 
pink, 
light 
blue, 
black, gold, ond silver. Dainty pouch and 
clutch styles, som e with rhinestone clasps 
and inside zippers. 


3.49 to 5.95 


luscious petticoats 


ruffled with nylon net 


Several styles in 
Chrom spun taffeta 
with tiered 
ruffles of crisp 
nylon net. 
Two-tone and 
solid tones. 


8.95 


and 
9.95 


t black—fuschia 
• black—coral 
• hunter—light green 
• rust—beige 
e brown—avocado « garnet 


/ 


matched set 
of sparkling 
jewelry 


Necklaces, 
bracelets, 
pins, 
and earriTigs in gold or silver 
finish. Sculptured leaf motif Is 
accented with sw irls of sim u­ 
lated pearls and rhinestones 
. . . charm ing to w ear or to 
give. 


$ i 
each 


y 
plus Fed. tax 


/ > 


!in n !H !T îT !lfî!î!ÏÏÎT n in H n i!îlI]:!n n n !!n !n !?;!ili!!!!!ili!!:iilin n i!!!i!!ÎII!iili!n i1 !i:iiin !Iii 


FREE P A R K I N G at rear Kaufman's Store for D ad and Lad 


W 
ilt Q . p e te rs 


^ew eferA 


Watches — Watch Repairing 
Engraving 
611 San Anselmo Avenue 
GL 3-6773 
REMOUNT YOUR DIAMONDS 
THE MODERN WAY! 
All Top Quality Diamonds 
WEDLOCK BRIDAL SETS 
$100 up 
Buy on our Christmas Layaway Plan 


MEN'S AND BOYS' SWEATERS 
JUST ARRIVED! 
Pop-Coats for Pop and the Boys 


They're water-repellent, quilted and fingertip-length. Fine 
for a hike in the woods or a seat at the "Big Gam e!" 


Sizes 14-20 in beige only; sizes 36 to 42 in beige and 
charcoal. 
13 95 
15.95 


Marin Boys1 Store— The Men's Corner 


706 San Anselmo Avenue 


San Anselmo 
Free Parking ' 


navox 
Playfellow 


S-speed record c h a n g e r , exclusive 
Pianissimo pick-up, turns off unit after 
last record. Twin front m o u n t e d 
speakers. 


Your choice of blonde, cherry, m ahogany and M agnatex 


finish. 
$9950 


SA N RAFAEL 
1133 Fourth St. 
GL 3-4693 


SA N AN SELM O 
550 San Anselmo Ave. 
GL 3-1470 


JttiifprttAptit-immiai« Thursday, Nov. 10, 1955 
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★ Plenty of Free Parking 


★ Friendly Neighborly Merchants 


★ No City Sales Tax 


★ No Traffic Problems 


Winter Hardware 
429 San Anselmo Ave GL 4-1522 
4 pc. place setting Cup, Saucer, 
10” Plate, Bread & Butter Plate. 


Regular 4.00 
$2.99 
NOW 


Place settings In solid color* only 


Limited Time Only 
Nov. 1 to 15th 


Íu 4 lei<¡¡ A 


REDHILL LIQUOR STORE 
100 Redhill Ave. 
GL 3-1090 


Ludw ig Schw aíbe, Prop. 


FAST FREE DELIVERY SERVICE 
Suggestions: 


W. A. LACEY 
5 O’CLOCK 
1 
BOURBON 
GIN 
1 
i Full Qt. 4.95 
s. 3.69 
i 


BUY THE BEST! 


BUY A (JUküt£poo€ 
DRYER 


Yes, you buy the best when 
you get a gleam ing new 
Whirlpool 
dryer. 
R a i n y 
weather or high winds just 
won't be a problem any 
more because clothes dry 
34% fluffier and last longer 
when dried in a Whirlpool 
dryer. Don't take our word 
for it. Ask your friends or 
neighbors or anyone who 
o w n s a Whirlpool and 
you'll find they're our most 
enthusiastic 
boosters. 
W e 
cordially invite you to come 
to CATEYS' this week and 
see 
the 
beautiful 
new 
, Whirlpool dryer. 


WHIRLPOOL DRYERS Mean Greater 
Speed and Extra Dependability 


Choose the perfect heat for drying everything from denims 
to Dacron with Whirlpool's Delicate Fabric Control. Dry 
clothes in minutes (rain or shine) with breezy Therma- 
Flow Action. Give clothes FADE-FREE sun freshness with 
Sun-A-Tizer lamps. Forget lint and 
moisture. 
They're 
whisked aw ay by efficient Force-Flo Venting. 
Whirlpool Dryers Start at $199.95 
Terms, Of Course 
CATEYS' Appliances 
The Home of Whirlpool Washers in Marin 


Mr. and Mrs. Geo. Catey, Props. 
135 Tunstead Ave. 
GL 3-8033 
San Anselmo 


THE NEW 1956 W HIRLPOOL W ASHERS A N D DRYERS 
N O W O N DISPLAY AT CATEYS' 


everybody 


comes to 
- rJL 
Department Store 
SAN ANSELMO 


Store hours: 9:30 to 5:30 


DIAMONDS 


FINEST 
IN MARIN 


CHOOSE YOUk 
GIFTS NOW! 


LAYAWAY 


UNTIL 
CHRISTMAS 


Everyday and 
Christmas Cards 


566 Son Anselmo Ave. 


it’s 
the 
first 
elastic 
bra . . . 


WARNER’S 
A’LURE 


Nylon, em broidered nylon marquisette, and 


satiny elastic. A bra that fits you and your 


busy schedule in suprem e comfort and 


beauty . . . white or black, A, B, and C 


cups. 
3.95 


FR EE P A R K T S n at r ear Kaufman's Store for Dad and Lad 


POODLES, ATTENTION 


N O W AVAILABLE the fam ous 
CONNIE COLLAR 
The Style-Pelt with rhinestone* _____________ „_________ 3.95 
The Park Avenue with rhinestone* _____________________ 11.5(1 
The Manhattan with rhinestone* __ 
7.95 
The Aristocrat with rhinestones _________________________ 13.50 
Size* 8 to 12 on above—$2 less 
THE PET FOOD COTTAGE 


326 San Anselmo Ave., Opp. Postoffice, GL 3-8369 


See Our LARGE STOCK of 
ZENITH 


and 
A R V IN 
Prices from 
16.95 
RADIOS! 


AC-DC 


CLOCK 
PORTABLES 
90 Days to Pay 
(Use Your Charge* Key) 


RADIO mW fV SPIES 


GL 4-7616 


330 San Anselmo Ave., SA N AN SELM O 
23 Broadway, Fairfax 


THE PHOTO 


CHf Rattenbury, Manager 
115 Tunstead Ave. 
Across from City Library 


SHOP 


San Anselmo 
GL 3-2479 


Photographic Christmas Cards 


Many new styles of multicolored photographie Christmas cards 
with single or twin folds. 


from$950 
per 100 cards 


CAMERAS and CAM ERA SUPPLIES are sure to 
be appreciated as a Christmas gift Item. A small 
deposit holds any item on Christmas Layaway. 
Easy credit terms arranged. 


Get Your Free copy of Photo Fan 


at The Photo Shop thi* weekl 


k E D h i l l 
N U R S E R Y 
6 Bridge 
S L , 
G L . 4-6185 
AMERICAN PEAT MOSS 


Foremost quality 
80-lb. 3.75 
80-lb. 


Economical to use ............................... Bag 


For new lawns—cover* about 300 *q. feet. For seed areas— 
500 to 600 sq. feet. Established lawns 400 to 500 sq. feet. 


.W ill improve any soiL 
STEER MANURE 
2 cn. ft. Bag 
90* 


B E N 
F R A N K L I N 


L O C A l i r 
O W N E D 
— 
N A T I O N A L L Y 
K N O W N 


Arthur W. Smith, Prop. 


Across from City Hall 
San Anselmo 


Gel Ready For The Holiday! 


Your Ben Franklin store in San Anselmo has a large selec­ 


tion of Thanksgiving table cloths, napkins and cups, plus 


turkeys for all decorations. Plenty of basters, roasters and 


everything for Thanksgiving. 


OPEN FRIDAYS ’TIL 9 P.M. 


At 
Long 


CHENILLE ROBES 


Both studio coats and full swaep 


long lengths in three styles . . . 


all sizes. 


5 


0 
0 
A 
9 
5 
and 
W 


638 San Anselmo Ave. 


— Friday and Saturday Specials— 
OLD FASHIONED CHOCOLATE CAKE 


9 5 * ™ , $ 1 2 5 


TASTY DAHISH CRISPS 
20* 


Two Lnscious Butter Layers generously filled 
A Iced with Kientz’s Chocolate Fudgo 


Generously filled with your favorite fruit— 
Serves Three 


KIENTZ'S PASTRY SHOP 


625 San Anselmo Ave. 
GL 3-5368 
1593 Sir Francis Drake Blvd., Fairfax — GL .4-4253 


2 Hours Free Parking in Rear of San Anselmo Bakery 


MODEL MARKET 


CENTER BOULEVARD A SAUNDERS AVE. 
GL 3-8367 
SPECIALS THURSDAY — FRIDAY — SATURDAY 


Armour's Star 
A 
HAM 
4 / 
Half or Whole, lb. 


Lg. Grade A 
P O c 
Nuloid EGGS 
Dozen 
.............. 


Armour's Star 
Sausage Rolls 
l-lb. Roll 


Larqe RITZ 
A W » 
CRACKERS 
✓ 
/ 
Pkg..................... M m " 


SLICED 
A f \ c 
BACON 
4 
/ 
Pound 
.............. 
B 


FOLGERS 
W 
A i 
COFFEE 
/ V 
Pound 


Miller's SKIN- 
LESS FRANKS £ \ 3 
Pound 
.............. 
B 


CALO 
Q Q ^ 
DO G FOOD 
/ 7 
3 Cans .............. 
SALE OF SLEEP SOFAS 


SIM M O NS HIDE-A-BEDS, SERTA SLEEPER SOFAS, 


KROEHLER INNERBED SOFA, TURN-A-BEDS 


SIM M O NS SPACE SAVER 


AS LOW AS 


i50 
159 


Now Is the time to buy sofas with genuine innerspring 


mattresses that open out to full length bed. Largest 


selection of styles and kinds in Marin. 


See Our Large Selection of 
STUDIO COUCHES, DUPLEX BEDS, BED DIVAN SETS 


BUDGET TERMS 


3 FREE WUNDA 9X12 RUGS 


We're giving aw ay 3 W unda rugs for Christmas. Just come in and 
register. Nothing to buy to be eligible. 
1ST PRIZE 9x12 W U N D A PLUSH RUG 
2ND PRIZE 9x12 W U N D A LURE RUG 
3RD PRIZE 9x12 W U N D A W EVE RUG 
Come In and Register Your Name 


208 GREENFIELD 


SAN ANSELMO 


• 
OL 3-1766 


Open Friday Evenings Til Nine 
T H I BIO FRIENDLY STORE O N T H I 
M IRACLE MILE IN SA N AN SELM O 


10 3ftibpyrttbmtrttal, Thursday, Nov, 10, 1955 Kremlin Blasts 
IKE DECLARES 


SULTAN FORGIVES AGED FOE 
Berber ch ieftain T ham i el G laoui, 82, prostrates him self 
before M orro M orocco's Su ltan M oham m ed Ben Youssef in 
S u lta n ’s P a ris hotel suite to ask forgiveness. The aged ch ief­ 
tain, worst enem y of the sultan am ong conservaton M oroccans, 
was granted forgiveness for helping to drive Ben Youseff 
from throne. Shootings, bombings and burnings have increased 
in M orocco in recent days despite scheduled retu rn of sultan 
next W ednesday. (A P W irephoto) 


Faure Demands Another 
Assembly Confidence Vote 


P A R IS (11.0 — Prem ier Edgar 
Fau re today gam bled his govern­ 
m ent on a vote of confidence for 
the fifth tim e in five weeks in a 
bid 
for 
n ational 
elections 
next 
m onth in a cru cial hour of Fren ch 
history. 


Fau re, 
w eary 
afte r 
hours’ of 
w rangling w ith the balky N atio n al 
Assem bly, set a vote on his elec­ 
tions b ill for Satu rd ay. 
_ 
f 
* 
To get a vote on a new N ational 
Assem bly 
next 
m onth, 
F a u r e 
gam bled 
on fallin g from 
power 
and plunging the nation in to its 
21st postw ar cabinet crisis w hich 
would leave Fran ce w ith a lame- 
duck foreign m inister a t the G en ­ 


eva conference. 
Also 
jeopardized 
w o u l d 
be 
F a u re ’s 
plan 
to send 
M oroccan 
Su ltan S id i M oham m ed Ben Yous- 
ef back to the im perial palace at 
R a b a t to start lin in g up the storm y 
protectorate’s first representative 
governm ent. 
Fau re w rangled w ith the N atio n ­ 
al Assem bly for nine hours and 
heard 
the 
deputies 
shout down 
five separate plans for election re ­ 
form . 
. F in a lly , at 5 a. m., his brow 
glistening w ith sweat, the prem ier 
lost patience and dem anded t h a t ! 
the 
assem bly 
eith er 
accept 
his 
election p lan or vote his govern­ 
m ent out of office. 


M O SC O W 
(JP) — The 
Soviet 
U nion has cracked down on four 
of its top 
architects, 
including 
Alexander V . Vlasov, who is com ­ 
pleting an inspection tour of home 
building techniques in the U nited 
States. 
The governm ent says the n a­ 
tio n ’s builders have been wasting 
m oney on ornate decoration and 
skyscrapers and disregarding the 
needs of the people for housing. 
LOSES JOB 
Vlasov, who is president of the 
Academ y of A rchitects of the So ­ 
viet U nion, was stripped of his 
governm ent decorations and dis­ 
missed as chief arch itect of M os­ 
cow. The same action was taken 
against D. N. C cechulin. 
Announcing the dism issals last 
night, 
a 
governm ent 
statem ent 
said two other n atio n ally known 
architects, Polykov and Boretsky 
(firs t nam es not g iven), were de­ 
prived of th eir S ta lin Prize la u ­ 
reates. 
A spokesm an for the Academ y 
of A rchitects said Vlasov wras s till 
president of the organization. 
IN NEW YORK 
Vlasov was in New' Y o rk w ith 
the other members of the 10-man 
Russian housing delegation when 
news of the dism issal 
was re­ 
ceived. T h e Russians were sched­ 
uled to leave today after a m onth­ 
long visit. H e declined com m ent 
on the report but indicated he was 
returning to Moscow. 
The announcem ent of one of the 
biggest o fficia l shakeups in recent 
years was m ade by the C entral 
Com m ittee 
of 
the 
Com m unist 
p arty and the C ouncil of M in is­ 
ters. I t ap aren tly w'rote a fin ish 
to a so-called W estern trend in 
building here. 


U.S. Won't Help Spur 
Near East Arms Race 


W A S H IN G T O N {/P) — President 
Eisenhow er has focused the U n it­ 
ed States search for M iddle E a st­ 
ern peace once m ore on econom ic 
aid and a m ilita ry w illingness to 
guarantee security. 


A t the same tim e, he em phasized 
yesterday th at w’hile the U nited 
States w ill continue to consider re­ 
quests for arm s for self defense, 
it w'ill not “ contribute to an arm s 
com petition in the N ear East.” 


Stepping personally into foreign 
policy affairs for the first tim e 
since he fell ill last Septem ber, 
the Presid ent issued a statem ent 
at D enver renew ing his endorse­ 
m ent of “ the econom ic and secur­ 
ity contributions w hich this coun­ 
try was prepared 
to m ake,” as 
outlined 
by 
Secretary 
of 
State 


Jo h n Foster D ulles last Aug. 2«. 


In a New Y o rk speech, D ulles 
proposed then : 


1. Loans 
to 
com pensate 
refu ­ 
gees, develop w ater resources and 
irrig ate arid lands in the m iddle 
east. 


2. U .S. p articip ation in form al 
treaty com m itm ents to guarantee 
the em battled borders between Is ­ 
rael and her A rab neighbors, if 
the two sides agree on a perm a­ 
nent peace. 


Those points also got sim ultan­ 


eous attention overseas. In G eneva 
D ulles and B ritis h Foreign Sec­ 
re tary H arold M acm illan consider­ 
ed the possibility of raising m oney 
to help Egyp t harness the waters 


French, African Boycott Of 
U.N. Raises Grave Problems 


U N IT E D N A T IO N S , N . Y . (£>)— 
Faced w ith boycotts by two m em ­ 
ber nations, U.N . diplom ats ex­ 
pressed grave concern today over 
w hat effect the action m ay have 
on the future of the world body. 


Fran ce 
and 
South A frica are 
both shunning the Assem bly over 
issues brought up by the Arab- 
Asian 
bloc. 
Delegates 
wondered 
w hether fu rth er steps on the in ­ 
flam m atory issues m ight prompt 
some m em ber to quit the U .N . a l­ 
together. 


B o th Fran ce and South A frica 
walked out in ,, protest over w hat 
they claim ed was U .N . in te rfe r­ 
ence in th eir in tern al affairs. Both 
accused the U .N . of ignoring re­ 
peated w arnings they would not 
tolerate fu rth er intervention. 
Sou th A fric a ’s w alkout, over the 
Special P o litic a l Com m ittee’s de­ 
cision 
to 
probe 
into 
its 
racial 
segregation 
policies, 
cam e 
am id 


the storm y A lgerian independence 
item W'hich sparked Fra n ce’s boy­ 
cott. 


Fra n ce’s absence from the U.N., 
since the Assem bly voted Sept. 30 
to take up A lgeria, has raised se­ 
rious problems. 


P rim a rily it has inspired a num ­ 
ber of delegates to question the 


wisdom of taking up disarm am ent» 
a key topic this year, if the Fren ch 
are 
absent. 
The 
Fren ch 
have 
played a m ajor role on the U .N . 
D isarm am ent Com m ission and it* 
big power subcom m ittee. 


T his is believed one of the m ain 


reasons b eh in d a move pushed by 


Colom bia and other m embers to 


get the Assem bly to throw out the 


A lgerian case in hopes th is m ight 


cause 
Fran ce to reconsider her 


boycott. 
r fflS S E B 


The Show 
SknnTo 


Third Annual 
BAY AREA SHOW 
The Show that Shows You How. . .is Bark 
Bigger and Better than Ever! 50« experts demon­ 
strate 2000 products, tools, materials in 330 public 
participation exhibits. CONTINUOUS DAILY 1- 
10:30 
P.M. 
See 
do-it-yourself 
Swimming 
Pool, 
Athens Water Follies Girls, many others. 
Adults 99c, children under 12, 30c,.under 6. F R E E 
Am ple F R E E Parking . Sam ples, Prizes, Contests 
for 
the 
whole 
fam ily. 


O A K LA N D 
E X P O S IT IO N 
B U IL D IN G 


10th 
Ar 
PAT.T.OM 


MILES 
GARDENING SERVICE 
PRUNING AND 
HEDGE TRIMMING 
Lawns, hedges, shrubs fertiliz­ 
ed; gardens and yards cleaned. 
Brush hauling. 
GL 4-6704; GL 3-7914 


MONTHS 
TO PAY 
• 
NO 
DOWN 
PAYMENT 


BUILDING SUPPLY 


775 Highway 101, Mill Valley, DU 8-6233 


DO-IT-YOURSELF SPECIALS 
Lumber, Tileboard, Dutch Boy Paints, Schlage Locks, Hardware, Plumbinr Fixture* ana c 
u 
S 3 « Do°"’ F,oor T,lf' 
-SPECIAL SALE- 
RHEEM WATER HEATERS 


Natural Gas, Automatic safety pilot con­ 
trol A G A approved, guaranteed. 


20 GAL. 
REG. 61.50 42.50 
30 GAL. REG. 69.50 ..................... 52.50 


ROOFING 
ROLLS 
190 sq. ft. 90 lb. Mineral surface in 
silver grey, spruce green, and 
m mm 
Sunset red. 
W . 
5 


CHARLIES MARKET 
FOURTH AND G STREETS 
SAN RAFAEL 


SERVING SAN RAFAEL'S WEST END GL 3-4515 


COFFEE 


M. J. B. — Reg. or Drip 
2 Lbs. 


Special» for 
Thurs., Fri., 
Sat. and Sunday 
KRAFT DINNERS 


A good, nourishing meal 


2 * » 2 9 * 


PLANTERS PEANUTS 


APPLE SAUCE 2 


ROYAL PRIDE — No. 303 Tin 


Cans 


LARGE EGGS 


RITE BUY— Grade B Dirties ............... Dozen 


Large Cant 
3 for 1.00 


IVY SYRUP 


For a better breakfast 
2 
37* 
fm cans w I 


CHEESE 


VELVEETA.................... 
2-lb. Loaf 
SUGAR 


SFRECKEIS ............................... 10-lb. B., 


CAKE MIX 


1.69 
25* 
50* 
69c 
79c 


GUTTERS 
G alvanized 
10’ Lengths 
LEADER PIPE 
2" Galvanized, round 
10 f t lengths 


W O O D 
FIBERBOARD 


M ASONITE TYPE 


2 1 "x 9 6 "x W * 
thick. 
Excallant 
for lining garage*, basements, 
•♦tic*. 
sq. ft. 4 


FORMICA 
49‘ 


For sink, table, cabinet tops, 


etc. Variety of colon subject] 


to 
stock 
on 
hand. 
Reg 


$1-23. 
,q. ft 


FIBERGLAS 
CORRUGATED PANELS 


LOWEST 
PRICE 
EVER—Beautiful 
translucent 
corrugated paneling. Use indoors or out. For 
patio roofs, sun and wind shelters, etc. 


26" width in T, 3', 4' 


and 5' lengths. 
26” x8’, 10’ 12’ 


lgths., sq. ft. 


NAILS 


8 I) Commitn 


1« D Common 


$ 0 9 5 
100-Ik 
Keg. 


PHILIPPINE 
MAHOGANY FLUSH DOORS 
Hollow Core 1 h " thick by 6'8" high. 
Widths 18" to 32". AA Grade. 
REG. $16.50........... SAVE OVER ft_________ 
MAHOGANY FRONT DOORS 
Exterior Hollow Core 


A A Grade 3'0"x6'8"xl 
Exterior 
A A Grade 
... 
CROSLEY 
SINK CABINET SPECIAL 
SAVE 65.00 
Full Size 66 Inches 


Double Drainboard 
Twin Bowl 
COMPLETE WITH FITTINGS 


Special Purchase of Nationally 
Advertised 
Gold Seal Vinyl Tile 
Latest Bermuda Hues 
9x0 tile Reg. 18« 


SALE 
4 
PRICE 
I 
saCV 
Each 
I 
each 


2"*4". D.F. 
m y 
4"x4"s D.F. 
S4S, lln. ft. 
* T /Â S4S 
lin. ft. V 
A 2"x6". D.F. 
JL l/ . A 4"x6". D.F. 
. A 
, 
1S4S, lin. ft. 
0 
/2*|s4S.....tin. ft. 13*1 


LATEX RUBBER BASE 


PAINT s 
2.98 


ROLLER 
& PAN 
SETS 
98* 


Redwood 
STAIN 


Oalkm 
J.49 


General Purpose 1 
PAINT 


Gallon1.49 1 


MAYONNAISE 


Durkee's. 24-oz. Freezer Jar 
43* 


MARGARINE 


Holiday, Colored Cubes 


- 19* 


SANI-CLOR 


Bleach, Vi Gallon Bottle 
21* 


pkg«. 49* 
Batty Crockar, Whita, Yallew, Devil's Food 
ICE MILK 
» 
39* 


Ardan, Imitation 
TREND °nlia 45* “à?* 39* 
Pkg. 


48 


BUTTER BEANS 
2 - 39* 


BIRDS EYE 


French Fried or 
Whipped Potatoes 


LIPTON TEA £ 77* 
59* 


Christmas Cards 50f.r 59* 
PUMPKIN 
2 
29* 


Silvar Falls, No. 21/» Tin 


Southern Yams 
2 «,,37* 
Golden—No. 2Vi Tin 
DELICATESSEN DEPT. 
IMPORTED SWISS 


Gruyere Cheese 
4-oz. Pkg. 
2 65 
t 


15-nz. 


Ready to Eat, Skinless, Boneless 
Imported Ham 
1.29 
MINUTE RICE.... 41« 


U I I I I P C to m a to 
3 cans 
nun i d 
s a u c e . . . . 2q£ 


Sam's Fresh 


Hormel Bacon 
Cello Wrap 
Lb. 53 


9”x9** 


LINOLEUM 
TILE 


9* 9”x9” 


VAH American line" 


Charlie': 


CHARLIES MARKET 


BOTTLED IN BOND 


4 Year* Old 


ith 4.10 


McLaren'* Imported 


SCOTCH WHISKEY 


AAade and Bottlod In Scotland 
** 5.49 


CHARLIE'S MARKET 
CLUB SPECIAL GIN 


London Dry 
sth 3.10 


MONTEBELLO 
WINES 


lurgvftdy, Vko Boa*' d tab lk , 


Savtoma, Chianti 
58* 


ARTICHOKES 
TOKAY GRAPES 
3 - 29* 


GRAPEFRUIT 
4 <« 25* 


NEW CROP 


Red 
Flaming 
U. S. No. 1 
Gems.... 


4 for 19* 


POTATOES 
10 - 39* 


TOMATOES 
Swatt and 
Juley...... 
Firm, Local 
Baiket ... 
29 


\ 


Novato School 
Tax Rate 6th 
Highest In Marin 


Allegation« th a t Novato’s school 
tax rate is the highest In the 
county are not true, the school 
district 
superintendent 
asserted 
Tuesday night. 


The Novato Unified School Dis­ 
trict tax rate now stands sixth 
highest in th e county a t $3.36, W. 
J. J. Sm ith inform ed trustees. 


The figure includes 73 cents for 
refunding of state loans for build­ 
ing purposes. 
Novato 
district’s 
m aintenance 
and operations tax is 10th highest 
among 18 county districts listed. It 
is $2.63. 
O ther county school tax rates, 
including state building loan re­ 
funds, were listed for comparison. 
Mill Valley heads the list with 
$3.86. O thers in the top five are 
Ross w ith $3.70; 
San Anselmo, 
$3 62; Kentfield, $3.55, and Reed 
Union, $3.44. 
O ther tax rates are as follows: 
Larkspur-Corte 
M adera, 
$3.33; 
Sausalito, $3.22; West M arin U n­ 
ion, $1.74; Bolinas, $2.82; Dixie, 
$2.65; Laguna Joint (the lowest 
taxe rate), $1.12; Nicasio, $1.88; 
Ban 
Jose, 
$2.60; 
San 
Quentin, 
$2.10; San Rafael, $2.94; Stinson 
Beach, $2.75, and Tomales Union, 
$1.62. 


Cutter Labs Official 
W ill Address Lions 
Corte M adera Lions Club will 
hear Donald H. Wonder, co-ordl- 
nator of patent activities a t C ut­ 
ter Laboratories, speak on “C ut­ 
ter's 58 Years of Biological Pro­ 
duction” at tonight’s meeting. 
W onder 
has 
been 
associated 
w ith C utter Laboratories in Ber­ 
keley since 1936. 
The meeting will be preceded by 
a barbecue at the Corte M adera 
R ecreation Center. 


N O V AT O 
PLAYCRS 
Experienced Cast 


For 'Bedfellows' 
You'll Save More In 


DOUBLE SERGEANTS 
Theodore and Edward Zawalksi, 22-year-old twins in Head­ 
quarters Squadron, W estern Air Defense Force, recently were 
promoted to staff sergeant on the same promotion orders. 
The twins have been vicing for service honors since they 
both enlisted in the Air Force in January, 1952. They never 
have been separated. The twins fall into the category of Air 
Force policy to l$eep brothers together if they so desire. 
Looking on are Maj. George O. Chapin and M Sgt. Milton 
D Tavlor. the twins’ commanding officer and first sergeant, 
respectively. 
(USAF Photo) 


Ferrarese Named To Post 
On Novato Fire Commission 


Peter J. Ferrarese, m anager of 
the Novato office of the First N a­ 
tional Bank of San 
Rafael, 
has 
been nam ed a commissioner of the 
Novato Fire D istrict by the board 
of supervisors. 
He fills the vacancy created by 
the death last m onth of Dr. C har­ 
les D. Stafford, Novato veterin­ 
arian and civic leader. 
Ferrarese was recommended for 
the office by Supervisor W illiam 
Gnoss of Novato. He will assume 
duties a t the next meeting of the 
fire commission Nov. 16. 


The other spot vacated by Dr. 
Stafford’s death, a position on the 
board of directors of N orth M a­ 
rin W ater D istrict of which he 
was president, has not yet been 
filled. TTie w ater district directors 
have the power to nam e their own 
choice. 


One of the most experienced 
casts ever to appear in a Novato 
Community 
Players' 
Production 
will be seen in “Strange Bedfel­ 
lows” which will be staged by the 
Little T heater Group tomorrow 
and Saturday nights and Sunday 
afternoon a t the Community Club­ 
house in Novato. 
Among the players with exten­ 
sive theater backgrounds is Miss 
Jean McLaughlin, who will appear 
as Clarissa, the beautiful young 
suffragette leader in early day 
San Francisco. Miss M cLaughlin 
was graduated from the Univers­ 
ity of California with a m ajor in 
dram a and was a member of the 
Berkeley Players Guild. 
Later 
she 
moved 
to 
Seattle 
where she joined the company of 
Cirque 
Theater, 
a 
professional 
group where she played leading 
roles in “Claudia” and “Good-bye, 
My Fancy,” and appeared as the 
nurse in “Mr. Roberts.” She ap ­ 
peared with the Children’s T he­ 
ater of the Cornish School of Fine 
Arts. 
Miss M cLaughlin is an assist­ 
an t buyer a t I. M agnin’s in San 
Francisco. She lives in Novato 
with her parents, Mr. and Mrs. 
A. T. McLaughlin. Her father is 
an engineer with the N orth M arin 
W ater District. 
John Schmuck. 14-year-old son 
of the Gordon Schmucks of No­ 
vato, has also had theatrical ex­ 
perience. After appearing w ith the 
Children’s T heater in Evanston, 
111., in “The Secret of the Toy­ 
shop,” he was given a scholarship 
to 
a 
Chicago 
dram atic 
school 
where he studied for two years. 
He also sang in the male choir of 


St. M ark’s Episcopal Church in 
Evanston and appeared on televi­ 
sion with the group. He plans to 
make a career of acting. 
The leading male role of Sena­ 
tor Cromwell is played by Alton 
Dodge, Ham ilton Air Force Base 
airm an who has m any years of 
professional background in stock 
and New York road shows. 
Tickets will be available a t the 
door for any of the three per­ 
formances. 


The Automobile M anufacturers 
Assn. estim ates th a t the current 
annual 560 billion miles of U. S. 
motor vehicle travel will increase 
by 33 per cent by 1965. 


Seniors Meet Saturday 
M arin Senior Assn. will meet 
Saturday at 1:30 p.m. a t Isabel 
Cook 
School, 
1000 Sir Francis 
Drake boulevard, 
San Anselmo. 
Anyone over age 50 is invited for 
recreation and refreshm ents. 


Hill School PTA 
Meets Tonight 


Hill 
School 
P arent 
Teacher’s 
Assn. in Novato tonight will hear 
a program presented by 15 recrea­ 
tion students from San Francisco 
State College. 
Those attending will get Ideas 
and the know-how for recreation 
during Christm as vacation and 
school free times, including ideas 
on helping their children enter­ 
tain themselves and ideas on dec­ 
orations th a t children can make. 
The five groups have been speci 
fically titled music and recreation, 
recreation 
in 
dram a, 
arts 
and 
crafts, games and party planning, 
according to Mrs. Robert Thomas, 
PTA program chairm an. The pub­ 
lic is invited. 


NOVATO 
LUMBER CO. 
101 Highway 
North End of Novato 
Building & 
Fencing Supplies 
OPEN 7 DAYS 
a Week 
TW 2-2221 


I 


» 
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STORES 
OPEN 


FRIDAYS TILL 9 


ManrTs Growing Friday Night Shopping Center 
NO PARKING W ORRIES-NO METERS 
NO CITY SALES TAX-up-to-date stores 


Did yon know—NOVATO has 
a first class MUSIC STORE? 
By first class we m ean th a t we 
feature the finest musical ac­ 
cessories obtainable. W hatever 
your musical tastes may be, we 
can fulfill your needs, whether 
thev 
be 
in 
H I-FI, 
JAZZ, 
DANCE, POPS, or CLASSICAL 
records—not to forget to m en­ 
tion 
H I-FI 
PHONOGRAPHS 
and FM TUNERS 
★ 
★ ★ 
We 
are 
having 
our 
FIRST 
SALE. The renowned KIMBALL 
PIANOS Consolettes & Spinets 
reduced to more th an 20% off. 


★ 
★ 
★ 
We still have openings for In­ 
dividual private instruction in 
either violin or clarinet. If you 
are truly a lover of good music, 
you’ll he pleased to know we 
feature the excellent recordings 
of 
ELIZABETH SCHWARZ­ 
KOPF who so completely cap­ 
tured the hearts of 
all who 
heard 
her 
recently in 
San 
Francisco. 
★ 
★ 
★ 
Sales Tax? 
You pay less In 
Novato—So 
why travel 
else­ 
where to pay more, when you 
can have the finest for less at 


m ;ouóe 
harmonij 


Located 
in the 
Town A Country Shopping 
Center 
1423 G rant Ave. Novato 
TW 2-3917 
“Say It With Music" 


mOD€ O DRV 


1221 Grant Ave., NOVATO 
Phone TW 2-3264 
OPEN FRIDAYS ’’TLL 9 


half-slze dresses 


California fashions with a young 
outlook in the popular half-sizes. 


3” TO 6 
99 


C R E D IT J E W E L E R 


Gentleman's 
Expansion 


Watch Bands 


ea. 1 
50 


THE PATIO 
864 GRANT AVE. 
TW 2-2835 
3-DAY 
WATCH 
REPAIR 
SERVICE 


PROMPT JEWELRY 
REPAIRS 


V: 
I 


A V 


S i 


s s * 


TOT TOWN 


Front Street— NEXT TO FOOD FAIR— Novato V 


IT S OUR BIRTHDAY 
y 
Tot Town IS ONE YEAR OLD NOVEMBER 19 


V'- 


HI 


S 
. 


< * 7 


DOOR PRIZE TICKETS TO ALL SAT. 
FOR LOVELY BRIDE W ALKING DOLL 
FREE ORCHIDS FOR THE LADIES! 


See 
OUR SELECTION OF TOYS 


Layaway Now for Christmas 


Join O u r 1956 
Christmas Club 
N o w ...! 


THE FIRST NATIONAL BANK 
IN SAN RAFAEL 


A ffiliated with 
THE BANK OF SAN RAFAEL 


The Bank of Personal Service 


Since 1868 


First National Offices in 
SAN RAFAEL 
NOVATO 
KENTFIELD 
TIBURON 
PETALUMA 


SHUTTERBUGS 
W e carry a very complete 
supply of k od a k film 
AND ACCESSORIES 
SUCH AS CHEMICALS 
PROJECTION BULBS 
EASTMAN CAMERAS 
AND KODAKS 
FLASH BULBS, BATTERIES, ETC. 
DEAN S rexall 


DRUG STORE 
1205 Grant Ave., Novato, Calif. 


M A ft M M T 9 
SERVICE 


NOVATO MEN'S 
A BOYS' STORI 
IRV LINKS 
SAMSONITE 


MEN AND WOMEN'S LUGGAGE 


AND LEATHER NOVELTIES 


875 GRANT AVE., Nr. 1st Nat. Bk. 


Convenient Layaway-Plan 


30/60/90 day accounts 


LILLY’S 
NOVATO GARDEN & PET 


Next to Theater 
Phone TW 2-9561 


N E W S H I P M E N T OF 
MO-N-KE-Y-S 


Just A rrive d 


Tame . . . and with all shots. 
Deposit will hold one for you 
till Christmas. 


. . • from $75 


W 
v - 
PINI HARDWARE 


1107 Grant Ave. — Novato — TW 2-3340 — Open Fri. 'til 9 


TRADE-IN 
FOR YOUR OLD 
STOVE 


Gas or Electric 


★ 


F U L L SIZE E L E C T R IC 


S P E C I A L 


Full size 40-inch model. Automatic clock 
control of Balanced Heat bake oven, appli­ 
ance outlet, and left rear unit. Silicone heat- 
seal. M inute alarm. Signal light for all sur­ 
face units. Three big utensil drawers. Easy- 
to-clean one-pteee porcelain top. Beautiful 
eopper-tone m antel. Electric Model E-184. 


V 
A W / 


ONLY 21995 
and your 
old *tovo 


Cinderella' Bulldogs Gun For Title 


By JIM GILMARTTN 


Sam 
Rafael 
High’« 
Cinderella 
football team bunch of young kids 
who went from rag* to riche* in 
one night, will be gunning for the 
coveted N orth Bay League Section 
II championship tonight on their 
home field against the underdog 
but dangerous Analy Tiger* from 
the core of the apple country in 
Sebastopol. 


Kickoff for this vital contest is 
scheduled for 8 o’clock. It ia each 
team 's final game of the season 
and a lot will rest in the outcome. 
If San Rafael wins it can claim 


the league’* undisputed title, first 
such honor few: a San Rafael team 
since 1944; if the Bulldog* lose, 
they m ust share the gonfolan with 
Analy and Petalum a, a sad plight 
in a five-team league. T hat, in ­ 
cidentally, was exactly how they 
finished the 1964 race. 


Comparative score* favor San 
Rafael, especially after the Junior- 
dom inated Bulldog eleven kayoed 
the highly-favored Petalum a Tro­ 
jans, 7-0 in last Friday night’s 
storybook game at Petalum a. The 
Trojans m anhandled Analy 33 to 
0. O ther common opponents were 


Healdsburg and Sonoma in league 
play. The Bulldogs whipped them 
32-12 and 25-7, respectively, while 
Analy 
beat’em, 
18-8 
and 
13-6. 
(See accompanying log for each 
team ’s complete record.) 


Bulldog coach Paul Miller and 
his assistants Jackie Sims and 
Rich and Bill Nave said their 
boys appeared sharp in last night’s 
final practice, but, they stressed 
th at Analy will be gunning for a 
victory and “they have the horses 
to knock us over.” A poll 
of 
coaches throughout the league said 
San Rafael should win, but, it 


could be one of the Bulldogs’ 
toughest games. 


Miller announced his starting 
lineup as follows: end* Jim Strag- 
nola and Bill Hovis, tackle* Jim 
Sullivan and Bob Treacy, guards 
Al Zensius and John Castellani, 
center Vic Lam perti, quarterback 
Bill Monti, halfbacks Don Edwards 
and Rich Critchlow and fullback 
Ron Eckman. 
Of those, only Lamperti, Treacy 
and Edwards are seniors and San 
Rafael has the “forward look” with 
a m ajority returning next season. 
On defense Miller will insert 


D an 
G allahan, 
Mike 
W atters, 
Vince Mueller and C urt Brown 
for line duty and Chuck W ard and 
Ralph Prince in the backfield. 
Other* slated to see action for 
w hat Petalum a coach Bill Abbey 
describes a* “the big red m achine” 
will be linemen Tony Fagundes, 
Gene Murrow, Bob Rowe, Roger 
Mueller and Bill Hubbard and 
backs Steve M arshall, Ray Ingram , 
K erry Klotovich and Bob W ard. 
A prelim inary game at 6 o’clock 
will m atch Rich Nave’s undefeated 
San Rafael freshm en team against 
coach Jim Quigley’s St. Vincent’s 
of San Rafael junior varsity. 


^nòepeuòmt#*|ountal 
p o r t ó 
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Mariners 'High' For 
Napa Tomorrow 
At Kentfield 


By CONRAD MUELLER 
They’ve been pointing toward this one all season and If an ex­ 
cess am ount of determ ination and 100 percent improvement have any. 
thing to do with the outcome, College of M arin Tars should whip 
Napa Junior College tomorrow in their final game of the season at 


Kentfield, 2 p.m 
First game of the season the 
Tars traveled to N apa and receiv­ 
ed a 26-0 dumping for their effort. 
The Tars, although only winning 
two with five losses, have improv- 


Records Of 
Analy, S.R. 


SAN RAFAEL 
13 
Poly JV 
6 


7 
M arin Catholic 
19 


0 
Drake 
13 


32 
Healdsburg 
12 


19 
Tam alpais 
32 


25 
Sonoma 
7 


7 
Petalum a 
0 
ANALY 
19 
Sonoma 
7 
7 
Ukiah 
S3 
0 
M arin C atholk 
10 
0 
Petalum a 
33 
13 
Sonoma 
6 
18 
Healdsburg 
6 
7 
Santa Rosa 
39 


Huskies Last 
Bowl Hurdle 
For Bruins 


Napa Nixes 
Night Games 
With Vallejo 


N apa Board of Education Tues­ 
day night indefinitely banned all 
future night athletic contest* with 
Vallejo schools as the result of a 
recent brawl at a high school 
football game in Vallejo. 
All sports among the junior high, 
high school and junior college 
team s will be played in the after­ 
noon hereafter, including the Nor. 
18 junior college grid game. 
Napa school superintendent H. 
M. McPherson, who recommended 
the change explained: “U ntil I 
have evidence th a t the City of 
Vallejo has taken m ajor steps in 
controlling this elem ent (trouble­ 
makers) I would be unwilling to 
take the responsibility of approv­ 
ing night games of any nature to 
be held in Vallejo.” 
The action came a* the result of 
a riot following the Vallejo-Napa 
High School game Oct. 21. Mc­ 
Pherson charged th a t several Val­ 
lejo players attacked two Napa 
players and 40 or 50 youths, were 
involved in an attack on Napa cars 
and buses. Few were believed to 
have been students and some have 
been from Richmond, he said. 


Pro Net Tour To Start 
In New York Dec. 9 
NEW YORK (U.R>—Jack K ram er 
will get his international tennis 
tour underway at Madison Square 
G arden on Friday night, Dec. 9. 
The tour featuring newly signed 
Aussie star Rex Hartwig, finds 
Pancho Segura meeting Hartwig 
and Tony T rabert playing K ram er 
on the initial program. 


Eight of America’s 10 top money- 
winning stables will race horses a t 
Hialeah during the winter. They 
are Belair, Hasty House, 
King 
Ranch, A. G. Vanderbilt, Calumet 
Farm , W heatley 
Stable, 
Brook- 
m eade and C. V. W hitney. 


ed, while Napa has a five and two 
record. 
Comparing scores, M arin lost to 
Yuba 60-7, Napa lost 51-0. M arin 
lost to American River College 40- 
12, Napa won 33-32. M arin lost to 
Shasta 35-13, Napa lost 25-0. F in­ 
ally, M arin beat Sierra 7-6, Napa 
lost 26-6. On paper it is very 
clear th a t Napa ia the better team, 
but also quite evident th a t N apa 
seems to play up and down, being 
shut out one weekend as they 
were by a team th a t M arin beat 
(Sierra) and then roaring back 
to dump Lassen 52-0. The general 
feeling? M arin will be higher than 
a kite, N apa down and building 
for next week’s game against Val­ 
lejo. 
After Tuesday’s final scrim­ 
mage of the year, coach Harry 
Peiper felt that the boys show­ 
ed more drive and determina­ 
tion than all season. After the 
scrimmage, Tex Byrd was elect­ 
ed season captain for the line, 
with 
driving 
but 
ailing 
Bob 
Treadwell to captain the back­ 
field. Bob will return next year, 
but Tex plays his final game as 
a Tar tomorrow. 
Six other m en will play their 
final game for the M ariners to­ 
morrow. Scotty W atterw orth, out­ 
standing guard, won’t suit up be­ 
cause of an injury sustained at 
Vallejo. Scotty has not seen ac­ 
tion 
since 
then. 
Pete 
Turrini, 
former end, ha* seen m uch action 
this year at guard, and although 
not slated to start, will get “his 
licks in.” Gordy Bechtold and Or 
ville Hubbard, both starters at 
tackle, also bow out tomorrow. 
Both have been game captains, 
both are big and have been in a 
mean mood throughout the week. 
Frank 
Rumsey 
and 
Bud 
Van 
Winkle will be the only departing 
backfield men. 
Before 
releasing 
his 
starting 
line-up, 
coach 
Pieper 
stated: 
‘Technically we’re set. Technically 
we know all the fundam entals, we 
know where to block, tackle, set, 
etc. I think the kids have the de­ 
sire to beat Napa. W hether we win 
or lose, you’ll see a ball game. 
Napa will know they’ve been in 
one. Last week against Lassen, 
Dick Vermile, Napa's sensational 
quarterback, didn’t play. I don’t 
know if he’ll play tomorrow.” 
Bob Treadwell will start a t full­ 
back if physically able. At halves 
will be F rank Cummin* and Mike 
McCormick and a t quarterback 
Jack Brewer. Don Oldham will 
definitly see action a t full, and 
John Newsom and Bob Thompson 
at the halves. Bud Van W inkle and 
Bob W hitm an will probably help 
Brewer a t quarter. 
At center, captain Tex Byrd, 
tackles Gordy Bechtold and Orville 
Hubbard, and a t guard* Jon Bark- 
hurst and 
Richard Toler. 
Bob 
Robinette, and Glendale’s John 
Hall will start at ends. Also listed 
as men to see action will be: 
guards Pete T urrini and Jim Hovis, 
tackles Joe Gereghty and Sam 
Daijogo, and end Bob Aune and 
Bill Haym art. 


JONES SCORES, BUT, NOT ENOUGH 
Tiger Jones (right) drives a hard right 
their 10-round, nationally-televised bout in 
to the head of former welterweight cham- 
Oakland last night. Saxton scored a n un- 
pion Johnny Saxton in the fifth round of 
animous decision. (AP Wirephoto) 


By ASSOCIATED PRESS 


The UCLA Bruins, confident a 
victory over Washington Saturday 
will open the gates to the Rose 
Bowl, are going about their prep­ 
arations 
in a brisk, 
businesslike 
m anner. 
T h at’s the word from the UCLA 
training camp, where the Bruins 
yesterday spent considerable time 
on 
pass patterns and 
defense. 
Ronnie Knox, Sgm Brown 
and 
G erry McDougall were completing 
most of their throws. 
The Huskies’ Coach John Cher- 
berg gave his team a rough, tough 
scrimmage, seeking a way to stop 
the nigh-unstoppable 
Bruin 
a t­ 
tack. 
The Huskies’ Coach John Cher- 
berg gave his team a rough, tough 
scrimmage, seeking a way to stop 
the 
nigh-unstoppable Bruin a t­ 
tack. 
The Huskies will arrive in Los 
Angeles Friday and work out th a t 
afternoon. 
In Palo Alto, Stanford Coach 
Chuck Taylor 
alm ost made 
his 
weekly prediction of success—this 
time against Oregon. 
Oregon Coach Len Casanova said 
he was pleased with his varsity 
in a full scale scrimmage against 
Stanford formations. The 36-man 
team leaves for Palo Alto tom or­ 
row by train. 
The 
California 
Bears 
went 
through w hat Coach Lynn Pappy 
W aldorf called “a very good” de­ 
fensive drill in preparation 
for 
Oregon State. 
Oregon 
State 
Coach 
Tommy 
Prothro 
tentatively 
listed 
Ray 
W estfal to start a t tailback against 
California in place of the injured 
Joe Francisco. 
O ther backfield starters will be 
co-captain Ron Siegrist, quarter­ 
back; Sam Wesley, halfback and 
Tom Berry, fullback. 


Drake, Tam Coaches 
Praise Each Other 


“Big Game** enthusiasm reached a peak at the Tamalpais and 
Drake High School campuses today as both teams prepared for the 
annual football clash tomorrow night at Kentfield. They’ll kickoff 
at 8 o’clock. 
Drake coach Bob Troppman, as spirited as any student, took time 
off yesterday to tose praise on rival -------------- ;----------------------------------- 
Sparrow Stars, 
But Novato Loses 
To Petalumans 


'New' Saxton Whips Jones, 


Eyes Another Title Go 


By SCOTT BAILLIE 


OAKLAND (U.R) — Are the wraps 
off Johnny Saxton a t last or does 
the 
form er 
world 
welterweight 
champion fight better when out­ 
weighed by 10 pounds? 
Sharp-eyed Johnny, who ha* 
drawn m any a Bronx cheer in pre­ 
vious ring efforts, put on a m as­ 
terful 
display 
of 
combination 
punching and aggressiveness last 
night 
while 
unanimously 
out­ 
pointing 
favored 
R alph 
Tiger 
Jones in a nationally televised 10- 
round bout at the Oakland Audi­ 
torium. 
Everything 
seemed 
stacked 
against Saxton a t fight time. He 
not only was outweighed 158 % to 
14812 but was a 7-5 underdog to 
Jones, who nearly wrecked Ray 
Robinson’s comeback. The 
word 
also was out th a t Saxton m ight 
not get another crack at the 147 
pound crown if he lost, although 
he was in line to m eet the winner 
of next m onth’s Tony DeMarco- 
Carm en Basilio title bout. 
But the odds crumbled along 
with Jones’ defenses after round 
one started a* Saxton scored al 
most a t will with one-twos to the 
face mixed up with eye-catching 
“rights-lefts-rights” to the same 
place. 
Jones’ best round was the eighth 
when he tore into Saxton after 
taking a solid right uppercut to 
the jaw and smashed over a hard 
right to the same place followed 
by a left. 
Referee Fred Apostoli voted the 
fight to Saxton 56^ to 53*4, Judge 
Jack Downey 57-53, Judge Eddie 
Jam es 56-54 and the United Press 
58-52. 
“Meet the new Saxton,” Man 
ager Frank Blinky Palerm o rasped 
afterw ard in the dressing room 
“He told me before the bout th at 


he’s going to be a real fighter 
from now on. Okay, see? Is he 
a fighter now?” 
Saxton said th a t he changed his 
attitude after Gene Burton, a for­ 
mer welterweight 
himself, took 
over as trainer. 
“Gene stays right in with me 
now when we spar and won’t let 
me out of the ring until I ’ve cor­ 
rected mistakes,” fast-talking Sax­ 
ton said. “And I don’t care w heth­ 
er I fight DeMarco again or get 
Basilio. Everything is looking up 
now.” 
DeMarco ended Saxton’s brief 
reign a* welterweight 
king last 
April by knocking him out in the 
14th round. 


APPLIANCE 
SERVICE 
Washers 
Dryers 
Gas Ranges 
Electric Ranges 
Refrigerators 
Dishwasher« 
Disposals 
GL 4-6161 
703 Third SL. iaa Rafael 
SHIELDS CO. 


Hartack Boosts Lead 


Oyer Shoe: 377 To 29^ 


LAUREL, 
Md. 
(U.R) — Willie 
H artack, the nation’s top jockey 
this year, booted home two more 
winners a t Laurel Park Wednes 
day to boost his victory total to 
377. Willie Shoemaker, the only 
jockey to score more than 400 vie 
tories in a year—he had 485 in 
1953—had 
one 
winner 
on 
the 
eight-race card to boost his total 
for 1955 to 294. 


Ferdinand, Green Clash 
Tonight- For 6th Time 
LOS ANGELES (A*)—'Two Cali 
fornia light heavyweights, Esau 
Ferdinand of San Francisco and 
Charley G reen of Los Angeles 
m eet a t the Olympic Auditorium 
tonight and neither should pose a 
mystery to the other. 
This is their sixth fight. 
Ferdinand has a 3-2 edge. The 
series started in 1952 when both 
were welterweights. 


Highest scoring losing football 
teams in the Ivy League have been 
Princeton 
and 
Yale. 
Princeton 
bowed to Penn in 1940 by 46-28 
while Yale in 1948 lost to Colum 
bia, 34-28. 


Dick Miller’s Tamalpais charge*. 
Troppman, who has his assistants 
wearing game jerseys and rooters’ 
caps in school, said: “Tam should 
be favored, of course. Their quar­ 
terback Ken Meade is the best in 
the league; they have terrific ru n ­ 
ners in ‘Squeakie’ Davis and Herm 
McKee plus a huge line. Look a t 
the size of those tackles: Tom 
Elliott is 220 and Doyle Nance 
215. Tam is the favorite and I 
only hope I can get my boys ‘up’ 
for this one.” 
Troppm an neglected to praise 
any of his own boys, but, n atu r­ 
ally T am ’s Miller took care of that. 
He said Drake halfbacks Leroy 
S traight and Jim B erthinier pose 
as the best 1-2 punch in the 
county; th a t junior quarterback 
Reggie Carolan is the best college 
prospect 
in 
the 
vicinity 
and 
D rake’s line «an make it miserable 
for Tam. “If they put together 
their best game,” said Miller, “they 
could 
whip 
any 
team 
in 
the 
league.” 
While the coaches praised each 
other, league observers rated the 
game a toss-up. It will be each 
team ’s final game of the season. 


Novato High’s Hornets, second 
place 
In 
the 
M arin 
Freshm an 
League, lost a tough 31-25 deci­ 
sion to Petalum a’s frosh yesterday 
in a non-league game at Petalum a. 


Novato quarterback Jack Spar­ 
row’s sharp passing kept his mate« 
in contention throughout the gam« 
as he hurled three touchdown 
passes. Two went to Pete Ferrares« 
for 45 and 15 yards and the other 
to Harold W ingate on a 25-yarder. 
Sparrow also passed to Ferrares« 
for the extra point. 


Novato’s other touchdown wan 
on an end run by Dick Olrlch. 


FREE 
Rugs cleaned as demonstration 
of new Hoover Deluxe Vacuum. 
No obligation to buy 
Savage Sales & Service 
GL 3-3916 


The American Hgckey League is 
in its 20th season. 


MEXICAN 
HARDWOOD 
CHARCOAL 


In economical 40-lb. bags 


Drive In to 
C A M G R O S 
GRAVEL A FUEL CO., In«. 


626 Third St., 
San Rafael 
Phone GL 3-4840 


Shower Doors. . . Tub Enclosures 


To beautify and 


modernize your bathroom. 


Many designs to choose from, 
chrome metal trim. 


Tub Enclosures 


$85 Installed 


SHOW ER DOORS 
$29.95 INSTALLED 


Measured to fit, and then in­ 
stalled in your home. M any 
glass patterns available. 


SAN RAFAEL GLASS WORKS 
Designing & Engineering in Metals & Glass 
Open Saturday 9 till Noon 
Plenty of Free Parking 


1115 Third St. 
San Rafael 
GL 3-6454 


Tomales Eyes 
Upset Over 
St. Helena 'IV 


The once-beaten Tomales Braves 
will play host to the undefeated 
St. Helena eleven tomorrow a t 2:30 
p. m. in a game th a t will decide 
the championship of Section III 
of the NBL. As a comparison, so 
far this season the Braves and 
Saints have played three common 
opponents: Sonoma, Calistoga, and 
Cloverdale. The Saints were vic­ 
torious on all occasions, defeating 
Sonoma, 25-33; 
Calistoga, 20-7; 
and Cloverdale, 33-0. Tomales was 
squeezed out by Sonoma, 27-20; 
lost a heart-breaker to Calistoga, 
24-20; and dumped Cloverdale, 33- 
7. St. Helena is undefeated in 
league play and is favored to cop 
the championship, but the Brave* 
may be more to contend with than 
figured. 
They have shown an explosive 
attack th a t can go the distance in 
one play from any p art of the 
field. Sprinter Dick Del Curto went 
80 yards on the first play from 
scrimmage against Sonoma for 
another 80-yard jaunt. Dick’s ru n ­ 
ning m ate, Roy Stocker, a junior, 
has even more speed and power 
So far he has tallied on runs of 
seven, five, 51, 84, three, 70, one 
and 60 yards. 
If the Braves should pull an 
upset and Calistoga defeats Clov­ 
erdale, as highly favored to do 
Section III could wind up in 
three-way tie. 
In Borneo, diamonds often are 
panned out of the sand in stream 
beds like gold. 


Kentucky's Finest 6 y e a r o l d ~ ( 


D i S T I L L I ft A N O ftO T T L IO OV 


W A T E f t n L L a n o F R A tlC O O I * T l L L E * V C O ., « A ftD S T O W N , F I N T V C W I 


EXCLUSIVE DISTRIBUTOR—J. C. MILLETT COMPANY— SAN FRANCISCO 


FOR YOUR OLD OR 
NEW HO M E HEATING ? 


CEILING 


WARMTH IS 
HERE 
/ / 
\ \ 
liFLO tm l, .M H U U H ; 


Our Heating System 
GUARANTEES: 


WARM Floors 
HEAT Under Windows 
LOW Gas Bills 
Phone GL 4-6188 
Tb« Perimeter Heating Co. 
533 Irwin, San Rafael 


GRAND OPENING 
Haney & Whitt-Auto Glass & Upholstery 
1818 Second Street 
SAN RAFAEL 
GL 3-6750 


We ore holding a grand opening week Thursday, November TO to Thursday, November 17, to celebrate moving into 
our new home. We want you to become acquainted with our new location — so join our celebration and Save $ $ $ I 


W e are offering the following Dollar Savings Specials: 


CONVERTIBLE 


TOPS 
49*0 


1-YR WRITTEN GUARANTEE 


Black or tan 3-ply material 
includes Full View Plastic 
Curtain if desired — Also 
Convertible Tops Dyed and 
Preserved. 


FREE 


BEAUTIFUL 
ROTISSERIE! 


Just sign your name in our 
guest book to become elig­ 
ible to win. Draw ing will* 
be held Nov. 17. You do 
not have to be present to 
win. W inner will be noti­ 
fied. 


OPEN MON. thru SAT 
8 a.m. to 5:30 p.m. 


SEAT COVERS 
READY MADE 
FIBER 
12.95 


Plasticized fiber with qual­ 
ity plastic caps and skirted 
with durable material. 


READY-MADE 
PLASTIC 
19.95 


W oven plastic with quilted 
caps and rayon skirts 


CLEAR PLASTIC 
SUP-ON COVERS 
5.95 


TERRY CLOTH 
SLIP-ON COVERS 
4.95 


CUSTOM-TAILORED 
COVERS 
39.50 
plus taxes 
with any seat cover 
material in stock 


All Seat Covers 
Installed Free! 


AUTO BEDS 
49.50 


Full 6-ft. Rear 
Compartment Bed 


Will not mar your pres­ 


ent upholstery •. . Car 
can be driven with bed 


down or bed converts 


into seat In matter of 


minutes. 


Installed in any model, 


coupe, coach or sedan, 
ideal for hunters, fish­ 


ermen, campers, sales­ 


men, etc. 


Truck Cushions 


Rebuilt and 
"I 0 5 0 
Recovered ......... mJm 


AUTO GLASS 
10% Off 


on Any Glass Job 


Done This Week 


FREE 


A Free Gift— $1.50 


Value— to Our First 


100 Customers 


FLOOR MATS 


Tailored Contour 
T 9 5 
Mats, installed 
m 


HEADLINERS 


C loth .............$39.50 


Leatherette ... $69.50 


installed 


THESE PRICES APPLY DURING OUR G RAN D O PEN ING WEEK O NLY - Any appointm.nts that w . a r. unabl. to handl. 
during this week, however, will be honored at a later date at theso same prices. 


REMEMBER, M A K E THAT APPOINTMENT NOW l AT 
Haney & Whill-Aulo Glass & Upholstery 
GL 3-6750 


Northern California Headquarters for uSH O W CAR'* INTERIORS 


M A R IN SP O R T SM EN 


By Gene Thompson and "Curly" Cornwell 


Ted Crary Claims Three Birds 
With 1 Shot; Wife Only Witness 


Lot of locals got limits of blueies at Hamilton Field flats the past 
weekend, but, no one can m atch the story told by Ted Crary, one of 
our highly-respected bay shooters. 
Ted’s having a tough time convincing buddies that out of the 
limit of blueies h? took on the 
Hamilton flats Sunday, three were 
ielled by one shot. According to 
Ted: “So help me, and my wife 
was with me to verify it, three 
birds flew into the deacs, swung 
directly into the sun, and me not 
being able to see anything, shot 
only one shot and guess what hap­ 
pened! Three birds fell.” 
Well, th at’s Ted’s story and up 
to now he has been a pretty re­ 
liable guy. 


HONOR ROLL: Rad Ingram of 
Marin Sign Co., his son Tommy 
and Bill McColm, limits of blueies 
at Hamilton flats Saturday; Dave 
Russell, mixed limit of cans and 
blueies at Marin Island Sunday; 
Larry Petretti, George Baldini and 
Bob Galli—limits of blueies both 
Saturday and Sunday at Hamil 
ton flats; ditto for Curley Corn- 
well and Roy Irwin Monday. Joe 
Hirch got one blueie, two golden 
eyes and one can at Marin Rod 
and Gun Club pier Sunday. 
Bill Frizzi of Larkspur, sculling 
at Pedro Point Sunday, got limits 
of blueies and cans; Frank Dow 
sett reports lots of birds in the 
Butte Sinks and limits of sprig 
still being taken easily. Some nor­ 
thern birds showed up last week­ 
end. 


LAUREN HILDEBRANT, fish 
ing on Tomales Bay in the Inver­ 
ness area Sunday, saw one fish 
jump. No fish reported brought 
into Tombahia to date. Reports of 
few fish taken at Hogs Island. 


AL GIDDINGS, local game war- 


den, reports th at pollution enforce­ 
ment has been turned over to war­ 
dens by the regional pollution 
board which has heretofore been 
responsible for its enforcement. 
c. c. M c C le lla n d , one of 
the San Quentin correctional 
officers, and his wife have 
been taking limits of strip­ 
pers from two to 17 pounds 
every week end between the 
Rio 
Vista 
bridge 
and 
Old 
Dairy for the last month. The 
secret: light tackle, two-ounce 
sliding sinkers, single hook on 
four-foot leaders and whole 
anchovies less the heads, 


RALPH DORIOUS, one of our 
local 
sportsmen 
and 
Fairfax 
plumbing contractor, has just re­ 
turned from a very successful Elk 
hunting trip in the Blue Moun­ 
tain region of Northeastern Ore­ 
gon. He brought back a beautiful 
seven-point 
bull 
weighing 
ap­ 
proximately 1,000 pounds. 


HUNTING DOGS must be vac­ 
cinated against rabies before tak­ 
ing to the field, the state depart­ 
ment of public health warns Cal­ 
ifornia hunters. 
Many hunting areas of the state 
are under rabies quarantine pro­ 
hibiting free movement of unvac­ 
cinated dogs, the department said. 
The department advised hunt­ 
ers to attach vaccination tags to 
collars of their dogs, and to carry 
vaccination certificates while hunt­ 
ing. Otherwise the dogs may be 
impounded. 


HOLE-IN-ONE 
TOURNAMENT 
STARTS TODAY 
Golfers who fancy them­ 
selves pretty accurate shots 
will have the opportunity to 
show their stuff in a Hole-In- 
One Contest at the Marin 
Golf Range in San Rafael 
beginning today and running 
through Nov. 30. 
Most accurate entrant will 
win first prize of a complete 
set of Ben Hogan clubs. Sec­ 
ond prize is a set of Mc­ 
Gregor clubs while third prize 
is a golf bag and caddy cart. 
Manager Joe McReynolds said 
numerous other prizes will be 
awarded daily. 
The contest will be held 
daily at the new range from 
noon to 4 p.m. and 7-10 p.m. 
Entrants will be given five 
tries for $1. The hole is situ­ 
ated 110 yards from the tees. 
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CHAMP TELLS CHAMP: 'GET WELL QUICK' 
Rocky Marciano, world heavyweight 
covery from her bout with cancer. Rocky 
boxing champion, gives Babe Zaharias a 
visited her briefly at Tampa, Fla. yester- 
one-two shake in wishing her speedy re- 
day. (AP Wirephoto) 


Kansas City In Market 
For Pro Football Club 


BOWLING 
Mill Valley Golf 
Winners Named 
Art Fellows, the motorcycle rid­ 
ing man in blue who issues pink 
slips to overtime parkers in San 
Rafael, arrested high honors for 
himself Tuesday night by bang­ 
ing a 617 series in the Marin 
Bowl’s handicap league. 


Art started with a 232, followed 
with a 230, but, dropped to a 155 
on his final game. 
Second place was won by Earl 
Bertelson who put together games 
of 211, 200 and 192 for a nifty 
603. 


Following are the top five scor­ 
ers in Sunday’s junior league at 
Marin Bowl: Ron Hienast, 192- 
143-169—504; Mike Weddell, 174- 
146-135—455; Mike Whitaker, 134- 
148-113—395; A1 Hoag, 121-96-152 
—396; Bill Costello, 122-128-132— 
382. 


Tom Storer stole the scoring 
show in last night’s Foursome 
League with a 603 series on games 
of 209, 202 and 192. Les Colombo 
came in with a 587, followed by 
Spence Ward 584, Joe Horlowaski 
537 and Sam Steves 524. 
In 
last night’s 
Ladies 
“700 
Scratch League Val McCutchen 
led the way with a 512 series, fea­ 
turing games of 189, 165 and 158. 
Bessie Baglietto seconded the mo­ 
tion with a 480 total, including 
high game of 191. Other leaders 
were Ruth Blumenfeld 474, Fran 
Wayman 470 and Dolly Manzi 449. 


L.A. Revamps PCL 


Slate; Only Friday 


Games At Night 


LOS ANGELES (JP) — The Los 
Angeles baseball Angels will play 
all their home games next season 
by daylight except the Friday con­ 
tests, which will start at 8:15 p.m. 
The day games will be televised, 
but not the Friday contests, Presi­ 
dent John Holland said yesterday. 
He cited a survey that showed fans 
want afternoon games. 


Hollywood will not televise its 
home games. The Stars will con­ 
tinue with night baseball except 
Saturdays and Sundays. 


LAST NIGHTS FIGHTS 


OAKLAND — Johnny Saxton, 
148%, Brooklyn, outpointed Ralph 
(Tiger) Jones, 158%, Yonkers, N.Y. 
10. 
MISSOULA, Mont.—Dick Lane, 
148%, Billings, Mont. outpointed 
Buddy McDonald, 144, Edmonton, 
Alta., 10. 


Winners of three separate wom­ 
en’s golf tournaments at the Mill 
Valley Golf Club were announced 
Tuesday. 
Mrs. H. C. Leggett and Marcia 
Lee won low gross and low net 
honors, respectively, in the club’s 
Ecclectic Tournament. 
Other winners were: Class A— 
Mrs. Gregory Hobson, 72-19—53; 
Mrs. George Prydz, 73-19—54. Class 
B—Mrs. Andy Sommerville, 77-25— 
52; Mrs. Fred Greeland, 84-30—54 
and Mrs. D. Fogarty, 85-31—54. 
Miss Lee won the Captain’s 
Tournament with a 36-hole total 
of 180-40—140. 
Winners of turkeys in a special 
tourney 
were 
Mesdames 
Hugh 
Cavalli, George Prydz, Gregory 
Hobson, Clay Lilleston and Wil­ 
liam Towne. 


Frankie Ryff Signs To 
Meet Rosi December 23 
NEW 
YORK 
(U.R) — Frankie 
Ryff, 
third-ranking 
lightweight 
contender from New York, and 
Paolo Rosi of New York have been 
matched for a 10-round fight in 
Madison Square Garden, Dec. 23. 
Rosi formerly lived in Italy. 


CHICAGO (U.R) — Arnold John­ 
son said today he was looking for 
a professional football franchise 
to put in the park of his Kansas 
City Athletics for the fall season. 
“I would be interested in a foot­ 
ball club on the right basis, and 
it wouldn’t make too much diff­ 
erence what club it was,” he said. 
Johnson said that as yet he had 
made no offers to buy any pro 
team, but that he would listen to 
any 
proposals 
concerning 
pur­ 
chase of a team. 
He stipulated, however, th at he 
would not be interested in any 
franchise except in the National 
Football League. 
“I don’t 
want to get in 
any 
minor league,” he said. 
Johnson anticipated that a pro 
football team would make off-sea­ 
son use of the facilities he ac­ 
quired in Kansas City for his base­ 
ball club. He purchased the Ath­ 
letics from the Mack family a year 
ago and in its first year, 1955, the 
team drew m o re 
than 1,000,000 
fans. 
There had been rumors that the 
Chicago Cardinal franchise might 
be transferred to Kansas City, but 
Managing Director Walter Wolf- 
ner denied the report. Johnson 
said he had not talked to Wolf- 
ner concerning a possible pur­ 
chase. 
“Where do these things start?” 
Wolfner said. “The Cardinal fran­ 
chise is going to stay in Chicago. 
“Let them move the Giants, or 
Baltimore or Green Bay or any­ 
body they want to Kansas City. 
Not the Cardinals. The Cardinals 
are a Chicago institution and will 


stay in Chicago long after both of 
use are dead.’* 
Wolfner, who last fall announced 
“share-the-profit” plan for the 
Cardinal players, 
said the team 
made a small profit last year and 
that attendance was higher this 
season. 


PGA SELECTS 
DOUG FORD AS 
GOLFER OF '55 
C H I C A G O (U.R) — PGA 
champion Doug Ford today 
was named winner of the an­ 
nual award as “professional 
Golfer of the Year” by the 
Professional Golfers’ Associa­ 
tion. 
Ford, from Yonkers, N. Y., 
received 230 votes for the tro­ 
phy compared to 190 for run­ 
ner-up Jack Fleck, the Nation­ 
al Open champion. Cary Mid- 
dlecoff, 
runner-up 
for 
the 
PGA title, was third with 135 
and Julius Boros fourth with 
106. 
Ford won two other tourna­ 
ments during the year, the 
All American and the Car­ 
ling’s-Sponsors 
classic. 
He 
played 121 competitive rounds 
during the year, more than 
any other player in history. 
He will receive the award at 
the annual convention next 
month in Atlantic City. Ear­ 
lier winners of the trophy were 
Ben Hogan, Sam Snead, Boros 
and Ed Furgol. 


Campbell Nears Mark, 
To Try Again Today 


LAS VEGAS, Nev. (U.R)—Donald 
Campbell was scheduled to make 
an all-out attem pt to break his 
own world speedboat record today 
on Lake Mead after falling just 
short of the mark Wednesday. 


The English holder of the world 
speedboat mark at 202.32 miles per 
hour, 
pushed 
his 
jet-propelled 
Bluebird n to an estimated 201 
miles per hour Wednesday. The 
speed was estimated from cockpit 


Big 10, PCCTo Bar 
Personal Scouting 
Of Rose Bowl Foes 
DETROIT m —'The Detroit Free 
Press says an agreement will be 
signed shortly between the Big 10 
and the Pacific Coast Conference 
to bar “in-person” scouting of 
possible Rose Bowl football foes. 
Scouting, the paper reported to­ 
day, will be limited to the use 
of films of two regular season 
games. 
The suggestion first came from 
UCLA to Kenneth L. (Tug) Wil­ 
son, Big 10 commissioner and was 
relayed to officials at Michigan 
and Michigan State, probable Rose 
Bowl candidates. 
The plan would be binding only 
for the coming Jan. 2 game, the 
paper reported. 
The PCC previously has sought 
to make some such scouting agree­ 
ment a part of the formal Rose 
Bowl agreement between the two 
conferences. 


instruments since the official tim­ 
ers did not have their equipment 
set up in time to record the run 


Hole - in-1 Contest 
Starts Today at 


W a ñ n GOLF ^ a n c ^ e 


33 SIMMS 


GL 3-1347 
SAN RAFAEL 


Near Marin Motor Movie* 
TRY YOUR LUCK- 
5 BALLS FOR $1.00 


GREEN 110 YARDS FROM TEE; 
2 TEES ALWAYS OPEN FROM 
12:00 to 4:00 and 7:00 to 9:00 
W in Valuable Prizes: 


FIRST PRIZE—Matched set of 4 Ben Hogan woods and 8 Irons. 
(5235 Value) 
SECOND PRIZE—Matched set of 4 McGregor woods and 8 
irons. 
($215 Value) 
Third Prize—Golf bag and caddy cart. ($100 Value) 
PLUS 17 other prizes when the contest is over. 
Numerous other prizes will be given daily to persons closest to 
the hole! 


N 
CONTEST 
ENDS 
NOV. 30! 


Daily prizes include packages of 3 
new famous name golf balls, free 
buckets of practice balls, free gaso­ 
line conrtesy of Smilin’ Ed Wood 
service station plus many other 
prizes. 


PAY A S LO W A S 


S a v e as much as • 
ON THE COST 
OF NEW TIRES! 


GKT XTRA-MILEAGB 


NEW TREADS 


g o o d / y e a r 


& 
$095 


Jamboree 


priced 


at 


Before you do your Holiday Buying, here’s... 


WHAT EVERY MAN SHOULD 
KNOW ABOUT WHISKY 


And your 
•Id fir* 
Slit 6 00 


TABLE TENNIS 
TOPS and STANDS 


Fairfax Lumber Co. 
109 Broadway, Fairfax 
Lots of Parking 
GL 3-4410 
OPEN SAT. TILL NOON 


OVER 50% OF AMERICA’S WHISKY 
IS PRODUCED IN KENTUCKY 
BECAUSE KENTUCKY WHISKY IS 
THE FINEST IN THE WORLD 


Y E T OF ALL THESE FINE 
WHISKIES, EARLY TIMES IS THE 
KENTUCKY STRAIGHT WHISKY 
KENTUCKIANS OVERWHELMINGLY 
CHOOSE FOR THEMSELVES. 
TASTE IS THE REASON. 
I T S WHISKY OF SUPERB 
MELLOWNESS . . . MADE 
FROM A TRADITION 
A CENTURY OLD. 


Stop talcing chances! Don’t 
drive another risky mile on 
worn, smooth tires. Let us 
renew them with Xtra Mile- 
a g e N ew T r e a d s by 
Goodyear. Stop in now and 
SAVE! 


Applied to sound tiro bodies 
or fo yoor own tires 


Original Price $279.95 
N O W ONLY $229.95 
SAVE *50°° 


i t Fully Automatic 


i t King Size Capacity 


i t No Installation 


i t Roll Around 
Convenience 


★ Selective Control 


Goodyear's Big 
Every top in stock REDUCED 
TRAIN SETS 
SAVE 
UP TO 


W hat is true all year 


round is more than ever 


true at holiday time— 


Early Times is the first 


straight whisky of Kentucky. 


P h i li p 


life- / n k 4¡Éf 
E A R L Y ; 
T ÍS ÍE f 


GIVE A N D 


KENTUCKY STRAIGHT BOURBON WHISKY • 86 PROOF 
EARLY TIMES DISTILLERY COMPANY • LOUISVILLE h KENTUCKY 


Only $10 Down 


24 Months to Pay 


TFMcÀfàaàó 
AUT O M A T IC D IS H W A S H L t 
SALE 


"Santa Fe" Diesel Freight Set 
Reg. 
NO W 
with Alr-Chime Whistle ............................67.00 
33.50 
Diesel Passenger Set ............................... 51.00 
25.50 
Diesel Switcher S e t...................................41.00 
20.50 
Passenger Train, Smoke, 
Choo-Choo and Air W histle...................... 44.00 
22.00 


M A N Y OTHERS-AS LOW AS $2.95 EACH 


Use Our Budget Plan— as Low as $1.25 per Week 


New G.E. Clock 


SPECIAL 


Ultra-smart ivory case*, 
petite electric alarm. Fully 
guaranteed G.E. quality. 
Use Our Layaway Plan 


■ l i l i 
GJL Portable Mixer 


Onfy 


Beats, blends, whips batters, 
icings, potatoes. 2 easyclean 
blades. Speed controls. 
$2 down, 1.25 weekly 


ALSO ... RADIOS — PHONOGRAPHS 
ELECTRIC SKILLETS — MANY SMALL 
APPLIANCES TO CHOOSE FROM 


Doepke Model 
EUCLID TRUCK 


An authentic model. A ll steel construction with 
Goodyear tires. Dumping trailer uncouples. Tractor 
may be used with other Doepke model toys. 


Reg. 
14.95 


Another 
Goodyear 
ValueI 
LAWN MOBILE 


l 4 ’ 
Harmless Toy 
Rubber Tires 


Reg. 
1.98 


Just Ilka Daddy's! Spinning blades 
make clicking sound. Dual metal 
handles, rubber grips. \2Vjm vide. 


ANOTHER GOODYEAR VALUE 


ROLLER SKATES 
295 


Full S i t e w ith 
Ball Bearings 
Reg. 
3.98 


Rust-resistant stael skates that ad­ 
just to fit growing children's 
shoes. Key included. 


ANOTHER GOODYEAR VALUE 
g o o d / y e a r s e r v i c e s t o r e 


1604 Fourth St., San Rafael 
Open Daily to 6:30 p.m. Fridays till 9:00 p.m. 
GL 3-2942 


DIAGNOSING SPECIALISTS 
of BRAKE, WHEEL awl TIRE TROUBLES 


People drive in to Buzz Kilborn's every day and tell us they never knew a place so beautiful, so completely staffed and equipped ever ex­ 


isted In Marin. Our lady customers 4-ell us they especially appreciate the clean, comfortable waiting lounge. If you haven't been in to see our 
brand new shop, do so this week. We'll be glad to show you around. ~ 


TUBELESS TIRE SALE 


S W A P F O U R -S A V E M O R E 


> s V- V\ 


\ 
\ 
N-. -V 


TUBELESS 
THIS IS IT 
UP TO $35 FOR YOUR OLD 
TIRES IN TRADE FOR A SET OF FOUR 


TUBELESS TIRES 


NEW HOME OP KILBORN TIRE SERVICE IN SAN RAFAEL— Kilborn's new super tire, wheel and brake headquarters is at 
the corner of Francisco Blvd. and Irwin streets. A clean comfortable waiting lounge for women and children and a movie 
projection room where free movies are shown are popular with Kilborn's customers. 
(Geo. Wheeler photo) 


PLENTY 


OF 


FREE 


PARKING 


★ 


Use Your 
Charge Key 


KflLBORN BRAKE TECHNICIAN AT W ORK—Jerry Taylor does necessary machine work before re-installing a brake drum« 
Kilborn's Brake and Wheel Aligning departments use World Bestos brake linings, which require no break-in period, 
have greater stopping power and wear much longer. 
(Geo. Wheeler photo) 
Get Your Brakes Adjusted 


Here's what we do: 


1. Inspect brake lining 
4. Check brake assembly 


2. Check brake drums 
5. Check Master Cylinder 


3. Inspect bearings 
6. Adjust brakes 


7. Test brakes 
S I 45 
ONLY 
I 


SPECIAL TIRE* SALE 
SALE RUNS THROUGH NOV. 19th 


reg. 
SALE 
5— 6.70x15 Goodrich White Sidewall Tubeless... $36.15 ea. 
$25.95 
9— 6.70x15 Kelly White Sidewall Superflex 
24.30 ea. 
17.95 
5— 6.70x15 Firestone Deluxe 6-ply................... 4 1.05 ea. 
29.95 
1— 7.60x15 Kelly Superflex........................... 38.75 
26.71 
4— 6.00x16 Black Michelin Steel & Rayon 
Racing Tires......................................... 47.60 ea. 
35.70 
B L A C K 
9— 6.70x15 Firestone Champions................... I4.97ea. 
12.95 
2— 8.00x15 Kelly Superflex........................... 34.30 ea. 
27.87 
2— 8.20x15 Kelly Superflex........................... 35.70 ea. 
29.03 
2— 6:00x16 Goodyear Tubeless 6-ply.............. 34.90 ea. 
24.95 
1— 6.70x15 U.S. Tires................................... 24.30 
17.95 
1— 8.20x15 U.S. Tires................................... 35.70 
28.03 
O D D S I Z E S 
1— 5.50x17 Pacific..................................... 19.10 
12.95 
1— 5.50x18 Wards...................................... 19.10 
12.95 
1— 4.50x21 Goodyear................................. 18.35 
12.95 
1— 30x3 Vz U. S.................................................. 
9.95 
1— 4.00x19 4-Ply Goodyear M. C................... 18.35 
12.95 


*Plus tax and exchange if your old tire is recappable. 
Quantities of Guaranteed Used Tires with 
1,000 to 10,000 Miles Left— All Sizes.............. 
3.95 to 7.95 
T R U C K T IR E S** 
2— 6.50x20 Kelly 6-ply............................... 
51.55 ea. 
29.95 
1— 7.00x16 8-ply Kelly C H T ....................... 
57.45 
39.95 
4— 8.25x20 10-ply Firestone Tran................. 114.75 ea. 
69.95 
3— 8.25x20 10-ply Goodrich ...................... 114.75 ea. 
69.95 
2— 8.25x20 10-ply Goodyear .................... 114.75 ea. 
69.95 
1— 8.25x20 12-ply Kelly H.D. Dual Trac 
162.30 
117.25 
**Plus excise tax 


DRIVE IN THIS WEEK 
AND HAVE YOUR BRAKES 
TESTED FREE 


BLOWOUT AND PUNCTURE-PROOF 
KELLY AIRC0RE TUBES 
All 15" Sizes In Limited Quantities 
Reg. 23.98 Marked Down to 9 .9 5 plus tax 


WHEEL ALIGNING 
BY THE MAGIC 
MAGNA WHEEL ALINER 
8 ou! of 10 Cars Need Wheel Aligning 


V 


V 


V 


V 


m 
m 
m u u c k n L i u r n i 
b e a m 
m e t h o d 
All This For Your Driving Safety 
HERE'S WHAT WE DC: 
Check and A d - 
\/ Check King Pint 
and Tie Rods 
ONLY 
V Check Shock 
Absorber* 
V Centralize 
Steering 
V Tighten Loose 
Parts 


just Toe-In 
Check and A d ­ 
just Cam ber 
Check and A d ­ 
just Caster 
Check Turning 
Radius 


UP TO 35$ FOR YOUR OLD 
TIRES IN TRADE FOR A SET OF 
4 KELLY SUPERFLEX 
CONVENTIONAL TIRES 


BUZZ KILBORN tir e ser vice 


FRANCISCO BLVD. & IRWIN 


SAN RAFAEL 
GL 3-9161 
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MEMBERS OF TH E SEWING GROUP discus articU* 
they have made for the St. Sebastian’! Yuletid« sale Sat­ 
urday and Sunday to be held at Marin Catholic cafeteria. 
Left to right, members who have been sewing many hour» 
are Miss Mary Ryan, Mesdames Albert Giusti, Joseph Da 
San Martino and A. J. Finnocchio. Gaily decorated apron» 
will be a specialty. (Independent-Journal photos) 


TWINS EACH ANNOUNCE NEWS 
OF ENGAGEMENTS AT PARTY 


ST. 
SEBASTIAN’S 
Women’s 
Sewing 
Group members look over table or man­ 
tel Christmas decorations which will be 
sold at their third annual Christmas sale 
at the Marin Catholic High School cafe­ 


teria Saturday and Sunday. Purpose is to 
raise funds for the new church to be erect­ 
ed on Bon Air Road in Greenbrae. Left 
to right are Mesdames Oscar Gloistein, 
Andrew Panpini, John Michael Lee and 
R. O. Scott. 


GATHERING TO GETH ER some of the 
artides for their annual Christmas sale 
scheduled for Saturday and Sunday are 
members of the St. Sebastian’s Women’s 
Sewing Group. Left to right are Mesdames 
Roy Pasqualetti, John Moretto and John 


Holmgren. 
Mrs. Ralph Sheridan is sale 
chairman. Sale begins at 10 a. m., lasting 
until 5 p. m. Saturday and beginning on 
Sunday after masses, closing at 12:30 p. m. 
Many handmade gifts and decorations for 
the Yuletide season will be available. 


'A White Christmas' Theme 


Holiday Flower 
Show Planned 
“Holiday Flower Show” schedul­ 
ed for November 17 at the Sausali- 
to Woman’s Club announcements 
are in the mail according to chair­ 
man Mr». George Quinn. Mrs. 
QuiAn hopes to top last year’s 
show, and although no prize# will 
be awarded, door prises will be 
given in the afternoon. Chairman 
of this phase of the show is Mrs. 
W. Robert Miller. Time# for the 
show will be 2:30 to 5 p.m. and 
7:30 te 9:30 in the evening. 
Mrs. Quinn ha# divided her 
helpers into various committees; 
Mrs. Emmett Rixford, flower ar­ 
rangement# ; Mrs. Fred Tefczlaff 
and Mrs. Jerome Adam«, publicity; 
Mrs. W. W. Erskinq, tea commit­ 
tee, assisted by Mesdames T. H. 
Borla, James Carroll, Bert Van 
Cleve, Cyrel O. Hausen, Walter 
Barfcdutt, Vokiey Howard, Charles 
Ryan, Clyde Trudell^C. E. Poole, 
and M i» Georgia Robins. 
Mrs. Gilbert McNicholl, hospi­ 
tality chairman, assisted by Mes­ 


dames 
Edward 
Many, 
Charles 
Cross, Clifford Pehl, James Mac- 
Laird, Booth Dennis, Carl Finn. 
Mrs. 
John 
Alexander, 
office 
(tagging and classifying) chair­ 
man, assisted by Mesdames Ed­ 
ward Bennett, Carl W. Spring, 
Richard F. Phillips. 
Mrs. Richard Cruikshank, ex­ 
hibits (placing) chairman, assisted 
by Mesdames Eric Barnett, Alex­ 
ander R. Imlay, Walton Purdom, 
George Tett. 
Mrs. Floyd A. Weimer, special 
effects; Mrs. Edwin Long, stage 
design. 
Mrs. Victor Woilman, door com­ 
mittee, 
chairman, 
assisted 
by 
Mesdames Elmo Maggiora, T. F. 
Kelly, Estelle Hale, C. H. Merrill 
Jr., R. L. Scarborough, R. G. An­ 
derson, John B. Ehlen, Leonard 
S. Wood, L. D. Howard Jr., Porter 
Griffith, Robert C. Bergin, Ed­ 
ward L. Superka, John Harlan, 
W. F. Nelson, Qrd Milne, Pauline 
Van Zante, Robert N. Arnold. 
Mrs. William La Violette ha# 
volunteered to transport any ex­ 
hibitor who needs an exhibit tak­ 
en to the club. 


GUNNS' BABY 
BAPTIZED IN 
MILL VALLEY 


Of Methodist Group's Bazaar 


At the Church of Our Sav­ 
iour in Mill Valley at the 9:30 
o’clock 
service 
on 
Sunday 
morning, the four-months-old 
daughter of Mr. and Mrs. Jo­ 
seph R. Gunn III of Berkeley 
was baptized by the Rev. S. R. 
Hammond. Godparents were 
Mr. and Mrs. Warren Hale of 
Berkeley. The baby, who is 
named Anita Jayne, has a 
three-year-old sister, Dana. 
Following the religious cere­ 
mony, a family gathering and 
luncheon took place at the 
home of the baby’s grandpar­ 
ents. Mr. and Mrs. Joseph R. 
Gunn of Mill Valley. Maternal 
grandparents are Mr. and Mrs. 
Maurice Thuriow of Westbury, 
N.Y, 


Flake canned kippers after re- 
; moving the skins. Add the flaked 
kippers to an egg filling for a 
I good and different sandwich. 


“A White Christmas” is the 
theme of the annual bazaar of the 
San 
Rafael Methodist Church, 
sponsored by the Woman’s Society 
of Christian Service. This tradi­ 
tional event will be held at the 
church Friday, December 2, from 
10 a.m. to 9 p.m. 
A large 
committee has 
been 
busily working on many unusual 
gift articles for the sale including 
novelties, 
barbecues 
accessories, 
fancywork, 
aprons, 
foods 
and 
plants. Luncheon and dinner will 
be served. 
Mrs. S. E. Cala, chairman of the 
bazaar, is being assisted by Mes­ 


dames Frank Marshik, A. L. Ruon- 
avaara, Robert Woodhurst, Lulu 
Clark, W. A. Marklinger, J. E. 
Siefk&s, Moffett Rhodes, Willis 
House, E. B. Crader, W. P. Hag- 
ner, Josephine King, Henry Von- 
derheide, N. B. Campbell, Roy St. 
Louis, Milton Adams, William Rey­ 
nolds, Jean Stacy, C. W. Tynes, 
M. H. Wright, W. L. Howe, James 
Infield, C. E. Smith, A. Nauert, J. 
B. Bennett, Clayton Nelson, Car­ 
lisle Rickards, Homer Hildebrandt, 
J. C. Hanssen, L. L. Johnson, May­ 
nard Tieche, A. K. Gifford, Ray 
Ott, C. A. Bush, 
Lucy Sterling, 
Earl Stover. 


M uir Tempie Maps 
Plans For Roll Call 
At the recent meeting of Muir 
Temple No. 123 of Pythian Sisters 
held at the IOOF Hall in Mill 
Valley, plan# were made for the 
annual roll call on Friday, Novem­ 
ber 
18. Invited to attend 
are 
members of the families of the 
members and Knights of Pythias 
and their families. Preceding the 
meeting a 6:30 p.m. pot luck sup­ 
per will be served and a card game 
will follow the meeting. 
The committee, which served re­ 
freshments after the recent meet­ 
ing, was composed of Mesdames 
Leslie Vogensen, George Vogen- 
sen, Merle 
Waterman and 
Bee 
Madsen. 


Double engagement news was announced by twin daugh­ 
ters at a party at the George Gosser home in Mill Valley 
recently. Lenore Fay Gosser announced her intention to wed 
Marion M. Koehn and Joan Harriett Gosser to wed John E. 
Deignan of Mill Valley. The twins plan a double wedding cere­ 
mony on January 29 in Mill Valley. 
Both girls attended Tamalpais High School and Lenore 
also attended Golden Gate College in San Francisco. She ie 
now employed as an assistant bookkeeper at the Dictaphone 
Corp. in San Francisco. 
Joan after she was graduated from Tamalpais attended 
Santa Rosa Junior College, and she is now in her Junior year a* 
San Jose State College. 
The girls are the sisters of George William Gos#er and the 
granddaughters of Mr. and Mrs. William L. Gosser of Mill 
Valley and Mrs. Stanley Rader of Santa Rosa and formally 
of Mill Valley and the late Mr. Rader. 
Marion, engaged to wed Lenore, is the son of the late 
Mrs. Lydia Koehn and Mr. Koehn, formerly of Geneva, Neb. 
He attended Geneva High School and is now serving with 
the Air Force as a staff sergeant in Japan. He expect# to re­ 
turn to California about December 15. He is the brother of Mr#. 
Lumir Slepicka of Geneva and Hubert Koehn of Geneva and 
Darrell Koehn of Madison, Wis. 
John E. Deignan, who will wed Joan, i# the son of Mr. 
and Mrs. John E. Deignan of Mill Valley. He is a graduate of 
Tamalpais High School and attended Pomona College. He is 
presently a corporal in the U.S. Army stationed at the Presidio. 
He is the brother of Mrs. Frank H. Green Jr. of Denver, Colo. 
John is the grandson of Mrs. Winthrop Baker of East 
Orange, N.J. His great uncle is James H. Deignan of East 
Orange. 
Both men expect to finish their service duty in January. 
Schwartz Bros 


It’s our opinion—every well-dressed man wears a hat—it adds a 
touch of distinction to every outfit it accompanies. Here is your 
opportunity to prove this to yourself—at no cost to you I 


Wa f i n momen 


$10. HAT FREE! 


WITH EVERY SUIT OR TOPCOAT FROM $55 


SECOND SECTION 
Jttbrpntimtl-iimntal, Thursday, Nov. 10, 1955 
15 
Joan Scholz, John C. Cloney 
Recently Wed At St. Anselms 


Wed recently at a nuptial mass 
at St. Anselm’s Church in San 
Anselmo 
were 
Joan 
Christine 
Scholx and John Charles Cloney. 
White 
gladioli 
decorated 
and 
banked the altar for the double 
ring ceremony performed by Rev. 
William Stewart. 
Given in marriage by her father, 
Oscar Henry Schol# Sr., the bride 
wore a gown cf laoe and nylon 
tulle with sweetheart neckline, lace 
bodice with sequin# and a three 
tiered skirt of nylon tulle floor 
length. 


Her elbow length veil of lace t 
and net was held in place by a 
lace cap sewn with seed pearls. 
Carnations and stephanotis sur­ 
rounded the white orchid center 
of the bridal bouquet, a cascade 
arrangement. 
Serving as maid of honor was 
Joanne Balestreri of Daly City, 
who wore a blue crystallette bal- 
lerini length gown with matching 
shade velvet bandeau and a short 
veil. She carried a nosegay bou­ 
quet of yellow. 
Bridesmaids 
were 
Mrs. 
Walt 


Whitt of Woodacre and Marian 
Del Grande of Oakland. They 
wore gowns identical to that of 
the maid of honor in a yellow 
shade with blue nosegays. 
William Cloney, the bridegroom’s 
brother, was best man. Ushering 
were Lloyd Loftus and Leslie La 
Bar. 
For her daughter’s wedding Mrs. 
Scholss chose a gown of peau de 
sole in a pervanche blue shade 
with three-quarter length sleeves. 
She wore pink accessories and a 
corsage of pink cymbidium orchids. 
For her son’s wedding Mrs. Wil­ 
liam J. Cloney wors a mauve bro 
cade two piece dress of cocktail 
length with three quarter sleeves. 
She wore brown accessories with 
a pink hat. Pink cymbidium or­ 
chids also made up her corsage. 
Immediately following the cere­ 
mony a reception was held at 
Star Hall in San Anselmo for 
about 125 guests. Candles and 
flowers set off the three tiered 
wedding cake which was topped 
with the bride and bridegroom 
figurine. 
In charge of the guest book was 
Virginia Fong. 
The couple left by auto for a 
Las Vegas wedding trip for a week. 
For her going away attire Joan 
wore a light grey suit with navy 
accessories and a white orchid cor­ 
sage. 


FRI. & SAT. ONLY 
NOV. 11-12 


Joan is a graduate of Sir Fran­ 
cis Drake High School and she 
attended College of Marin. She is 
employed with the U.S. Army 
Corps of Engineers in San Fran­ 
cisco. She is the sister of Henry 
Scholz of Corte Madera and Rob­ 
ert Scholz of Piketon, Ohio. 
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M R . AND M Ri. JOHN CHARLE* CLONEY 


(Milton M»nn photo) 


John is the son of Mr. and Mrs. 
William J. Cloney of Larkspur. 
He attended Sir Francis Drake 
High School and is presently serv­ 
ing with the U.S. Coast Guard in 
Kodiak, Alaska. He has two broth­ 
ers, William Cloney and Robert 
Cloney. He Is the grandson of Mrs. 
Michael Cloney of Larkap«p. 


Purchase your new fall suit or topcoat 
at the regular price—$55.00 and up and 
select any hat valued at $10.00 at no 
cost to you. 


Choose your suit or topcoat from our 
regular stock of fine worsteds, imported 
tweeds and luxurious flannels. New 
deep-tones of greys, browns and blues. 
New fall styling with a trimmer look, 
narrow lapels, flap pockets in two or 
three button models. 


New topcoats of imported tweeds and 
eamel’s hair with virgin wool. Popular 
styles in raglans and box coats. 


SUITS AND TOPCOATS BY 


Kuppenheimer • Michaels-Stern 


Phoenix 
• 
Louart 


Cloth-Craft 


Alligator 
• 
Sheddar 


You’ll find your correct size at Schwartz 
Bros. 35 to 46. Shorts - Regulars - Longs- 
Stouts. 
Store Hours 
9-6 
Friday ’til 9 


Use your 
CHARGE KEY 


A 
PERFECT FIT GUARANTEED 
FROM 
OUR 
OWN 
TAILORING 
DEPARTMENT. NO CHARGE FOR 
ALTERATIONS. 
909 fourth St* $mm ftafael 


- J 


marm momen 


ISLAN D VAC A T IO N—M r. and Mrs. Arthur J. McDevitt 
are shown enjoying a holiday in picturesque Nassau in 
the Bahama Islands. While there the couple, guests at the 
Emerald Beach 
Hotel, were entertained with special 
parties, sightseeing tours, deep sea fishing trips and even 
calypso dancing lessons. McDevitt is associated with De- 
Long Chevrolet Company of San Rafael. He was awarded 
the trip as a grand pri/e in a national sales program. 


MARY MARGARET 
Me BRI DE SAYS 


Sometimes Neighbors Can Be Problem 
When Misunderstandings Arise Easily 
The Colliers, alter five years in and his gang stop wearing a path 


Business Club 
Takes A Trip 


Fifty members of the Business 
and Professional Women’s Club of 
Marin County had a gay evening 
Tuesday when they traveled by 
chartered bus* to San Francisco. 
They stopped for dinner at Vene- 
to’s and then went on for studio 
viewing of the television show 
“San Francisco Tonight” on KGO- 
TV with Don Sherwood as master 
of ceremonies. 
The evening s program was ar­ 
ranged 
by 
Helen 
Meagor, 
the 
club’s radio and TV chairman; 
Alice 
Shepley, 
motion 
pictures 
chairman; and Florence Donnelly, 
news service chairman. 
On December 13, the club will 
hold its emblem meeting at Ham- 
ie's under the chairmanship qf 
Dorothy Olsen, emblem chairman. 
A dinner will precede the impres­ 
sive ceremony in which symbolic 
gifts are placed under the Christ­ 
mas tree. Serving with Mrs. Olsen 
will be the other past presidents of 
the club. 


the east, have moved to Califor­ 
nia where Bob’s home office is 
located. Some time back, when 
word got about of the Colliers’ 
plans their neighbors took up a 
collection and bought a going- 
away present, a silver salver with 
everybody’s name inscribed on it. 
Then Mr. Collier’s company de­ 
cided to keep him where he was 
for a few months and when pre­ 
sentation time finally came, three 
of the families who had shared the 
cost of the gift were no longer 
speaking to the Colliers. 
Mrs. Bruce got her feelings hurt 
when Anita Collier gave a small 
tea party to which Mrs. Bruce 
wasn’t invited. 
Mrs. Fletcher, shopping one day 
at the village self-service, was cut 
dead—or so she maintained—by 
Anita Collier. Mrs. Fletcher im­ 
mediately stopped speaking to all 
the Colliers, including the three 
children who until then were bos­ 
om friends of her brood. 
Reason for the third family’s ire 
was Bob Collier’s polite request 
that 14-year-old Joe Thompson 


Dolly W a rd ro b e 


across a corner of his lawn. Joe 
claimed it wasn’t his gang at all 
and the affronted Thompson fam­ 
ily accepted his version without 
further investigation. 
The presentation party was held 
as planned but it wasn’t quite the 
gala that had originally been an­ 
ticipated. Before the Colliers left, 
Vi, one of the neighbors who 
hadn’t been feuding, decided to 
satisfy her curiosity by investigat­ 
ing the quarrels. 
“And do you know every bit of 
it was nonsense!” she declared 
afterwards. “I found that all of 
the hurt feelings were due to mis­ 
understandings. Until her first tea 
party stirred up such a rumpus, 
Anita had every intention of en­ 
tertaining the entire neighborhood 
in a series of small gatherings. 
"As for cutting Mrs. Fletcher, 
Anita never even saw her in the 
grocery store because that was the 
day she got the bad news from 
home about her brother’s heart 
attack and she was distractedly 
thinking of that. As for Joe, his 
mother may believe him, but I 
see him short-cutting across that 
lawn every time I look out my 
window. 
“It made me feel sort of sick to 
think that Just a few explanations 
and a halfway friendly attitude 
on both sides would have made 
everything all right again.” 
This sad little true story made 
me wonder if perhaps a friend of 
mine who lives in another small 
community isn’t right when she 
refuses to make intimates of her I half mile east of Highway 101. 
neighbors. She and her husband I 
The Sr°up has planned an even- 
are writers who work at home. ' hig of many surprises, including 
They are busy all week and usually i an innovation to square dancing, 
have friends from the city visit- 
a surprise caller and a surprise 
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Penny 
Blackfield 
Chosen To Run 
For Dream Girl 
Miss Penny Blackfield, Kent- 
field. is one of the 20 University 
of California co-eds from which 
this year’s Delta Sigma Phi dream 
girl will be chosen. 
Daughter of Dr. and Mrs. H. M. 
Blackfield, 212 Woodland road, 
Kent Woodlands, she was selected 
by her sisters in the Delta Zeta 
sorority to represent them in the 
areem girl competition. 
Each year the Cal chapters of 
Delta 
Sigma 
Phi honors their 
dream girl by sponsoring her in 
their fraternity’s national contest. 
The fraternity was founded in 1899 
and has been on the Berkeley 
campus since 1915. 
Miss Blackfield is a graduate of 
Sir Francis Drake High School. 
A freshman at the University, she 
is a social welfare major. 
The first votes for the dream 
girl will be cast November 12 at 
an open house at the fraternity 
following the Oregon State-Cal 
game. The final choice will be 
made during the Carnation Ball, 
December 10, at the Corinthian 
Yacht Club. The Delta Sigs will 
present a jeweled fraternity pin, 
a plaque and flowers to their 
dream girl. 


PARTY FOLLOW S 
CH RIST ENING 
A party at the home of Mr. 
and Mrs. John D, Horrall in 
Belvedere followed the chris­ 
tening of their daughter, two- 
year-old Mary Diane, Sunday 
in San Rafael. The ceremony 
took place at the Presbyterian 
church with the pastor, Dr. 
John Jefferson Canoles, of­ 
ficiating. Doctor Canoles also 
officiated 
at 
the 
Horralls’ 
wedding and at the christen­ 
ing of their other daughter, 
Kathleen, now 5%. 


Attending 
the 
christening 
and dinner afterwards were 
Mrs. 
Horrall’s 
parents, 
the 
Delbert C. Browns of San R a­ 
fael, and Mr. Horrall’s moth­ 
er, Mrs. A. H. Horrall of San 
Mateo, who spent the week­ 
end with her son and daugh­ 
ter-in-law in Belvedere. 
Mary Diane’s godparents are 
Mr. and Mrs. E. N. Johnston 
of San Rafael, who attended 
the 
christening 
with 
their 
children, 
Diane 
and 
Ned. 
Other 
guests 
we r e 
the 
George 
Stempels and their 
sons, Mark and Greg, also of 
San Rafael, and the William 
V. Benders with their daugh­ 
ters, June and Carole of Oak­ 
land. 


MODEST MAIDENS 


«i Of course you’re entitled to your own opinion, 
but why does it olwoys have to be wrong? 


Rental Gallery Show Preview 
Attracts Hundreds Of Patrons 


Tennis Club 
Will Host 
Dinner Dance 


Mill Valley Tennis Club will hold 
a spaghetti dinner and a dance 
Saturday night at the club with 
cocktails beginning at 7 p.m., din­ 
ner at 8 and dancing at 9:30 p.m. 


In charge of the event are Mr. 
and Mrs. Arthur McCready, as­ 
sisted by Mr. and Mrs. William 
Hislop, Mr. and Mrs. John Laurie 
and Don Schroeder. 


Those who have made reserva­ 
tions for the dinner dance are 
Messrs and Mesdames Jack Hunt, 
Robert Cook, Gordon Reynolds, 
Melvin Klyce, Robert Saxton, Rob­ 
ert Clarke, A. H. Caldwell, Jack 
Creighton, Kenneth Ortman, John 
Comfort, Lawrence Douglas, Gor­ 
don Harrington, Howard Moore- 
house. 
William Hurley, Lester Brown, 
Fred Van Dyke, Samuel Johnson, 
Leland Wiese, John Hurley, Aub­ 
rey Harwood, Philip Smith and 
Ken Rail. 
On November 15 the women’s 
group will hold a members only 
luncheon at 12:30 p.m. at the Ten­ 
nis Club. Annual elections will be 
held. Mrs. Robert Scott will be in 
charge. 
Chairman of the day will be 
Mrs. Martin Long, assisted by 
Mesdames Robert Graver, Donald 
Harper, Robert Earle and Henry 
Heilbron. 


“Girl In Red Velvet Swing* 
9 p.m. “Virgin Queen” 7-10:50 


RAT 
IDA 
MttlANO * counts 


h u i GRANGES 


C in m m S c o pC 
Cpiog ». 
__ 
also “THE VIRGIN QUEEN* 


Pioneer Days 
Planned By 
Novato Mixers 


The 
popular 
Novato 
square 
dance group, the Country Mixers, 
will hold a pioneer days dance, 
November 18 at 8 p.m. to be held 
at American Hall, located next to 
1DESI Hall, Sweetser ave., 
one 


mg over the weekend. They feel 
they can’t afford casual interrup­ 
tions 
and 
drop-in-unannounced 
callers. They probably have earned 
a reputation for stand-offishness 
in the village, but at least, in all 
their years there, they’ve never 
had a row with anybody. 
So maybe there are two morals 
to the Colliers’ story. 


Complete outfit designed with 
lots of bouf to please the wee fem­ 
ininity on your gift list. 
No. 3528—Please order by size 
for 14, 16, 18. 20, 22-in. dolls. 
Send 35c in coin (no stamps, 
please) for Pattern, with Name, 
Address, Style Number and Size 
Address PATTERN BUREAU, In- 
dependent-Journal, 1028 B Street, 
San Rafael, Calif. 
For first class mail include an 
extra 5c per pattern. 
The new FALL-WINTER FASH­ 
ION WORLD, just off the press, 
features all the important changes 
in the fashion silhouette. Beauti­ 
fully illustrated IN COLOR, this 
book brings you scores of easy-to- 
sew pattern designs for all ages 
and occasions. Send now for your 
copy. Price Just 25c. 


Remy Burkels Welcome 
First Child, A Daughter 
Mrs. Michael T. Hanlon of San 
Rafael returned Monday night by 
plane from Canada where she vis­ 
ited 
her daughter, Mrs. 
Remy 
Burkel (Marcia Hanlon) and saw 
her infant granddaughter in Tor­ 
onto, Ontario. Mr. Burkel is with 
Canadian Industries, Ltd. there. 
The Burkels’ baby, their first 
child, was born on October 19 at 
Women's College Hospital in Tor­ 
onto. The little one, who weighed 
six pounds, 11% ounces at birth, 
has been named Carin Dana. Pa­ 
ternal grandparents are Mr. and 
Mrs. 
Robert 
Burkel 
of 
Paris, 
France. Mr. and Mrs. Edward H. 
Brunner of San Rafael are ma­ 
ternal great grandparents of the 
baby. 


exhibition square dance. “We hope 
to keep as much as possible secret 
in order 
to assure 
everyone a 
really gay time,” said Mrs. Edwin 
Rose, publicity chairman. 
Mel Bemus will be doing the 
calling, assisted 
by the 
guest 
caller. Refreshments will be serv­ 
ed under 
the chairmanship 
of 
Mrs. Harry Overly and Mrs. Bill 
Hirschfeldt. 
Joseph Crumpler is 
general chairman. 
Everyone will dress in pioneer 
style for the evening of surprises. 
There will be the usual donation 
at the door. 
All interested may obtain fur­ 
ther information from Mrs. Fran­ 
cis Porter of Novato or Mel Bemus 
of Santa Venetia. 


Twin Daughters Named 
Mr. and Mrs. Harold Anderson 
of Novato have named their twin 
daughters, Lisa Kay and Karen 
Lynn. The little ones, who were 
born on November 8 at San Rafael 
General Hospital, have a three 
year old brother, David. Grand­ 
parents of the youngsters are Mrs. 
Alfred Heiden of San Anselmo and 
Mrs. William C. Anderson of No­ 
vato. 


A rental show by the Marin So­ 
ciety of Artists, which opened last 
Saturday night with an invitation­ 
al Preview attended by several 
hundred 
patrons, 
will 
continue 
throughout the month. Member 
hostesses will greet the public at 
the Frances Young Gallery in the 
Marin Art and Garden Center at 
Ross, each afternoon until No­ 
vember 30, from 2 until 4:30 p.m. 


All of the many paintings in 
the show are for sale or rent, and 
also for sale is an unusual variety 
of ceramics, sculpture, jewelry, and 
weaving, created by members of 
the Society. 


The Gallery Saturday night had 
new display frames gracing the 
center of the long room, almost 
200 paintings in a variety of me­ 
dia on the walls, and tables and 
shelves filled with crafts.. Hand- 
wrought jewelry is enclosed in 
glass cases. The Preview was ably 
managed by Mrs. Alvin Schultz 
of Greenbrae, the refreshments 
by Mrs. Arthur W. Ralston of 
Fairfax, and the picture hanging 
by John Lynch of Larkspur, presi­ 
dent of the Society. 


One 
of 
the 
pictures 
which 
caused a good deal of comment 
was “Victorian Folly,” by Alice 
Simmons Randolph. True to its 
title, it was reminiscent of the 
old stone front houses on Pacific 
Street in San Francisco. It has 
already been sold to an out of 
state 
purchaser. 
Several 
other 
paintings are in the process of 
sale, and their have been a good 
many rentals. As fast as the pic­ 
tures are removed from the walls, 
they are replaced by the same ar­ 
tist, thus maintaining a full show 
until the end of the month. An 
active sale in pottery and the 
many crafts is continuing, and 
they likewise are replaced immed­ 
iately by the same craftsmen. 


Among the rentals to date are 
“Mountain Pines,” by Marjo Im- 
lay 
rented 
to 
Donald 
Leaf; 


“Coast Town,” by Edwin Cado- 
gan, to Mrs. William S. Steward; 
“China Camp,” by Manna Seeley, 
to 
Mrs. 
Justus 
Craemer; 
and 
“Drake’s 
Bay No. 2,” by 
Ted 
Christensen, to Dr. John D-^gen- 
hardt. 
Ross 
Valley 
Clinic 
will 
honor its walls for the next three 
j months with three new composi- 
. tions, namely “Abstraction,” by 
Sylvia 
Ludins; 
“Sausalito,” 
by 
Elizabeth Vreeland; and “Circus 
Ring,” by Elsie Pomeroy. 
Many of the scenes in oil or 
watercolor are nostalgic reminders 
of local spots dear to the hearts 
of Marin dwellers. Portraying the 
rolling hills are “Springtime in 
Nicasio” and “Harvest Time in 
Marin,” both by Lenore Mitchell; 
“Ready for Planting,” by Gret- 
chen Reed; “1878 Schoolhouse,” by 
Elsie Pomeroy; “Spring, Frank’s 
Valley,” by Ray Strong; “Corte 
Madera Creek,” by Virginia Mer­ 
rill; “Reflections,” by Kay Works; 
“Skyview 
Ranch,” 
by 
Mildred 
Wetterworth, “Singing Hills,” by 
Seth Wood; “Last Ferry Boat,” by 
Elinor Billings; and “Bolinas” by 
Dessauer. 
The historical old Strawberry 
Mansion 
has 
been 
interpreted 
from three vantage points, twice 
by Barbara Carpenter and once by 
Dania Burmester from the beach. 
Coastal scenery includes “Pa­ 
cific Coast” by Jerome* Klapka; 
“California Coast,” by Hazel Coff­ 
man; “Muir Beach,” by Hubert 
Buel; “Rocks, Flowers, and Surf,” 
by Bertha Clark; “Approaching 
Storm,” 
by 
Ted 
Christensen; 
“Seascope,” by Edwin Cadogan. 
Among the paintings of modern, 
fanciful, or abstract feeling are 


Grater carrots, raisins and may­ 
onnaise make a nutritious sand­ 
wich spread for youngsters. Plump 
the raisins by letting them stand 
in very hot water a few minutes, 
then drain well. 


Beautiful 
WALL 
PAPER 


(Do-lt 
Yourself and 
SAVE) 


Miracle Mile 
COLOR CENTER 
GL 4-3137 
INTERNATIONAL PAINTS 
2066 Fourth St., San Rafael 


“Water,” 
by 
Ray Rice; 
“Iowa 
Band,” by J. Christopher Waltin; 
“Dreamer,” by Jeanne Lucia; “Ac­ 
robats,” by Florence Ludins Katz; 
“Restful Retreat,” by Fay Mor­ 
gan Taylor. 


— GIFTS — 
Largest 
Assortment 
of 
RELIGIOUS 
ARTICLES 
in Marin County 
GASBERG STUDIO 
Est. 1910 
1311 - 4th St. 
Sin Rafael 


W O N D E R F U L 
HOT CHOCOLATE 
IN 30 SECONDS 


N O M I X 
NO MESS 
NO FUSS 


^'Jh e ^-J4ouóe 
o^r\s^Ueclclincf C^aL 


Two Convenient Locations — 1914 Fourth Street, San Rafael 


2 & Ó • • • 


77 Broadway, Fairfax 


j 


N ote To Subscribers: 
Patterns 
. . . . 
35c 
Fashion Book 
. 
. 25c 
(if desired I 


DR. FRANK L. GAUNT 


formerly associated with 


Dr. Dale Robinson of Son Francisco 


A N N O U N C E S 


THE OPENING OF HIS OFFICE AT 


NYE STREET AND FIFTH AVENUE 


SAN RAFAEL, CALIFORNIA 


FOR THE TREATMENT OF 


OVERWEIGHT PROBLEMS 


WEEK-END SPECIALS FRIDAY, SATURDAY, SUNDAY 


4-Layer Whipped Cream Cake 


• 
l 50 


Our Now Famous 
LEMON CRUNCH 
and l 90 


LORD BALTIMORE 
WHIPPED CREAM 4-Layer Chiffon Cake 1.35and1.75 
Chocolate French Cream Filling 


Friday and Saturday Special! 
Almond W reaths................ ea. 69c 


BY APPOINTMENT ONLY 
DUnlap 8-4481 


YOUR BAKING HOSTESS 


Fresh Hourly Bakes-OPEN TUESDAY THROUGH SUNDAY 8 a.m. - 7 p.m. 
Open Friday to 9:30 p.m. Plenty for Parking—Closed Mondays 
1914 FOURTH ST. 
SAN RAFAEL 
GL 4-4265 


On the Miracle Mile ” 


o U o rcl Z d a ir^ a x 


YOUR CATERING HOST 
Parties, Banquets, Weddings 


LADY BALTIMORE BAKED GOODS 


77 Broadway, Fairfax 
GL 3-3751 


“ Plenty of Parking9 


KATHARINE HEPBURN 
K O SSA N O H U a ~ 


Ui 


•fit.urn 


Delightful Companion Hit 
üBEn 
RORY CALHOUN 
WER LA URN 
ETOtiMSS..-- 


* Last Times Thursday t 


rh ih iM lílS T PT SURPRISES!] 


also: JACK HAWKINS 
"LAND OF FURY" 


FORGET YOUR WORRIES! 


GO TO A MOVIE TONIGHT! 


RAFAEL—“To Hell and Back” 
7:00 — 10:35. Also “Golden 
Mask” 8:55 only. Last com­ 
plete show (8:45) 
TAMALPAIS—“The Girl in the 
Red Velvet Swing” 9:04 only. 
Also “Virgin Queen” 7:00— 
10:52. Last complete show 
(9:04) 
SEQUOIA 
— 
“Summertime” 
8:40 only. Also “Ain’t Mis- 
behavin’ ” 7:00 — 10:28. Last 
complete show (8:26) 
LARK— “To Paris With Love” 
7:40 — 9:40. Last complete 
show (9:00) 
MARIN MOTOR MOVIES — 
“It’s Always Fair Weather” 
8:50 
only. 
Also “Land 
of 
Fury" 7:05—10:40. Last com­ 
plete show (8:40) 


I ★ HELD OVER* 
I 
SPECIAL MATINEE 
FRIDAY — 1:30 P.M. 


-V ETBRA N S DAY - 


N 
O 
W 
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Cin e m a s c o p e 
TO HELL 
'"BACK 
«».T EC H N IC O LO R 


I1 
I 


AUDIE MURPHY 
MJtftSHAU 1HÚMP ,’v 
“ “ Companion Feature ““ 
"THE GOLDEN M A SK" 
Van Heflin in Color 


j Tonight.......... 
; 2 Complete shows 7 & 9 p.m. 


Friday and Saturday 


First Show 6:30 P. M. 
"TO PARIS WITH LOVE" 
6:00 8:00—10:00 


ALEC GUINNESS 


.r o R u f i s 's 
i 
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“BLINDM AN'S B L U FF ” by Goya is de­ 
picted by members of the Upper School of 
Dominican for the “Living Pictures event 
the school will present on Sunday. Left to 
right are Donna W illard, Florian 1 urner, 


Candyce 
Martin, 
Susan Smith, 
Joanne 
Geary, Cynthia-Belle Ames, Diane Tyler, 
Sheila 
Mclnerny 
and 
Robin 
Dinkel- 
spiel. The presentation will begin at 2:30 
p. m. in Angelico Hall. 


PO RTRA YIN G T H E “Queen of Sheba” 
by Francesca, Fourteenth century painter, 
are left to right, Paula Wrenden, Sharon 
Roscoe, Judith Freitas, Kathleen Kindt, 
Patricia 
Waters, 
Jerri 
Spencer, 
Judith 


Tobin, ]oan Smiley, Sandra Barg, Linda 
Lichty, Elizabeth Olson and 
Katherine 
Allen. Annual “Living Pictures” will be 
presented Sunday at Angelico Hall, Do­ 
minican Campus, San Rafael. 


St. Patrick's 
Dinner Dance 
Plan Complete 


Plans have been completed un­ 
der the direction of Rev. Joseph 
Kenny, Pastor of St. Patrick’s 
Church, in Larkspur and his as­ 
sisting general chairman, Mr. and 
Mrs. Robert Tonners, for a din­ 
ner dance to be held November 
19, at the Mill Valley Outdoor Art 
Club for the benefit of the school 
fund for St. Patrick’s parish in 
Larkspur. 
Through the creative ability of 
decoration chairman, Mrs. Paul 
Mitch and her committee, the art 
club will be decorated in the col­ 
orful theme of the football sea­ 
son. 
Mrs. Frank Campagna and Mrs. 
Dominic Dalacio have reported a 
well-planned buffet supper. 
Dancing will be enjoyed from 
9 p. m. to 1 a. m. to music of a 
sensational Combo, reports orch­ 


estra chairman, Mrs. William Ball. 
Chairman John Shelly and Mrs. 
John Dillon gave favorable reports 
on response to ticket reservations, 
and 
publicity 
chairmen, 
Mrs. 
Harry Larsen is publicizing the 
event. 


Put a side of spareribs on a 
rack in a shallow pan; add a 
layer of bread-and-apple stuffing; 
top .with r nother side of spare­ 
ribs. Roast in a moderate (350 de- 
oven about an hour and a 
half. Serve with extra fried apple 
rings, if you like. 


FREE 
KITTENS 


GL 4-1189 
GL 3-2389 


AT 
DOMINICAN SUND 
'Living Pictures Will 
Presented By Upper 
Be 
School 


Students of the Upper School 
of the Dominican Convent will 
offer their annual presentation of 
“Living Pictures” on Sunday after­ 
noon at 2:30 o’clock in Angelico 
Hall on the campus. 
The pictures to be presented will 
dramatic 
representations 
of 
famous canvases of many schools, 
from early Renaissance to modern 
times. Against background scenery, 
painted by students of the art de­ 
partment from accurate reproduc­ 
tions, student-actors will depict 
the figures which appear in the 
paintings. 


be 


M ATISSE’S 
“La 
Lecture” 
is 
portrayed 
by 
Margaret 
W right, left, and Priscilla Jardine, b o t h students ot the 
Upper School at Dominican Convent, which is presenting 
the “Living Pictures” event Sunday. 
(Independent-Journal photos) 
'Language Arts Program Given 
At Drake High School PTA Meet 


“Language Arts,” its curriculum 
and activities, proved an instruc­ 
tive and entertaining program at 
the recent meeting of the Sir 
Francis Drake High School Par­ 
ent Teachers Association. Teach­ 
ers and students alike, participat­ 
ed in a liberal coverage of the 
school program of foreign language 
studies, as well as English, drama 
and journalism. 
Mrs. Andrew Klapak presented 
the program. Miles L. McColm, 
acting as moderator, enumerated 
foreign languages taught at Drake, 
and stated that success mastering 
foreign language comes from 
good study habits. He said it is 
important to speak the language 
outside 
of 
class. 
The 
foreign 
language staff 
consists of one 
French teacher, two Latin and 
three Spanish. 
F. A. Juch, French teacher, in 
troduced his student, David Fong, 
who outlined a short play in 
French which was enacted by Bill 
Hobdy and Emilita Anderson. 
Michael Lopez, Spanish teacher, 
outlined the course of study and 
said the oral approach is the best 
way to learn a foreign language 
He explained that the three Span­ 
ish teachers plan the program for 
teaching to effect a coordinate 
method. 
Miss Elizabeth Harper, a Span­ 
ish teacher, who also is a Latin 
instructor, and Robert Kuehnl, in­ 
troduced Pete Edminster who ex­ 


plained the importance of Latin. 
Latin,” he said, “is a supplement 
to English, and as such, is neces­ 
sary for the student who intends 
majoring in science.” 
Mrs. Trannette Jaloff, junior 
English teacher, speaking for the 
English 
Department, 
said 
that 
children must learn to use the 
tools of communication-reading, 
writing, speaking and listening. 
She 
presented Harry 
Belgrade, 
teacher of Senior English; Mrs. 
Grace Nelson, English I and re­ 
medial reading; Mrs. Ida Tracy, 
sophomore English, driver educa 
tion and inter-cultural relations; 
Miss Ann Brown, John McGlynn, 
Mr. Kuehnl, Robert Maher and 
James Pierce, freshman English 
and Mrs. Annie Bethe Watson, 
Oral English 6, primarily a speech 
course. They outlined the course 
of study in their particular grades. 
Mrs. Watson presented a group 
of students in a discussion on the 
aspects of oral English 6, vocabu­ 
lary, voice recording, poise as a 
necessary part of speech delivery 
and public speaking. Students par­ 
ticipating were: Roberta Faltin, 
Judy Evergettis. Charles Young- 
claus, Henry Klopstock, Charles 
Landram, Danya Hart and Mary 
Friede. 
Mr. Keuhnl, on the subject of 
journalism, turned the program 
over to Bard Dupont and Jack 
Clumeck, editors in chief of the 
Jolly Roger, who illustrated the 


processes of putting out a school 
paper, from story outline to com­ 
pleted publication. 
Robert Maher, drama teacher, 
illustrated the progression of dra­ 
ma study from charades to pan- 
tomine, then plays cut down to 
30 or 40 minutes, and finally the 
school play, usually a Pulitzer 
Prize play. He presented his stud­ 
ents in scenes from four plays: 
Patricia Zabel in Maxwel Ander­ 
son’s “Masque of Kings;” Yvonne 
Esler in Paul Carroll’s “Shadow 
and Substance;” Bob Bay in Max­ 
well Anderson’s “Key Largo” and 
Barbara Ferguson in George Ber­ 
nard Shaw’s “Joan of Arc.” 
A nominating committee was 
elected to serve the 1955-56 .«term. 
On it are Mrs. Edgar E. Fischer, 
Mrs. William H. Mackey, Mrs. An­ 
drew Klapak, Mrs. Francis Shafer 
and Harold Allison. 


* The tri-dimensional effect thus 
produced serves a double purpose. 
Firstly, for a brief moment, there 
appear on the stage scenes which 
the greatest of artists considered 
worthy to put on canvas. These are 
glimpses of art from a creative 
point of view. They are insights 
into great artistic minds, and they 
live once more on the Dominican 
stage. 
Secondly, 
these tableaux 
bring forcefully before the eyes the 
depth and feeling which is to be 
found in all great painting. 
This year, anxious to correlate 
as many studies as possible in or­ 
der to better celebrate American 
Education Week, the Dominican 
Upper School has called upon the 
art department for backgrounds 
and properties and also for re­ 
search into the lives of the artists, 
and data concerning the pictures 
themselves. The music department 
will supply entre-acte music and 
choral 
presentations, 
and 
the 
drama department will be active 
in stage work, with lighting, prop­ 
erties, and with the dramatic read­ 
ings which will announce each 
“Living Picture.” 
Student manager for the pro­ 
duction is Lynn Lombardi of San 
Francisco, assisted by Bay Area 
girls 
Martha 
Capers, 
Carolan 
Poett, Kathleen Reilly, Stella Shao, 
Janice Donovan, Pamela Janin, 
Sharon Carter and Gaile Ram- 
poldi. Also assisting are Roxanna 
Brown of Salem, Ore., Judith To­ 
bin of Helena, Mont., and Judith 
Lindauer of Fresno and Ann Des­ 


mond of Sacramento. 
In addition to a choral of 25, 
the 
cast 
includes 
70 
students. 
Among the student artists are 
Anne Moretti, Joan Vieira, Car­ 
mel Pacheteau, Sharon Morphy, 
Jo Ann Tenconi, Annette Garatti, 
Suzanne Coffill, Brooke Painter, 
Irene Murillo and Doris Weinz- 
heimer. 
The speakers are Judith Riede, 
Michael Mary Hanrahan, Cather­ 
ine Silock and Carol Martin. 
Other Marin girls participating 
include 
Diane 
Bregante, 
Susan 
Smith, 
Florian 
Turner, 
Robin 
Dinkelspiel, Joanna Geary, Ellen 
Ford, Carol King, Sheila Grady, 
Gayle Biehl, Anita and Sandra 
Barg, Gabrielle and Molly Keil, 
Vivienne Reinhard, Diane Brown, 
Cressey Wallace, Joan Smiley, Lin­ 
da Lichty, Jerrie Spencer, Eliza­ 
beth 
Olson, 
Margaret 
Malley, 
Katherine Allen, Phyllis Grissim, 
Mary Anne Bowen and Janet Dal­ 
ton. 


Noted Surgeon Visits 
Belvedere Residents 
Recent guest of Dr. and Mrs. 
Robert P. Watkins in Belvedere 
was Dr. Teodoro 
Salgera: Zam- 
brano, 
distinguished 
Ecuadoran 
surgeon and professor of ortho­ 
pedics at the University of Quito. 
Doctor Salgera-Zambrano is one 
of a dozen doctors from various 
parts of the world who are tour­ 
ing the United States as part of 
a State Department program to 
study the medical applications of 
atomic energy. 
While in San Francisco the doc­ 
tors were guests of various mem­ 
bers of the Stanford University 
medical faculty. Doctor Watkins, 
an orthopedic surgeon, is an as­ 
sistant professor at Stanford. 


INTERIOR DESIGNERS 
FURNITURE • ACCESSORIES 


122 TUNSTEAD AVE. 


NEXT TO CITY HALL 


SAN ANSELMO 


GL 3*4656 


ham the SutcÂm 
SW 
T he Biggest Little Meat M arket in M arin 


1 


TROUT 
3 
tor 1.00 


Large Size 


OVEN ROAST 
Lb. 7 9 * 


Boneless Sirloin 


CORNED TONGUES 
- 3 5 * 
Fine for cold cuts 


CORNED REEF 
Lb. 3 7 * 


Brisket cuts 


I. 


Order Your Road's End Ranch 
Turkey NOW 


Mrs. Mundt also announced that 
the Drake PTA will extend invi­ 
tations to parents of eighth grade 
elementary school students to at­ 
tend meetings to observe and un­ 
derstand the high school courses 
and activities. 


NOVEMRER SPECIALS— PAINT & WALLPAPER 
Alkyd Flat Wall 
Qt. 1.35 
13 colors & white 
Gal. 4.20 
Glo-Brite enamel to match 
Alkyd Flat -------------- Qt. 1.74 
Glo-Brite enamel white 
_______ Gal. 5.45, Qt. 1.74 
Rubber base: 130 colors 
and white _________ Gal. 4.50 
Shake & Fence paint Gal. 3.95 
Shingle stain ....— — Gal. 2.70 


5 Ft. Step ladders 
.— 4.00 
2 Ft. Stepstools ----------- 1-50 
7” Roller & tray -------- 1.15 
9” Roller & tray -------- 1.45 
Paint Thinner, in your con­ 
tainer, Gal. -----------------30c 
Wallpaper, (to Do-it your­ 
self ers) _______ - 20% off list 


MIRACLE MILE COLOR CENTER 
2066 Fourth St., San Rafael 
GL 4-3137 
Free Parking 
OPEN FRIDAY TILL 9 


LOWER PRICES NOW DURING OUR 


Pre-Holiday 


OF NEW FALL 


iUilU 


LUXURIOUS 8EAUTY . . . 


LOW SALE PRICES! 


• Kolinsky scarves 
• Woodland dyed China Marmot Capelets 
69 
00 


Russian Dyed 
Suirrel Capelets 


4 Skin Natural 
Ranch Mink Scarves......... 


VIoonglo Dyed 
Muskrat Capelets 
.......— 


Honey Dyed 
Squirrel Stoles ---- 


Harvest Dyed Jap 
Mink Stoles ........... 


Natural RancH 
Mink Capelets 


Silver Blue 
Mink Stoles 


89.00 
149.00 
129.00 
198.00 
275.00 
499.00 
599.00 


Only 37 Shopping Days 


'til Christmas 


Our Christmas stock of furs has 


arrived • . • flawless pelts • • • 


new styles . . . beautifully handled. 


And they're going on sale RIGHT 


NO W . . . when our stocks are 


complete and there's a full season 


ahead. Here's a chance to touch 


your wardrobe with the 
magic 


wand of fur . . . jackets, capes, 


stoles, scarves . . . at tiny prices! 


OPEN 


FRIDAY NIGHTS 


Q g u Ol 


^ \ 
9 
921 Fourth St. 


Son RafooJ 


Shop now while the selection is complete. 


Enjoy "LUXURY ON A BUDGET” with Royce 


easy credit terms of up to one year to pay 


with no down payment. 


Sitòepenòttrt^oumal 
9 11 vi no 
Ai t 
or 
m t i i N 
c o v r i r 
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AU TO SAFETY BELT THIS CO U N T R Y REALLY NEEDS JAMES MARLOW 


New Supreme Court Blow Against 
Segregation Has Wide Application 


TODAY'S EDITORIAL 
West Faces Alternatives 
In Israel-Arab Dispute 


The renewed hostilities in the M iddle East 
may force a really unified Western policy in 
regard to Israel and the Arab states. A Labor 
member of the British House of Commons 
on Nov. 6, calling for “a positive treaty of 
alliance’' with Israel, characterized the Tri­ 
partite Declaration of May 25, 1950 as 
“vague and obsolescent.” 
U.S. Secretary of State Dulles and British 
Foreign Secretary Harold MacMillan on 
Sept. 27 reaffirmed their adherence to the 
1950 declaration, and France on Sept. 29 
backed up the Dulles-Macmillan statement. 
Under the 1950 declaration, Great Britain, 
France, and the United States agreed to regu­ 
late their arms shipments in such a way as 
to maintain a balance between Israel on one 
side and the Arab states on the other. Also 
they agreed that: 
Should they find that any of these 
states were preparing to violate fron­ 
tiers or armistice line, they would . . . 
immediately take action, both within 
and outside the United Nations, to pre­ 
vent such violation. 
T he difficulty in implementing the 1950 
declaration is that Great Britain appears to 
be deeply concerned with maintaining good 
relations with the Arab states, whereas in 
the United States there is much pro-Israel 
political sentiment. France, which might 
ordinarily act as go-between, is rendered al­ 
most voiceless by its own troubles in North 
Africa. 
Inasmuch as no part of Israel is much over 
20 miles from an international boundary or 
demarcation line, Israel is virtually ringed 
bv hostile states. And the boundaries are 
continually subject to dispute. Israel has 332 
miles of frontier on the demarcation line 
with Jordan, 166 miles with Egypt, about 


HAL BOYLE'S COLUMN 


50 miles with Lebanon, 48 miles with Syria. 
Termination of the British mandate in 
Palestine 
on May 14, 
1948 
precipitated 
hostilities between Israel and its Arab neigh­ 
bors, The general armistice agreements of 
1949 left Israel occupying territory almost 
one-third larger than that which was allo­ 
cated to the Jewish state in the I .N. General 
Assembly vote on partition in November 
1947. Israel gained control of about three 
fourths of Palestine. Egypt retained military 
control over the small Gaza strip on the 
southwest coast; Jordan occupied the larger 
east-central district. 
The Arab states, while not formally recog­ 
nizing the existence of Israel, have always 
asked for validation of the U.N. partition 
boundaries. The Israelis want the present 
boundaries, including the full exterft of the 
“demilitarized” zones, used as a basis for 
negotiations. 
Israel has been .offering to engage in 
direct negotiations with the Arab states, 
preferably on an overall basis but separately 
if need be. Premier-designate David Ben- 
Gurion's repetition of that offer on Nov. 2 
was rejected by Egypt. 
The so-called “El Au ja area,” scene of the 
recent fighting, is a 56-square-mile triangle 
which, under the 1949 armistice, is a de­ 
militarized zone. Israel, which has main­ 
tained “police” checkposts there, claims the 
whole area. 
T he recent fighting seems to have been 
brought on by the Czechoslovakian-Egvptian 
arms deal of August. W ith arms from the 
Soviet bloc available to the Arabs, the alter­ 
native for the West appears to be putting 
teeth into the 1950 agreement or reaching 
some accord with Russia on guaranteeing 
peace in the M iddle East. 


W H A T O U R R E A D E R S SAY 


At First Glance, Obedience School 
For Wives Sounds Like Good Idea 


NEW YORK (IP) — Curbstone 
comments by a pavem ent Plato: 
Would obedience schools for 
wives make for happier m arriages 
in America? 
The question has been raised 
by a reader who wisely chooses to 
rem ain anonymous. 


“OBEDIENCE SCHOOLS for 
pets have worked out very well,” 
he wrote, “so why not an obedi­ 
ence school for pet wives? 
“Such schools could teach most 
wives some things 
they 
badly 
need to learn, such as self-dis­ 
cipline and the 
willingness 
to 
carry out a m an’s orders without 
barking back. 


BUCKLEY 


“W hat do you think of this 
idea? W ouldn’t it restore to the 
average husband the prestige he 
once held as head of the family? 
If you hear of such a school, 
please telegraph me a t once. I 
w ant to enroll my own wife as 
the num ber one trainee.” 


FRANKLY, the proposal at 
first glance sounds fine. The or­ 
dinary husband can think at 
once of m any ways in which his 
wife m ight benefit from attend­ 
ance at an obedience school. 
She could, 
for 
example, 
be 
taught to get up off the sofa and 
say “Hello” whenever 
he 
re­ 
turned home from work. She 
could be taught to take off his 
shoes and fetch his slippers. 
She could be taught not to in ­ 
terrupt him when he is telling 
his favorite joke a t a party. She 
could be taught not to show up 
at breakfast with her hair in 
wire curlers, looking like a fugi­ 
tive from the electric chair. It 
m ight even be possible to teach 
her when it was all right to talk 
to her husband, and when she 
should bring him his newspaper 
and let him read it in silence. 


THERE IS EVEN a bare like­ 
lihood th a t she m ight be coerced 
into 
letting 
him 
handle 
the 
spending of his own paycheck, 
although this could well force 
7 out of 10 American families 
into bankruptcy in six months. 
The list of things a well-run 
obedience school could teach a 
dutiful wife to help 
make 
her 


THE CYNIC'S CORNER 
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husband’s lot more cheerful is 
well nigh endless. 
However, the idea of obedience 
for wives, while it sounds highly 
logical, is basically im practical. 
The big flaw in the proposal is 
this: W here would you get the 
teachers? 


YOU COULDN'T USE women 
as teachers. No wife w ith any 
spirit would let another woman 
teach her how she should be­ 
have toward her own husband. 
No, the teachers wrould have to 
be men. B ut consider w hat kind 
of a m an it would take. Women 
know they are sm arter th an the 
average m an, and they would 
merely sit in class and throw 
spitballs at a male instructor of 
only average brains or charm . 


THE TEACHER would have to 
be really extraordinary. To duty- 
break a stubborn, wilful wife he 
would have to have the physical 
appeal of Clark Gable, the m ag­ 
netism of a hypnotist, the wis­ 
dom of Socrates, the oratorical 
skill of Demosthenes, the daring 
of a wild anim al trainer. 
Let us suppose such a teacher 
could be found. W hat then? Well, 
no wife would w ant to return to 
a dull husband 
after 
studying 
under a 
professor 
like 
that. 


THAT SEEMS to rule out the 
possibility of obedience schools 
for wives. 
The question naturally arises 
then: “How about a few obedi­ 
ence schools for husbands — 
wouldn’t they improve m atri­ 
m ony?” 
The answer to this is there 
simply isn’t 
any 
dem and 
for 
them . Every m arriage is an obe­ 
dience 
school 
for 
husbands. 
T h at’s the way it is—and the way 
it’s likely to stay. 


Judges Overlook 
Foreign Costume 


EDITOR, 
Independent-Journal : 
Halloween is over but I still 
w ant to say something about the 
Halloween parade for 
all 
the 
children sponsored by the San 
Rafael 
Recreation 
and 
Park 
commission and Kiwanis Club; 
and I ■will appreciate it if the In ­ 
dependent will publish my re­ 
marks. 
I came from Italy to your won­ 
derful country and I 
am 
en­ 
thusiastic for 
your 
organiza­ 
tions th a t make life happy and 
easy for all. 
Only I wish to find a better 
taste and love for art and cul­ 
ture, as we have in Italy. 
This lack 
of 
good 
taste 
I 
noticed while the Halloween p a­ 
rade was on. I took my child to 
the parade dressed up in a very 


The Independent-Journal wel­ 
come« letters but reserves the 
right ¿o condense or edit out 
salacious material. 


artistic 
costume, 
representing 
exactly the style of a Florentine 
herald of the Middle Ages. At 
first I thought the costume was 
out of place w ith its elaborate 
golden decoration on the vivid 
blue, white and red colors; too 
m uch for Halloween that, mostly 
carries funny outfits, only to let 
the children enjoy and not to 
satisfy the taste of grownup« for 
w hat is really pretty. 
B ut when I read the program 
my child brought 
home 
from 
school I decided to let him wear 
his costume, just to enjoy my­ 
self looking at him and to let 
the California eyes look a t some­ 
thing different and, let me say, 
worthy of adm iration. 
And then came along my sur­ 
prise, my disappointm ent. The 
committee promised prizes for 
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44 There's no doubt about it, we've got to have a candi­ 
date of sound body and mind, but WH O , of sound body 
and mind, would run for suck an office . * . T~ 


State Explains 
Park Facilities 


M arin County complaints about 
the inadequacy of sanitary facili­ 
ties a t Stinson Beach and Tomale» 
Bay state parks brought an ex­ 
planation Tuesday. 
In a letter to the M arin Board of 
Supervisors, 
state 
Division 
of 
Beaches and Parks officials ex­ 
plained th at: 
1. The county operates Stinson 
Beach under contract and should 
be responsible for better m ain­ 
tenance of facilities there. 
2. Facilities a t Shell Beach in 
Tomales Bay park are only tem ­ 
porary, but still are preferable to 
none at all. 
Supervisors asked County Clerk 
George Jones to send copies of the 
letter of explanation to County 
Sanitarian Chester Cohen. County 
Public 
Works 
Director 
M arvin 
Brigham 
and 
BUI 
W oodington. 
Sumo* 1—oh park eustodian. 


State's Water 
Problems No 
Nearer Solution 


SACRAMENTO (U.R) 
— 
The 
state of California appears no 
nearer a solution to its critical 
w ater problem th an it was last 
year, two years ago or even four 
years ago. 


T h at’s about the only conclu­ 
sion one can draw after listening 
to a two-day hearing held by an 
Assembly interim committee in­ 
vestigating w ater problems. 


The same sectional differences 
between N orth and South still 
exist. The same argum ents over 
the feasibUity of 
the 
F eather 
River Project 
still 
are 
being 
made. The fight over who should 
get the San Luis reservoir — th® 
state or federal government or 
both—is as hot as ever. 


The Assembly group, headed by 
William W. H ansen (R -Fresno), 
was pretty well balanced between 
N orthern and Southern Califor­ 
nia legislators. 


FROM THE SHARP exchanges 
between committee members, it 
was plain to see 
th a t 
neither 
side, as yet, is willing to agree 
on a solution th a t will bring 
w ater to such deficient areas as 
the S anta Clara Valley, east 
and west and southern sections 
of th® San Joaquin, S anta B ar­ 
bara and V entura counties and 
the heavily populated Southern 
California plain. 
Southern 
California 
plainly 
feels th a t until the question of 
w ater rights is settled, no m ajor 
water project can be started. 
“U ntil we find the answer to 
th a t question, there won’t be any 
Feather River Project or any 
other m ajor w ater development,” 
said Assemblyman 
Patrick 
D. 
McGee (R-Los Angeles), chair­ 
m an of the Los Angeles County 
Assembly delegation. 


McGEE AND OTHER spokes­ 
men for the South predicted th a t 
no bond issue, necessary to fi­ 
nance the $1,500,000,000 F eath­ 
er River project, will be ap­ 
proved by the voters until South­ 
ern California gets a guarantee 
it will have firm rights to any 
w ater it m ight im port from the 
northern m ountain counties. 
The South’s position is backed 
up by th® fact that almost half 
th® state’s population lie® in Xx* 
Angela* County, a ®ontrollinf in­ 


fluence in any statewide elec­ 
tion. 
N orthern 
counties, 
on 
the 
other hand, are not eager to give 
up rights to w ater they think 
they m ight need in the future 
when industry turns to less pop­ 
ulated regions of the state and 
the population begins to shift 
northw ard. 
Speaking for the north in a 
discussion 
of 
a 
constitutional 
am endm ent 
proposed 
by 
the 
South to settle the question of 
w ater rights, Assemblyman F ran ­ 
cis Lindsay (R-Loomis) had this 
to say: 
“Yes, you (the south) will turn 
down the bond 
issue 
for 
the 
Feather River Project—and we 
(the north) will defeat the con­ 
stitutional am endm ent.” 


the best 
costumes, 
not 
only 
ghost, anim al, witch, but also for 
the m ost original, the prettiest, 
the foreign country costume. 
As my boy’s costume was made 
just for stylLsh opera perform ­ 
ance I thought sure it was the 
most original, or a t least, a very 
fancy and elegant foreign cos­ 
tum e,. 
T he Judges went around my 
boy. Maybe they saw my boy, 
maybe the glittering of the gold­ 
en 
embroidery 
blinded 
their 
eyes. Anyhow, no prize for th at 
costume. 
I don’t w ant to express any 
opinions of m ine about the cos­ 
tum es 
th a t 
were 
picked 
for 
prizes, but really I wish some­ 
body with good taste would have 
been there to judge. 
I wanted to write to the Jour­ 
nal not just to complain, but 
m ainly in the hope of improve­ 
m ent in the future for the good 
nam e of San Rafael, th a t m eans 
to m any 
foreigners 
California 
and the U nited States, the coun­ 
try th a t all the world considers 
the most advanced in all fields. 
I personally don’t w ant to lose 
th a t belief th a t m ade me leave 
my native country just to give 
th e best of everything to my 
child, including good culture and 
artistic sense th a t can develop 
only 
when 
the 
surroundings 
don’t lack them . 


MRS. MARIA HILL 
San Rafael 


(ED. NOTE: W® share Mrs. 
Hill’» 
disappointm ent 
in 
the 
Judge’s apparent failure to rec­ 
ognize an authentic likeness of 
the costume worn by Florentine 
heralds in the Middle Ages. We 
have a suspicion th a t the cos­ 
tum e of our beloved and revered 
American pilgrims of the 17th 
century sim ilarly would escape 
recognition under 
sim ilar 
cir­ 
cumstances in Italy. We hope 
Mrs. Hill will forgive our lapse, 
as we would w ant to forgive a 
sim ilar lapse by Italians.) 


WASHINGTON (£V -1One more 
battle in America’s most sensa­ 
tional social revolution — the ef­ 
fort to wipe out racial segrega­ 
tion—has been fought and won. 
The Supreme Court Monday 
ordered an end to segregation In 
public parks and public play­ 
grounds in M aryland 
and 
on 
public golf courses in Georgia. 
W hile this 
action 
was 
less 
spectacular th an the court’s rul­ 
ing in May 1954—when it said 
segregation in 
public 
schools 
m ust end—it was far-reaching 
nevertheless. 


THE COURT now apparently 
has said—although it didn’t use 
this exact language—th a t segre­ 
gation in the United States must 
end in any place or facility th at 
is paid for by the public, th a t is, 
paid for with tax money. 
The court ruling did not say 
Negroes cannot be excluded from 
a recreational area or any other 
facility — like a beach, or play­ 
ground, or golf course — th at is 
privately owned and operated by 
an individual or limited group 
of individuals. 
I t seems certain th a t in the 
end M onday’s decision 
in 
the 
M aryland and Georgia cases will 
have to apply to all states and 
cities. 


THE CLASSIC example of this 
kind of thing was in the high 
court’s ban on 
segregation 
in 
public schools. 
In th a t case the court ruled 
directly against only a handful 
of states but it soon became clear 
the decision applied to all states, 
although not all states have yet 
complied. 
The 
court 
has 
consistently 
been following this principle in 
cases involving facilities th a t are 
supported by public tax money: 
T h at “separate but equal” a r­ 
rangem ents for Negroes are no 
longer enough and are unconsti­ 
tutional. 
The fight against other forms 
of segregation is going forward. 
Some years 
ago 
the 
Supreme 


Court banned segregation on in­ 
terstate buses — those 
crossing 
state lines. 


NOW NEGROES are fighting 
against 
segregation 
oti 
buses 
which operate entirely within a 
city or state. A test 
case 
was 
made 
against 
segregation 
on 
buses operated by a utility com­ 
pany in Columbia, S.C. 
The U.S. Court of Appeals in 
Richmond, Va., with jurisdiction 
over 
South 
Carolina, 
ordered 
segregation banned on the Co­ 
lum bia buses. In doing so th® 
appellate court was following th® 
lead of the Supreme Court in th® 
school case. 
It said th at even though ac­ 
commodations for Negroes on th® 
buses—where they had to rid® 
separate from the whites—were 
equal to those of the whites, they 
were not enough. 
T h at case is now 
being 
ap­ 
pealed to the 
Supreme 
Court 
which, if it upholds the Appel­ 
late Court in the Columbia case, 
will in effect be wiping out seg­ 
regation on buses in all states 
and cities. 


MEANWHILE 
the 
National 
Assn. for the Advancement of 
Colored 
People — which 
has 
been the spearhead of the fight 
against segregation 
in 
all 
its 
forms—is attacking on still an­ 
other front. 
It has asked 
the 
Interstate 
Commerce Commission to forbid 
segregation of 
interstate 
trav­ 
elers not only aboard trains but 
also in station waiting rooms and 
depot restaurants. 
The NAACP was asked yester­ 
day if now it intends to fight 
against segregation in privately 
owned movie theaters and res­ 
taurants. A spokesman for the 
NAACP was 
rath er vague 
on 
this. He indicated th a t may be 
done later but emphasized th a t 
right now the NAACP is concen­ 
trating m ainly on getting an end 
to public school segregation in 
those states which are fighting 
or stalling on the Supreme Court 
decision. 


GOP OUTLOOK FOR '56 


Prosperity, Balanced 


Budget, Tax Cuts Loom 


AS FOR THE Feather River 
Project itself, 
there 
obviously 
still is a difference of opinion on 
* 
. 
C L 
I J 
the part of engineers as to the 
j U D G f Y I S O r S 
J 
m O U I u 
feasibility of some portions of 
_ 
. , 
Solve Our Problems 
the project. 


All seem to agree that a dam 
on the Feather near Oroville 
is a sound and practical way to 
develop 
needed 
water. 
And 
there appeared to be general 
agreement that a reservoir in 
western Merced County near 
San Luis is a necessary unit to 
supply Feather water to th# 
west side of the San Joaquin 
Valley. 


But the state engineer’s plans 
to get FRP w ater to Southern 
C alifornia have failed to win the 
approval 
of 
such 
outstanding 
engineers as Clayton C. Elder of 
the M etropolitan W ater District. 
Elder said the state plan to lift 
w ater 3,400 feet and 
pum p 
it 
over the Tehachapi m ountains 
was “a lot on nonsense.” 
Elder said it would be better 
to route the w ater via the coast 
or to bore 
a 
22-mile 
tunnel 
through the m ountains a t the 
1,870-foot level to get w ater to 
Southern California. 
Either alternate route, he in­ 
sisted, would reduce the pum p­ 
ing costs and thereby make FRP 
w ater more saleable and the proj­ 
ect more feasible. 
Some light on the soundness 
of the state’s FRP plan m ay be 
shed by the Bechtel Corporation 
when it finishes an independent 
evaluation of the project early 
next year. 
Elder predicts th at the Bech­ 
tel report will favor 
a coastal 
rout® or a long tunnel through 
th® Tehachapi* Instead of a high- 
level Una over th® mountains. 


EDITOR, 
Independent-Journal: 
I have been 
following 
your 
editorials on our county govern­ 
m ent, and agree with you most 
of the time. 
It seems ridiculous to me th a t 
the board of supervisors m eet­ 
ings have deteriorated into a 
squabble between Bill Fusselman 
and Vera Schultz, particularly 
when there are so m any prob­ 
lems th a t should be solved. 
Every tim e an issue comes up 
th a t needs a decision the board 
stick their heads into the sand, 
like an ostrich, and employ some 
outside “experts” to make a sur­ 
vey at the cost of several thous­ 
ands of dollars, and then the 
so-called survey is more or less 
ignored; more expense to the 
taxpayers and still no decisions. 
If the board is not capable of 
making their own decisions, I 
think it would be a good idea to 
try and elecft a board th a t would 
have executive ability enough at 
least to get som ething construc­ 
tive accomplished. 
I am coming to the opinion 
th a t a county manager would be 
an improvement, of course, th® 
answer to that is the character 
and ability of such an official, 
but no m an of the right type and 
experience -would take the job 
unless he was given a free hand 
and knew’ he wrould be clear of 
all the petty political interfer­ 
ence. . . . 
CLIFFORD J. FLACK 
K®atfleld 


By LYLE C. WILSON 


WASHINGTON (U.R) 
— 
The 
cold statistics of booming em ­ 
ployment and the flow of income 
to individuals and corporations 
add up to the biggest political 
asset right now in the Republi­ 
can locker. 
President Eisenhower was the 
party’s m ost valuable possession 
until he was stricken Sept. 24. 
His 
political 
value 
m ust 
be 
m arked dow’n somewhat until 
and unless it is determ ined th a t 
he can lead another presidential 
campaign. 


IF HE DECIDES not to run 
again, the Republican campaign 
will be waged on the issues of 
peace and prosperity plank as of 
today, just 12 critical m onths be­ 
fore 
next 
year’s 
presidential 
election. The boom is on. The re­ 
ports of personal and corpora­ 
tion income and treasury rev­ 
enue sound it loud and long. 
Way back in the early Roose­ 
velt years there was a fam iliar 
saying round election tim e: “You 
can’t shoot S anta Claus.” 
The 
late 
Alfred 
Emmanuel 
Sm ith wisecracked th a t one in 
recognition of the fact FDR was 
pouring federal funds into chan­ 
nels which led shortly to th® 
pockets of grateful citizens. Re­ 
publican 
strategists 
are 
con­ 
vinced th a t w hat relief and other 
federal spending 
did 
for 
Mr. 
Roosevelt, a basic national pros­ 
perity will do for the 
Republi­ 
cans and 
their 
candidate 
in 
November, 1956. 


WHAT THE REPUBLICANS 
have to fear is the possibility 
th a t the boom will ease off be­ 
tween now and election day. T hat 
could be deadly. 
Even though some farm prices 
are down and others—pork for 
example—are seriously depressed, 
the national economy iz setting 


at a rate of $307,500,000,000 an­ 
nually if sustained for a year. 
Only last January, Mr. Eisen­ 
hower estim ated th a t personal 
income in the fiscal year ending 
next June 30 would be $298,500,- 
000,000. The figure steadily ha* 
been revised upward. Personal 
income broke through the 300 
billion dollar level last May and 
hasn’t dropped below th a t fig­ 
ure. 


CORPORATION 
annual 
in­ 
come w’as estim ated first a t $38,- 
500,000,000, then a t $40,600,000,- 
000. B ut third quarter earning* 
were at an annual rate of 43 bil­ 
lion dollars. 


W ith 
these 
money 
figures 
come government 
reports 
th at 
October employment was 65,161,- 
000—up nearly half 
a 
million 
over September and more th an 
three million above October, 1954. 


All of this represents a lot 
of money, a lot of buying and 
a lot 
of 
Jobs—a 
boom-tlm® 
economy. 


The political significance is 
that the treasury 
will 
get 
more revenue this year than it 
had counted on. A tax cut next 
year, a presidential campaign 
year, seems 
almost 
assured. 
And there seems a fair pros­ 
pect that the budget shortly 
will be balanced — a feat Mr. 
Eisenhower promised when he 
ran in 1952. 


Prosperity, a tax cut and a 
balanced budget would add up to 
powerful campaign issues for th® 
Republicans in 1956. 


Efficiency Plus 
SPRINGFIELD, Ore. (IP) — E. 
Robert Turner, new city m anager, 
found out quickly about the effi­ 
ciency of the police departm ent. 
His first day on the job he got a 
new records. Personal income in warning 
from 
Policeman 
Fred 
September 
was 
reported 
the Jenkins for running through a stop 
highest in the nation’s history— sign. 


T R Y A N D S T O P M E 


BENNET CERF 


Governor “Soapy” Williams of 
M ichigan tells of an evening in 
Lansing when a gent very much 
under the influence eluded the 


guards and begged, “Hey, Guv, 
w hat tim e ya got?” 
“I t’s exactly 9:30 p.m.,” th® 
“Guv” told him. 
“I m ust be going nuts,” wailed 
the imbiber. “All day long I 
keep getting different answers!” 


A city man bought a country 
estate and also an ornate w eath­ 
er vane to put on top of the 
barn. It was much too elaborate 
for the flimsy structure, however, 
and the man’s wife brought it 
back for exchange. 
“I ’m afraid,” she explained to 
the m an who had fashioned it, 
“you’ll have to give us something 
in a lighter vane.” 


Have you heard about the man 
from outer sp«o® who ohanged 
•auoera in mid-stream? 


Hub Seeks Man 
For Part-Time 
Combined Job 


IT S VETERANS DAY 
Schools, Public Offices 


To Close Tomorrow 


Over Councilman Carmel Booth’s 
dissenting vote, San Anselmo coun- 
cilmen Tuesday night decided to 
advertize for a part-time civil en­ 
gineer to handle the street de­ 
partment and the city’s building, 
plumbing and electrical inspec­ 
tions. 
“First thing should be the hir­ 
ing of a planning technician,” 
spoke up Mrs. Booth. Referring to 
Councilman 
Max 
Martin’s 
ex­ 
ploratory request for a combina­ 
tion man, she quipped, “You’re 
putting out a call for a jack of 
all trades and master of none.” 
Mayor Arthur W. Smith assured 
that 
Martin’s 
suggestion 
was 
“purely exploratory” but it would 
give the city an idea of who’s 
available and what salary he’d 
demand. “I doubt if you’ll find a 
man” said Smith. 
To Mrs. Booth’s citing the city’s 
need for some immediate tech­ 
nical 
planning 
advice, 
Martin 
said, “It looks to me like you 
need two men.” 
Then Mrs. T. J. Donnelly of the 
planning commission was asked 
to explore the possibilities of find­ 
ing a planning technician for the 
city. 
The 
lengthy 
discussion 
with 
minor flare-ups stemmed from a 
request of Ray Stanton, Marin 
County Master Plumbers Assn., 
Inc., manager, urging the city to 
consider 
revising 
its 
plumbing 
code. Then Mrs. Booth recommend­ 
ed a change should be made in the 
city’s 
plumbing 
inspector, who 
wasn’t available wThen needed. 
After thrashing out the prob­ 
lem and side issues, councilmen 
agreed to advertise for the part- 
time engineer-inspector-street man 
look for a planning technician and 
consider revising the plumbing, 
electrical and building codes after 
Jan. 1. 


Stores in the county will stay 
open on Veterans Day tomorrow, 
but schools, public offices and most 
banks except two in Novato will 
be closed. 
All Post Offices in Marin county 
will be closed. 
Police and fire departments, al­ 
ways on duty, look forward to a 
quiet observance because no pub­ 
lic ceremonies or parades are 
scheduled. For the first time In 
many years, there will be no cere­ 
mony in Mill Valley. 
Mill Valley’s American Legion 
post conducted an Armistice Day 
observance 
each 
year 
through 
1953, and last year joined with 
other veterans’ organizations and 
patriotic groups to conduct 
a 
County-wide 
ceremony in Mill 
Valley. 
Mill Valley Legion officials said 
they had been assured by the 
other groups that this year’s ob­ 
servance would be held in San 
Rafael, and that only last week 
they were notified that such a 
ceremony was not being planned. 
With local efforts at that time 
directed toward staging the Le­ 
gion area convention, held last 
weekend in Mill Valley, post of­ 
ficials felt there was not sufficient 
time to make adequate plans for 
a Veteran’s Day program. 


In San Rafael, stores will stay 
open as usual, tomorrow, but banks, 
the city hall and the county court­ 
house will be closed. 
Novato Chamber of Commerce 
reports that Novato’s two banks 
and most stores will be open. Nov 
ato schools and North Marin Wa­ 
ter District office wrill be closed. 
So will barber shops. All offices 
except 
essential 
operations 
at 
Hamilton Air Force Base will be 
closed. 
Public offices and schools in 
Ross Valley and Southern Marin 
will take a holiday. 
Gov. Goodwin J. Knight has pro­ 
claimed tomorrow “Veterans Day” 
in California, urging “fellow Cal­ 
ifornians to recall with gratitude 
the sacrifices of all those who 
fought and worked with valor on 
the seas, in the air and in distant 
lands to preserve our precious her­ 
itage.” 
“In tribute to those who served 
—whether they lost their lives, re­ 
turned to more peaceful civilian 
pursuits or remained in our coun­ 
try’s defense forces—Congress last 
year enacted legislation providing 
that the anniversary of the Arm­ 
istice be set aside as a day upon 
which to extend appreciative re­ 
cognition to the veterans who 
served with honor In all the wars 


Cubs Of Pack 68 
Await Swim 
Cubs from newly organized Pack 
68 in Corte Madera took a trip to 
San Francisco’s Presidio Saturday 
and will have a “Dad-Son” swim 
night Nov. 18. 
During the group’s second meet­ 
ing last week, the following bob­ 
cats were welcomed into the pack: 
Bill Ayers, Jay K. Davis, Bobby 
Nelson, David Swanson, Gary Car­ 
roll, 
Keith 
Taylor 
and 
Harry 
Thomas, a transfer from San Ra­ 
fael. 
Cubbers receiving awards were 
Jeff Garrison, lion, and John 
Vance, bear. 
Cubmaster Allen Chambers pre­ 
sented the following with awards 
during the September meeting: 
Bobcat, Dennis Bigus, 
Bobby 
Evola, Robert Green, William Nel­ 
son, Rick Merwin, Stephen Mon­ 
roe and Andrew Morse; lion, Ken­ 
neth Valk; arrows, Jeff Garrison, 
Rich Simon, Tommy White, Larry 
Chabers and T. L. Gabrielson. 
James Halm and John Vance 
transferred into the new pack, 
sponsored by Holy Innocents’ Epis­ 
copal Church. 
Pack committeemen include Mor­ 
ton 
Simon, 
chairman; 
Charles 
Valk, finance; John Vance, secre­ 
tary, and George White, activities. 


Couple Asks $250,000 


For Fall Down Stairs 
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The average American usee 143 
Kentucky has 3,569 mi lea of 
match books a year. 
| railroad. 


A Mill Valley couple is suing the 
owners of their apartment for 
$250,000, charging that the wife, 
carrying her infant son, fell down 
defective stairs last Sept. 14. 
Donald Drinka and his wife, 
Kay, of 67 Molino avenue, charge 
Claude G. Lowenthal and his wife, 
Daisy, of San Francisco, for care- 


which, over the years, have ex­ 
acted the price for the continuance 
of 
our 
American 
institutions,” 
Knight said. 
He asked that all California 
“take that occasion to rededicate 
themselves to the task of seeking 
an enduring peace in order that 
these services will not have been 
rendered.!n vain.” 


S. F. Newspaper 
Late On Story 


“NEW 
MARIN 
SHOPPING 
DISTRICT,” said the headline in 
a mighty San Francisco newspaper 
yesterday morning. 


“Plans for a proposed 63-acre 
shopping center and business dis­ 
trict to be built in North Marin, 
one mile south of Novato, were 
announced yesterday,” the article 
began. 
Independent - Journal 
readers 
could chuckle. The I-J carried the 
full details on the same shopping 
center plan last Aug. 16—nearly 
three months ago. 


lessness and negligence in not 
maintaining the steps in safe con­ 
dition. The Drinkas are represent­ 
ed by Attorney Robert Smalhnan. 
Drinka, an airman at Hamilton 
Air Force Base, and his wife 
charge that Mrs. Drinka was car­ 
rying her 6-week-old son down 
the stairway leading from a porch 
at the rear of their apartment to 
the ground floor when she tripped 
and fell. 
The plaintiffs assert that Steven 
Drinka suffered contusions 
and 
concussion of the head and body, 
fractured skull and brain and 
nerve injuries. They ask $200,000 
damages. 
Mrs. Drinka seeks $20,000 dam­ 
ages, asserting that she suffered 
injuries to her legs and back and 
severe mental and nervous shock. 
Her husband says he was de­ 
prived of the services, assistance 
and society and companionship of 
his wife and son. He asks $30,000. 
The suit was filed yesterday in 
Marin Superior Court. 


Portraits, application & pass­ 
port pictures. Photos copied. 
GASBERG STUDIO 
1311 Fourth St. 
San Rafael 
Est. 
1910 


for your 


► Get cash in single trip by phoning JjtmAnaf first. Then, upon ap* 
proval, come in to pick up cash you want. At Bs*t/innt your loan if 
custom-tailored to your own needs and income. You also pick your 
own payment date. 
Pick Your Own Payments 


15 M o . PUn 
24 M o . PUn 
»100 
»300 
»600 


$ 8.10 
23.85 
47.11 


$ 5.61 
16.36 
32.14 


Above 
payment« 
cover 
everything 1 
Loans of other omounts, or for other 
periods ore comparable. 
(Calif.) 


BILL CONSOLIDATION LOAN 
SERVICE 
Use our Bill Consolidation Loan Sent* 
ice to reduce monthly payments of 
consolidate bills. Remember, phone 
first to arrange for your loan in one 
visit . . • write or come in today! 


of San Rafael 
1015 B STREET, Ground Floor, SAN RAFAEL 
Phone: GLenwood 4-9430 • Ask for the YES MANager 
O P E N E V E N IN G S BY A PP O IN T M EN T — P H O N E FOR E V E N IN G H O U RS 
Loam mad« to residents of all surrounding towns 


Hub Budoet 
Report Given 
Out To Public 


San Anselmo Councilmen adopt­ 
ed the city’s $306,082 budget Tues 
day night and handed out detail­ 
ed financial reports to the audi 
ence. 
Now the public can tell at a 
glance “where the city stands 
financially, how much money is 
in the bank, how much it costs 
to run each department and com­ 
pare this year’s expenditure with 
last year’s,” explained Council­ 
man Max Martin. 
In presenting the comprehensive 
six-paged budget and comptroller’s 
statement of receipts and expend­ 
itures. Martin said, “I thought it 
a good idea if everyone knew 
where we stood financially.” 
He pointed out the main bud­ 
get 
increase 
in 
expenditures— 
about $54,000—stemmed from a 
recently granted pay raise for all 
city employees. 
Councilman Carmel Booth com­ 
plimented Martin and Comptroller 
Mrs. Ann Grant for their work in 
preparing the reports, especially 
since “there’s been much ado about 
finances.” 
Included is the budget for each 
department— police, fire admin 
istration, streets and park and 
recreation—and a detailed account 
of the city’s receipts and expend­ 
itures from July 1 through Octo­ 
ber 21. 
Copies of the reports, which 
Mayor Arthur W. Smith said he 
understood would be a monthly 
occurance, are available to the 
public at the city hall. 


Turkey Whist 
Party Slated 


Novato’s annual turkey whist 
party to raise funds for a North 
Marin children’s Christmas party 
will begin at 8:30 p. m. Saturday 
in the IDESI (Portuguese Hall) in 
Novato. 
Tony Nunes, president of the 
IDESI, announced the whist com­ 
mittee is stocking up on a record 
number of turkeys and prizes for 
the large crowd expected to at­ 
tend. 
Co-chairman 
with 
Nunes 
is 
John Cardozo who will be assist­ 
ed by Jose C. Valim, Joseph M. 
Brum, 
Germano 
Medeiros 
and 
David Maciel, the society’s secre­ 
tary. 
Marin Assessor George W. Hall 
will direct the games. 


NEW REST HONE 
NOW OPEN 
The charming and attractive 
old Walsh residence is now open 
as a rest home for fifteen am­ 
bulatory patients. It has been 
modernized by installing all fire 
protective requirements, includ­ 
ing a complete a u t o m a t i c 
sprinkler system. The beds, mat­ 
tresses and linen are new; the 
food excellent; the help effici­ 
ent and experienced. Level sur­ 
roundings, 
large 
sun 
porch. 
Close in. Hobbies will be en­ 
couraged. 
Tht Marin Manor 
10 Pacheco, San Rafael 
GLenwood 4-5671 
Doreen Nelson, operator 


THE E X C L U S I V E 
V 
I n C 
C A L L U 3 1 Y C 
'ftistmjUwil 


CH ILDREN 'S SH OE 


A ; A 
w 


w h’ 


let Casa MARIN g iv e y o u r h o m e 


A H O LID A Y LIFT W ITH N EW DRAPERIES 


Casa MARIN 
WILL MAKE AND INSTALL YOUR 


DRAPERIES BEFORE THE HOLIDAYS 


Exclusive Choice of 


Fine Quality Fabrics 


PRICED FROM . . . . $150 a yard to $1995 
a yard 


• CASEMENTS 
• FIBRE GLASS 
• HAND BLOCKS C 


• CHINTZ — and Many Other Materials 


White or 
h ite /brown. 
Sturdy Sole* 
8% to 3. *%99 


Favorite in sturdy 
leather, rich brown. 
8V4 to 3 
0 9 9 


Brown* red or black 
leather, flexible sole. 
12V4 to 3 


• Black patent, white elk. 
12% to 3 
3 
" 


Want the best possible chil­ 


dren's shoes... at the lowest 


possible price? Choose a 


Blue - bird! Guaranteed for 


quality and fit. . . Bkie-birds 


are light but sturdy and 


take care of youngsters' 


feet. They're exceptional 


values. 
Bhe-bird Shoes can be 


bought at all GallenKamp 


Shoe Stores. 


See our Blue-bird Shoes 


for children in Disney­ 


land. 


Every Pair 


Guaranteed 


No School 


Friday 


OPEN FRIDAY 


•TILL 9:00 P.M. 
Diouufi or 
leoéwr. 
m to 3 
*% 99 
3 
QallenfÇxmp'S 
Fourth & B Streets 


San Rafael 


GL 3-9763 


If you are a discriminating person and want perfection, you wilt appreciate the 


quality workmanship on draperies produced by Casa Marin. In our custom shop 


the following features are incorporated: 4 inches of fabric doubled is used in all 


our headings and hems. All seams are blind sttiched so that no threads are 


punched through the fabric. All selvage edges are cut from materials and ail 


drapes are hung so that all sags are eliminated before the bottom hem is stitched 


into the proper even position. Pinch pleats are spaced 4 inches apart or closer 


depending on the fabric. 


All draperies are custom tailored to your windows. 


# Phone GL 4-0502 for Interior Decorator Service 


No Obligation of Course. 


Second Near G St. 


San Rafael 


# GL 4-0502 


e Plenty of Free Parking 


Marin9a Finest Quality Home Furnishings 


Oper* W vTÄ 
.__;----- 
-_Ut*OtS 
0 È S k . 


S q a p v N 
L 
S 


WASrtvïîTrt SüOS - OW 
qmcK 
4?A»HT W^O€ ANO oot j p cyi^ 


Ctofc on p»c-p^c 
HlFcvng 


COV^tt? 
**©( Rt©©©H 
Here is a little box that will 
help you keep your desk neat, and 
you may even want to make sev­ 
eral for the drawers, too. You will 
need a sardine can, for it is flat 
and the right height. Wash it 
carefully and dry it after remov­ 
ing the lid with the type of can 
opener that leaves no rough edges. 
Mother will have several ideas on 
how to use the sardines. Give the 
can one or two coats of quick dry­ 
ing enamel, painting both the in­ 
side and outside, for Doth will 
show. After the enamel is dry you 
can decorate your desk box. Glue 
ric-rac around the outside, hav­ 
ing it in a bright contrasting color, 
use scrap fringe, or even small- 
sized rope. Ribbon can be used, 
too, Just put it on with cement. 
How about these for gifts? They 
will hold pins, clips, rubber bands, 


HAMLET, GO INTO 
M&.QUIMBVÇ OFFICE 
ANO BfcING ME BACK 
ANYTHING HE M A S 
IN H IS O Ü T-BO X 


I SAY THAT WE DOWT 
WANT A PILO T WHO 
HAS RECENTLY 
CRASH ED AND 
k i l l e d a 
P E R SO N 1 


I DON'T THINK. Y 
JA C K IS To BLAME. 
HE'S ToPS A S A 
PILOT WITH 
MANY YEARS 


O EN TLEM EN — 
W E 'R E \ 
NCT ö E T T /N ö A N Y ­ 
WHERE A R G U IN G -LET ÌS 
VOTE T o SEE WHETHER. 
WE HIRE S M IL IN ' 
J A C K O R NOT! 


S y 
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THE SECR ET A R Y 
WILL E X A M IN E THE 
B A L L O T S A N D 
A N N O U N C E THE 
R E S U L T I 


I ' l l 
HI 


//-/© 


a. TK. «M* 
Tnlnm. iywlimt 


‘No fair! Daddy got the jet plane!’ 


<*)iJU AWARE 
OP* EVENTS 
IN 
ANOTHER 
PART OF 
THE ROYAL 
CASTLE, 
PRINCESS 
POMONA 
AND KING 
CORNY 
ARE 
HAVING 
A FAMILY 
HASSLE... 


11-10 


YOU SHOULDN'T 
HAVE O R D ER E D 
OAKY TO M ARRY/__ 


ME/ 
WELL, IF THAT 
'T JU5 T LIKE 
A WOMAVJ/ , 


V 


A MILLION DOLLARS, FH? Y yE A M ! HE HAP HOPES 
WflLJHAT CERTAINLY ENPEP) OF GETTING EITHER 
PHIL'S DREAM OF BECOMING <MWTM0RE ORGIGGLEMEIMER 
LÖUIE5 PARTNER-ANP QUICK?) TO MATCH THE OFFER-BUT 
THEY'RE BOTH OOTOF TOWN? 


7 «E MUST BE J WELL, HE WAS PRETENDING 
TERRIBLY S TO BE A GOOD SPORT 
> 
DISAPPOINTEPi) ABOUT IT—BUT I KNOW 
' 
HOW'S HE 
< HOWHESTEELIN' 
TAKING IT? 
inside! 


V 
O '//- 
//-to 
i < 
/ 


3uT,5ts, if Patched p ip n t 
T H IN K HI5 003 M^AS 
PAN6EROUS, WHY 
REAP 
SHOÜLP 
1 MS N O T E / 
YO U ? 
j B t t T nS r , _ 
1 Æ 
E T l / r 


>0 


"• -A M ? THI5 - IS A 
s im p l e a e r ia l su r v e y 
TO MAP TERRAIN A N 7 
TOPOGRAPHY FO R A 
GEOLOGICAL 
G O U VY.' 


"5 0 PLEASE PONT LIE AWAKE 
NIGHTS WORRYING. IF I HAP 
const PEREC? THE U O S 
HAZARDOUS, L WOULDN'T HAVE 
TAKEN IT»'* 


NOW 1 MY UFE INSURANCE 
REAP 
VUCY, PAlP IN FULL/ 
THE 
IS IN THE LEFT- 
POST- \ HANP CTRAWER OF 
SCRIPTi 


URANIUM/ \ 
TH IS I s THESPOT/ 
LOOK. AT TH A T 
N E E D L E 60. J E F F / 


lA/Cfce RICH! 


f t \ l U O N A I R E S / 


TIMMY 
OH, I M A D M Y 
WEDHtSCW/ 
cxate WITH 
ELWOOO, AS 
USUAL. 


WELL, WE CAME- OVEC? 
ABOUT -SEVBW. 
SLAMMED TWE DOOC? 
-sa id / ' wi/ a n d 
FLOPPED 1*1 
FATTM EIR'<£ 
C W A l« - - 


iPEAD TWE COMICS, WENT TO 
THE C?EFC?lGEC?A-RDt5,TOOV< 
SOME MILIK AND COOLOES 
LOCWED AT T V , FELL. 
A S L E E P , G P U W T & D ' 
A T TEW A W D W E N T 
H O M E . 


MOTHEC « A Y S WE 
SHOULD MALTE A 
P E C F E C T h u s b a n d ! 


i i »i p 


K*ff V 8. P*t Off.j 
Copr IDS# by 
Th* Chic*»» Tritai*. 


“No, Hanky—th* toothbrush is for tho YELLOW—and tha 
HAIRBRUSH is for red.* 


YOU WOULDNT have i d 
FAY FOR IT A LL AT ONCE ! 
IT WOULD BE EASY ENOUGH 
TO BUY A CAR ON TIM E..... 
THE TROUBLE WOULD COME 
WHEN I TRIED TO FAY ON TIME / 


tÌ c X -^7 ~ &WMP30SG PAI° TWWUGH 
E - £ SE 1 0 G E T ™OSE EAUPIMGS THAT 
DIO SO MUCH POI? ANSIMA- 


I KMOW THEY’RE EXPENSIVE 
«WAMPV, BUT THEY'RE JUST 
MADE TO ORDER FOR MY * 
TYPE."XU USE THEM 
THE r e s t op my 
LIFE.'THEY’RE 
OUT OF THIS 
WORLD r 


YEAH/60S THE PRICE 
TA& f BUT IF YOU’VE 
GOTTA HAVE’EM ,r 
GUESS I CAN SCRAPE 
y/tö* UP THE dough: 


? ^ r ~ i r 
JCwslS 
f 


u i £ n ^ E k SME 0 0 7 HERSELF a yew 
HAIRDO ~ AMD JU ST HOW MUCH ARE 
•HE EARRlNCrS DOING FOR HER NOW? 


Y— YOUR 
HAIR r 
what 
HAPPENED? 


CH-* ANTOINE DECIDED THAT I 
SHOULD W EAR MY HAiR 
Do w n / h e & a Vs m y f a c e 
LOOKS SETTER FRAM ED 
BY MY HAIR 
AND I 
//A 
WTTH HIM/ 
v//' 


J L 
& 
\ 


0015 A FAIRY V 
RIAllY SPINO AGiFT 
F0Ä EACH TOOTH MDU 
PUT UNDER A 
W0ÜR PILLOW» 


'THEN HERE IS A CONSIGNMENT 
SE N T BY YOUR CLIENT— >OU 
KNOW WHAT IT IS POR— * 


REGRETS THAT HE CAN­ 
NOT ACCOMPANY YOU. BUT 
THAT SHOULP NOT INTER­ 
FERE WITH THE SUCCESS 
OF YOUR HUNT.* 


SYb 


I GTILL DON'T 3BUEYB 
m TF& U 6AY 'G ß S '* 
MAV35 OUT OF ViXTZZ"' 
m UHPgfißZ/feATHOA, 
HA.r 


WHY DONT 
YODROOMm* 
A Fl^H 
eBMGTBQ 
AN'TAKg 


H-'O 


“JKsaJu Tîj 


s ü iz l s y j o y e p t , 
fi/V M3, 51? rr., 
allew ow v, pa 


YOU BETTER COME 
up AFoee us hafta sive 
V O U A Ç n g -O P P IC IA L 
f?ESUSOUEHANNA. 


l/STENEP Z> -*SB 6 " 6 B S 
X 
öl?S"Wei.UHß|.U0,6(?S.H0W'S 
> 
_ 
M i?*. 6 0 6 AN'All 
- Z i— 
L L K 
q 


\ Dead' Marin Logging Industry Shows Signs Of Revival 


M arin’s historic logging Industry 
—thought to have died when the 
last redwood lumber mill closed 
down several years ago after clear­ 
ing the canyon now covered by 
waters of Kent Lake—shows signs 
of revival. 


County 
Fire 
Chief 
Charles 
Reilly informed the Marin Board 


of Supervisors Tuesday th at re­ 
cent inquiries relating to fire reg­ 
ulations 
on 
logging 
operations 
have reached a total of 10. 


Reilley made the revelation in 
the course of reporting his recom­ 
mendations concerning application 
by Church of the Golden Rule for 
a permit to continue its non-com­ 


mercial logging operations in West 
Marin for one more year. 


The 
fire 
chief 
recommended 
against continuance of the mill in 
its present site. The fire hazard is 
too great, he indicated. 


He would not object to operation 
of the mill at a nearby location on 
the 
adjoining 
Stewart 
ranch, 


where a supply of water would be 
available in case of fire, he told 
the supervisors. 


On his recommendation, they re­ 
jected 
the 
application 
of 
the 
Church of the Golden Rule, with 
the understanding th at continued 
operation of the mill would be ap­ 
proved at the altrenate site. 


Billy Dobbs, of the county plan­ 
ning staff, noted that much time 
could have been saved by having 
the fire chief give his opinion to 
the planning commission as soon 
as the application was first receiv­ 
ed there. 
He disclosed that he anticipates 
applications for two more sawmills 
in the near future and asked if the 


supervisors cared to instruct the 
planners to refer the applications 
to Reilley immediately after they 
are filed. 
Although Supervisor William D. 
Fusselman objected on technical 
grounds, the board indicated that 
Dobbs’ suggestion was reasonable. 
A spectator at the supervisors’ 
meeting, George A. Thierbach of 


Corte Madera, addressed the board 
to inquire what if any requirements 
the county had for reforestation of 
logged-off areas. 
He was informed that neither 
state nor county has such a re­ 
quirement. 
He deplored the possibility that 
“our beautiful Marin hills’’ might 
be denuded and strongly urged 


enactment 
of 
reforestation 
re­ 
quirements. 
It was at this point that Reilley 
revealed other inquiries and pre­ 
dicted “We’ll have 10 logging op­ 
erations here by next spring.” 
Deputy Dist. Atty. Leland Jordan 
indicated he would look into the 
advisability of enacting a refores­ 
tation ordinance. 


B rilliant Child Alm ost 'Lost 


In S huffle/ Says Consultant 
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DAIRY M ARKET 


The gifted or exceptionally bril­ 
liant child gets very little atten­ 
tion from child guidance advisers 
in the county school administra­ 
tion. a school psychologist admit­ 
ted Tuesday night. 
Fact of the m atter is, said Wil­ 
liam Berzman, himself a member 
of the county staff, th at the coun­ 
ty’s special consultants are “so 
swamp«! with referrals, the gifted 
child is almost lost in the shuffle.” 
Berzman and three other spe­ 
cial consultants hired by the No­ 
vato Unified School District on 
a visiting, part-tim e basis were ex­ 
plaining their 
Jobs 
to 
Novato 
trustees. 
The county child guidance peo­ 
ple, he said, 
consider 
students 
who have special problems in be­ 
havior. 
And in these “days of anxiety,” 
fraught with the worries of the 
atom age and the cold war, he 
continued, “some people are in­ 
adequate to cope with the prob­ 
lem of child rearing.” This state­ 
m ent was made in answer to the 
question: “Is there 
a trend 
to 
leave the rearing of children to 
the schools?” posed by Chairman 
A. R. Miller. 
“It is the hope of the schools 
to create better youngsters to bet- 


Panel To Air 
Marin Report 
Card System 


V-S-P-U-I. Those letters con­ 
fuse many newcomers to Marin 
County scene. They’re the grades 
on elementary school report cards 
and they’ll be explained by a panel 
of educators next Tuesday night 
at the Olive School, Novato, Par- 
ent-Teachers Assn. meeting. 
In response to scores of questions 
and complaints concerning the 
local grading system, the Olive 
School PTA has scheduled a dis­ 
cussion panel on the subject, to 
be held in the school auditorium at 
8 p. m. 
Guest moderator will be Phillip 
W. Schneider, superintendent of 
San Jose School District. Members 
of the panel will be William J. J. 
Smith, Novato district school su­ 
perintendent, 
and 
three 
Olive 
School teachers—Mrs. Katherine 
Steele, Mrs. Dorothy Olsen and 
Mrs. Inez Walters. 
Questions will be invited from 
persons in the audience, according 
to Mrs. Russell Phillips, president 
of the organization. 
(Marin County report card grades 
are translated as follows: V—very 
satisfactory in relation grade re­ 
quirements. S — satisfactory in 
terms of the child’s ability. P— 
showing progress but improvement 
is needed. U — unsatisfactory in 
terms of the child’s ability. I—in­ 
complete, unfinished work.) 


17-Acre Land Sale 
In Ross Reported 
Sale of a 17-acre site adjacent 
to the Marin Art and Garden 
Center in Ross was disclosed yes­ 
terday. 
Press dispatches said an execu­ 
tive of Previews, Inc., announced 
the sale at a real estate conven­ 
tion in Boston. Sale price was 
given as $220,000. 
But local real estate men who 
participated in the transaction 
here said subsequently Previews, 
Inc., denied making any announce­ 
ment. 
Buyer of the property which in­ 
cludes a 12-room home on Sky­ 
line avenue was Edward Mahoney 
Jr., a recent arrival from Lansing, 
Mich., where he engaged in the 
construction business. He was rep­ 
resented by Maynard Redmond & 
Co. of San Rafael. The Redmond 
firm said Mahoney contemplates 
subdividing the property, part of 
which fronts Laurel Grove avenue. 
Seller of the property was Dr. 
S. Nicholas Jacobs. He was rep­ 
resented by Frank Howard Allen 
& Son. 


HO 
TRAINS 
ARE 
BEST 
Marin County’s 
Largest Stock 


All Leading Brands 
Sets from $14.95 
Lay away Tour Set Now 


Marin Model Crafts 
800 San Anselmo Avenue 
San Anselmo 
GL 3-5777 
OPEN 
DAILY; 
FrL Eve. 7-8 


ter the future society,” Berzman 
concluded. “Our best bet lies in 
educating our children better than 
ever before so th at society will be 
better than ever.” 


Mrs. 
Godeane 
Eagle, 
county 
speech consultant, disclosed she 
has 260 cases of speech defects, or 
20 per cent of ths Novato school 
enrollment, in the Novato school 
system. 


It often takes as long as four 
years to achieve “a fair degree of 
success” in speech correction, she 
said. There is considerable diffi­ 
culty in screening out groups of 
children for class speech instruc­ 
tion. “Some children are laughed 
at,” Mrs. Eagle noted. 


Music is 
used 
extensively 
in 
speech and voice training. She ex­ 
plained th at many students’ dif­ 
ficulties are due to relative in­ 
abilities to distinguish tones. Mu­ 
sic, which has extreme “ups and 
downs and light and dark tones,” 
helps to train the children's ears, 
she said. 


Miss Genevieve Namiotka de­ 
scribed her duties in overseeing of 
the school health program. The 
work includes testing of hearing 
and vision. 


Miss Vibella Martin, county con­ 
sultant in curriculum, 
said 
she 
visits the Novato schools one day 
a week and 
discusses 
problems 
arising in school work. 


Novato School Business 


Manager Plan Spurred 


Hiring of a business manager to 
handle the million-dollar affairs 
of the Novato Unified School Dis­ 
trict now appears to be in the off­ 
ing for an early as next spring. 
The 
idea, 
instigated 
several 
months ago by 
Trustee 
Eugene 
Lang, was taken up Tuesday night 
by new trustees Cathryne Grimes 
and Perry Thompson. 
“Would it be possible 
to 
get 
someone before the 
next 
fiscal 
year?” Mrs. Grimes asked. 
Thompson, referring to the rap­ 
id development of the Novato dis­ 
trict’s building program (current- I 
ly under construction are a new | 
high school and a large elemen­ 
tary school), said: 
“I ’ve been extremely impressed 
with the multiplicity and variety 
of duties loaded on the school su­ 
perintendent. Mr. (W.J.J.) Smith 
needs more time to give to the 
academics of his Job. I believe it 
is false economy to defer the ap­ 
pointment of an assistant superin­ 
tendent in charge of business.” 
Board members, all 
of 
whom 
were present, appeared to be in 
agreement. 


A business manager would be 
charged with managing of funds, 
planning the budget, purchasing 
supplies, and taking 
charge 
of 
certain personnel. 
The business 
manager 
should 
preferably be a graduate of a col­ 
lege business school with broad 
experience, board members agreed. 
Trustees decided against setting 
a date for the hiring of such a 
man. “Better to 
decide 
on 
his 
qualifications and make sure we 
have the right man first,” said 
one. 


THE COMMON 
COLD 


If you really like your cold and 
the dubious sympathy it brings, 
and want to keep it for a 
month or more, then stay far 
away from us. 
Drs. Wm. & Betty 
Fawcett 
Chiropractors 
411 Fourth Street 
GL 3-1751 
or 
GL 4-4505 


SAN FRANCISCO (U.R)—Dairy: 
Butter: 
Grade 
AA 
93 
score 
60%; grade A 92 score 80-61%; 
grade B 90 score 58 %. 
Cheese: Cheddar loaf 40%-43; 
singles daisies 37%-39. 
Eggs: Grade A large 47%-48%; 
medium A 37-37%; small A 28%- 
29%. 
Prices to retailers: 
Poultry Producers: 
Large A A 
53-54; large A 50-51; medium A 
39-40; small A 31-32. 
Western Dairy: Large AA 55; 
large A 50; medium A 39; small 
A 31. 


Marin Equestrian 
Wins In Show 


Chrissie 
Burns, 
12-year-old 
Kentfield equestrian, won the $500 
five-gaited saddle horse amateur 
stake Friday night at the Grand 
National 
Livestock Exposition 
horse show and rodeo. 
Riding her new mare, Foreign 
Lands, Chrissie bested a field of 
14 other entrants to receive the 
Mrs. Jane Gordon Fletcher Chal­ 
lenge Trophy. 
Friday night was the first time 
she entered Foreign Lands in any 
show and the first time the five- 
gaited mare has been exhibited by 
an amateur. 
Chrissie, daughter of Mr. and 
Mrs. Robert E. Bums, is an eighth 
grader at the Katherine Branson 
School in Ross. 


John de Vries 


Quality 


DRAPERIES 


9 Reasonable Prices 
9 Free Estimates 


1428 Fourth St. 


San Rafael 


Phone GL 4-5251 


STOCK REDUCTION 
SALE Sfili in Progress 


NYLON LINGERIE 
NYLON BRAS 
STRAPLESS BRAS 


38 
47 
60 
DRESSES 
DRESSES 
DRESSES 


hL 
_ 
, 


6” 
8” 


Yes . . . Even Our Newest Arrivals and Best 
Brand Dresses Will Go on Sale—Save at Least 


On Such Famous Brands as: • Lorrie Deb • Nicole • Murray 
Millman • Tee no Page • Alexander Lipton • Jane Andre 
Cordette 


% * 


% 
Famous Maidenform Onceovers 10.95 NOW 7.50 
Renee's WAIST CINCHER ... ,,, 
„„„ 3.99 
SILF SKIN GIRDLES 
now 3.50 


Here Are IJk FACTS! 


Goldie's Is Switching to 
Sportswear Exclusively 
and Must Make Room! 


Thousands of dollars worth of fine 
dresses, lingerie and bras, etc., must 
be sacrificed . . . Goldie’s is con­ 
verting over to SPORTSWEAR EX­ 
CLUSIVELY! We want to SWITCH 
FAST and are willing to sacrifice 
our stock In order to do it. PLEASE 
NOTE . . . all sales are final . . .no 
refunds, no exchanges. 


No matter what you buy 
you'll save many dollars ! 


OPEN 


FRIDAY 


NIGHT UNTIL 


9 P.M. 


1127 Fourth St., San Rafael 


Pack 63 Cubs 


Given Awards 


Moet of the Lo« Meadows Cubs 
from Pack 63 walked home from 
their meeting at the Santa Venetia 
School with new awards pinned 
onto their uniforms. The following 
awards were presented: 
Gold 
arrow, 
Stanley 
Pareto, 
George Peeples, Clinton Lee, Mi­ 
chael Whitlow, Yon Wenner and 
Drake Dawson; silver arrows, Clin­ 
ton Lee, Yon Wenner and David 
Dohn; 
bear, Yon Wenner and 
Stephen Anderson; wolf, Robert 
Redding and Drake Dawson. 
Service stars, Tommy Murray, 
Paul Meuse, Billy Lockett, Phillip 
Nau, Steven Malone, Stanley Par­ 
eto, George Peeples, Stephen An­ 
derson, Robert Redding and Yon 
Wenner. 
Denner stripe«, Clinton Lee, Bill 
Drummond, 
Paul 
Meuse, 
Billy 
Lockett, Danny Mammes, Jimmy 
Callan, 
Stanley Pareto, Jimmy 
Alumbaugh, Robert Redding and 
Yon Wenner. 
Bobcat, Jimmy Alumbaugh, John 
Tucker, Thomas Anderson, Bruce 
Whitcomb, James Strachan, David 
Bowman, Douglas Ashby, James 
O'Leary, Scott Bell and James D. 
Powell Jr. 


K E N T U C K Y STR A IG H T B O U R B O N W H IS K E Y i 
7 5 
A 
% Qt. ^ rtcfi, smooth and flsvorfut whisker 
W 
Also available: KENTUCKY BLENDED WHISKEY 


Ask for Old Sunny Brook at your faxiorite tavern! 


THE OLD SUNNY BROOK COMPANY, DIVISION OF NATIONAL DISTILLERS PRODUCTS CORPORATION, 
LOUISVILLE, KY. BOTH 86 PROOF. KENTUCKY BLENDED WHISKEY CONTAINS 65% GRAIN NEUTRAL SPIRITS 


WHICH GIRL HAS THE WESTINGHOUSE! 


SPACE-SAVER 
LAUNDROMAT 25 


AND THE 
AUTOMATIC CLOTHES 
DRYER! 


Of course it'* the smiling, freedom loving Mist on your 
left who get* the mo*t enjoyment out of her life and 
never tied down by wash day worries. So banish 
clothes line 
wrinkles 
from 
your face . . . erase 
clothes pin pinch from your muscles and joints—join 
the Westinghouse women's "FFWDSL*" 
Club . . . 
You'll smile, too, when you find out— 


and she paid only 
13.90 p~ 
Month 


AND RICE'S GAVE HER 


FOR HER 
OLD WASHER 
60 
$ 


Plus 


l' > S * 
'• H ' ' 
A y ff* 


FREE INSTALLATION 
as Rice's never 


charge for 


normal 


installation 


RICE'S EASY 
PAY PLAN 


••.saved her 
from budget 
bachache! 


'«v'&rgrwz&i**n 
f 
t 
ÿs» 
■ 


Modal H-l 


LAUNDROMAT 25 


ONLY $179 95 With Trade 
AD-1 ELECTRIC DRYER 


• LAUNDROMAT 2S 


• FULLY AUTOMATIC 


• W ASHES FULL FAMILY-SIZE LOAD 


• NEW W AY TO W ASH 


* Freedom from Wash Day Slave Labor 


CARPET 


LINOLEUM 


TILES 


or Your Favorite 


Floor Covering 


Is at RICE'S 


ONLY $148 
88 


• EASIEST TO LOAD—UNLOAD 
• DRIES DRY-OR 


DAMP DRY 
• DRIES CLOTHES AS YOU WANT 


THEM 
• DRIES FASTER- 


YOU BUY IT RIGHT AT 


CO. 


1 
t 
j 
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$2.4 Million School 
Measures Face 
North Marin Vote 


Son O f Marinite 
Trains As M. P. 


Education of several thousand 
children weighs heavily on the 
outcome of an election next Tues­ 
day when voters of the San Jose 
School D istrict w ill be asked to 
approve a $400,000 bond issue and 
a two-million-dollar state loan. 
N early 2,000 new youngsters are 
expected to arrive w ithin the dis­ 
trict’s boundaries w ithin the next 


School Location 


Feared Problem 


For Novato 


W hen a student lives across the 
street from a brand 
new 
high 
school but is forced to attend an­ 
other high school 10 miles down 
the road, the parents are bound 
to complain. 
So figured Novato School D is­ 
trict trustees Tuesday night 
as 
they pondered the proxim ity of 
their new proposed South Novato 
boulevard campus to several new 
subdivisions — Monte M aria, Lyn 
wood Park and Forest Park — all 
hi another school district. 
Solution to the 
problem 
may 
come from the county committee 
on re-organization of school dis 


tricts. 


F A M I L Y M O V E D 
B u t 
meanwhile, 
the 
trustees 
wrestled w ith the problem of a 
high school boy whose fam ily re­ 
cently moved to the other side of 
the San Jose School D istrict boun­ 
dary, w ithin Lynwood Park. 
The boy, who has been educated 
in Novato schools, had requested 
he be allowed to rem ain at Novato 
High School where he is a fresh­ 
man. 
It was all right w ith the Novato 
board, but San Rafael trustees, it 
was 
learned 
Tuesday, 
objected. 
“ Bad precedent,” they noted 
Novato board members, consid­ 
ering the parents’ request for an 
inter-district agreement, said they 
would call this one 
“ a 
special 
case” and agreed to press for the 
boy's rem aining in the district 


R E JE C T S R E Q U E S T 
The board rejected a sim ilar re­ 
quest from a fam ily which has 
moved to Monte M aria subdivi­ 
sion. The child involved is in the 
second grade and w ill have no 
problem in readjusting to new en­ 
vironm ent and 
friends, 
trustees 


felt. 
In other business, the 
school 


board: 
Considered the problem of its 
overcrowded district office. Possi­ 
b ility of renting a downtown of­ 
fice is unlikely, it appeared, as 
Supt. W illiam J. J. Sm ith dis­ 
closed his findings that “ rents are 
extremely high.” 
Learned that bids on the much- 
discussed open ditch project at 
W est Novato School w ill be opened 
Nov. 22. 


tliree years. To educate them, the 
district needs to acquire approxi­ 
m ately 
58 
new 
classrooms 
and 
about 30 acres of additional school 
sites. If authorized by the voters, 
the state loan and bonds w ill pay 
for the necessary projects. 
Children residing in the follow­ 
ing North M arin areas w ill be af­ 
fected by the election: Ham ilton 
A ir Force Base, Raphael Village, 
Lynwood Park, Lom a Verde and 
Monte M aria. The new subdivi­ 
sions of Holiday Manor, Melody 
M anor and Sundown Knolls are 
also w ithin the district. 
S P E C IF IC PLA N S 
Specific plans for school build­ 
ing projects include an additional 
12 classrooms to the eight class­ 
rooms how under construction at 
Lynwood Park ; a six or seven- 
room addition to Meadow Park 
School as wTell as the acquisition 
of five additional acres of land 
to the 3.4-acre site; construction 
of a 20-classroom school in Loma 
Verde No. 1 plus acquisition of a 
site for it; acquisition of a site 
and construction of 20 other class­ 
rooms at either Lom a Verde No. 
2 or Melody M anor subdivision, 
wherever the need appears greater. 
Both the Lynwood addition and 
the Lom a Verde No. 1 school w ill 
oe 
needed 
during 
the 
1956-57 


school year. 
Approval of the bond issue and 
loan is no blank check to the 
district, 
Supt. 
Ph illip 
W . 
Sch 
neider emphasized. The funds can 
only be made available as the dis­ 
trict grows and receives entitle­ 
ment. Even though approved by 
voters, state funds w ill not be 
apportioned u ntil the district has 
the necessary enrollm ent to estab­ 
lish entitlem ent to borrow. 
BO N D TO C A P A C IT Y 
Tuesday’s election is im portant 
for another reason, the superin 
tendent said. To qualify for state 
aid the district must bond itself to 
capacity, approval of the $400,000 
bond issue w ill accomplish. (Five 
per cent of the assessed valuation 
of the district is capacity.) 
Schneider urged all voters hav­ 
ing questions concerning the elec­ 
tion to direct them to the district 
office at Pacheco School, Raphael 


Village. 
Four subdividers are presently 
building 
homes in the district. 
Three others are planning to be­ 
gin construction in the near future. 
These seven subdividers 
among 
them can build a total of about 
5,550 homes. 


Arm y 2nd Lt. W illiam E. M iller, 
son of Chet E. M iller, 57 Point 
San Pedro road, San Rafael, re­ 
cently 
completed 
the 
m ilitary 
police officer basic course at the 
Provost M arshal General’s School, 
Camp Gordan, Ga. 


The course, designed for newly 
commissioned officers, gave Lieu ­ 
tenant M iller training in person­ 
nel management, 
adm inistration 
of justice, crim inal investigation 
j>nd traffic control. 


Annual Do-It-Yourself Show 
Starts Tomorrow In Oakland 


Do-it-yourself p r o j e c t s from 
swimming pool building to assem­ 
bly-line knitting w ill be shown in 
the third annual B ay Area Do-It- 
Yourself Show which • opens 
at 
Oakland 
Exposition 
Auditorium 
tomorrow', for a 10-day run. 


of adhesive veneers and plastic- 
coated w all murals. 


The lieutenant was graduated 
from the University of Nebraska 
before 
entering 
the 
Arm y 
last 
Ju ly. He is a member of Sigm a 
Alpha Epsilon fraternity. 


To be reigned over by 18-year- 


old M arilyn Shelen of Oakland, 


the show w ill feature 330 exhibits 


—each w'ith its own. continuous 
demonstration. Thus, visitors w ill 
see new power tool attachments 
in actual use, 
watch 
“ dripless’ 
paint being 
applied, 
and 
hear 
demonstrators explain application 


Other items 
planned 
for 
the 


show which is second largest of 
its kind in the country, include 
demonstration of newest camera 
techniques, actual use of a build- 
it-yourself 
swimming 
pool 
by 
swimmers from the Athens Club 
in Oakland, and step-by-step con­ 
struction of a fireplace from a 
pattern. 
Gardening, 
decorating 
and cooking clinics are also sched­ 


uled. 


magazine 
section, 
w ill 
feature 
these and other products to be 
shown at the giant exhibition. 
Show hours w ill be from 1 to 
10:30 p.m. daily. The Exposition 
Building is located at Tenth and 
Fallon Streets. 


Felix Mendelssohn composed a I phony at 15 and the 
Midsummer 
cantata at the age of IX, a sym-1 Night's Dream " overture at 17. 


Saturday’s issue of the M arin 
, Magazine, 
Independent - Journal 


Just A Work Day 


W A U K E G A N , HI. (#) — Deputy 


Sheriff Donald Gelling grabbed his 


gun and keys and hurried to the 
courthouse. Someone said he saw 
another someone inside the Lake 
County Courthouse on a holiday 
and Gelling was determined to get 
that so-and-so prowler or else— 
inside he found State’s Atty. Rob­ 
ert C. Nelson, who said he thought 
it would have been a good day to 
catch up on his work undisturbed. 


Jku^tOH 
PAINTING COMPANY . . . Marin’s 
L eading Painting Contractors 
MOW IS T H E TIM E . . . to confer with the Thurston 
Painting Company! Together we will plan a NEW LOOK 
for your home . . . inject new vitality into tired old 
rooms with up-to-the-minute color schemes that reflect 
vour own good taste. 
LXRGE VOLUME PURCHASING plus advance plan­ 
ning and systematic organization make it possible to give 
vou high qualitv workmanship at low, competitive prices. 
Use our easv-tcrm PAINT 8; PA\ PLAN . . . get your 
NEW LOOK before the holidays by phoning us at 


GLenwood 4-3521 . . . today! 


1930 Fourth Street, San Rafael 


Ü 


4 


SAVINGS AT EVERY GRAND AUTO STORE 
DAYS ONLY, Friday to Monday 


SALE ENDS MONDAY AT 9 P.M. 


V ETER A N S'D A Y 


•til 9 


or 
n 


2 0 - 


t * 


C0*‘ 
£«• k ,v ‘ 


¡2 2 


CHEC 


ITE 


. . .. .A\f 1 


U ' S C o< "'e " ’V ' 
a HoneH • 


Signal Lights 
Due Novato 
Intersection 


Now's th« 
timo to 
chango to 


GRAND AUTO PARTS 
M AKE YOUR ENGINE PURR'! 
YOUR BUDGET, TOO! 
SAVE UP TO 507q 


PRESTONE 
ANTI-FREEZE 


The most famous perma­ 
nent type anti-freeze of 
'em all! For faster starts 
on cold mornings. 


gallon 3.25 


PRESTONE 
Cooling System 
CLEANER 
Dissolves 
rust 
and 
scale, 
grease and oil 
in cooling 
system. As good as a reverse 
flush. Fast acting. ^ 
«d 
16-oz. can. 
| 
. 
| 
X 


PRESTONE ANTI-RUST A N D 
W A T ER PU M P LU BR IC A N T 


12-OZ. Can 68*__ 


BRAND NEW WATER PUMPS 
3.95 


FORD 
1937-4$ 


FORD 
1949-53 


C H EVRO LET 
1937-53 
w 
e 
2-INCH \ 
LOWERING 
BLOCK KITS 


6.50 
5.19 
5.19 
PLYM .-DO DGE 
1935-54 
Built to original equipment 
\ specifications. Replace you* 
old one now before big re­ 
pair bills set in. 


Chev. 
1938-54 


Ford-Mere. 
1949-51 


TAILPIPE REPAIR KIT 


Plym.-Dodge 
C 
Q 
1938-54 
Mm, tM M 


Give your car better "road­ 
ability" plus a sleek new 
look. 


1 8 gauge cold rolled steel. Sleeved 
end 
fits 
over 
tailpipe 
clamps 
securely. For all cars. 
79« 


B E H IN D SC H ED U LE 
Heard that 
the 
high 
school 
building project is running slight­ 
ly behind schedule. It was hoped 
th at construction could start in 
December but, according to the 
superintendent, “ we hope to open 
construction bids by mid-Decem­ 
ber.” 
Decided to revise its civic center 
agreement whereby the public is 
perm itted to use school facilities 
for meetings and social events. 
Extra-sm all groups w ill 
be dis­ 
couraged from 
meeting 
in 
the 
schools. W ith the exception of one 
room at 
M arion 
School, 
class­ 
rooms w ill no longer be available 
for meetings. The district w ill en­ 
courage groups such as Cub Scouts 
and Brownies to hold their small 
meetings in homes. They norm ally 
meet 
in 
afternoons, 
the 
board 
learned, interfering w ith house 
cleaning around the school plants. 


Signal lights are to be installed 
at the intersection of Diablo ave­ 
nue and Highway 101 at Novato, 
state highway engineers told the 
M arin Board of Supervisors Tues­ 


day. 
An advance flash warning light 
w ill be installed 
some 
distance 
south of the intersection as w ill 
“ w ait” and “ w alk” signal lights for 


pedestrians. 
• 
The plans were explained to the 
supervisors by district 
highway 
engineer L . A. Weym outh. He said 
the northbound left turn storage 
lane also would be enlarged to 
hold more cars. 
“W alk ” and “ w ait” 
pedestrian 
signals also are scheduled for in ­ 
stallation at the 
G rant avenue 
intersection w ith Highway 101 
Weym outh said 
the 
combined 
projects would cost an estimated 
$24,730 w ith county “ participation” 
expected to the extent of $17,490. 
Supervisor W illiam D. Fussel- 
man demurred, contending 
that 
the amount expected of the county 
was too high. 
A fter considerable discussion of 
the point, Weym outh agreed to 
have the cost figures “ restudied” 
to see if the county’s share might 
be reduced. 


íMjsfcia 
r 
a 
> 
J 
&Í I 
W$ $ 


49.50 


mm 


Stops rust! 
"LEE'' RADIATOR 
& COOLING SYSTEM 
FILTER 
DO-IT-YOURSELF 
WITH GRAND TOOLS 


New 
magnesium 
filter. 
P r e v e n t s 
overheating. 
Dissolves 
rust 
instantly. 
Keeps water crystal clear 
indefinitely. 69 


V ' J 
Gef 
BEST VALUE* 
BEST FIT! 
* 
BEST QUALITY! 
A T G R A N D ! 
s e a t 


s m a r t w o v e n 


SARAN PLASTIC 
SALE 


100% 
> t 7 T 
NYLON 
( \ % 
/ 
CAR f 
\ \ /IV I ___ 


COVER 


14.95 Value 


■■ : •• 
7 7 Ì: 


X 


W 
« E N Y O U f c{ | y 
_____suif. V 
m**L 
11«:: 
|eat covers 


Protects garageless cars from 
dirt, 
sun, 
dew 
and 
weather. 
Super-light, strong Dupont N y­ 
lon covers average car 
from 
bumper to bumper. 13x23 feet. 8.95 


OVERSIZE NYLON COVER, -I \ 0 5 
15 X 24' __________ 1 


19.95 value 
13.25 


V a " CHROME ELECTRIC DRILL 


W ith JACO BS' GEARED C H U C K 


A deluxe heavy duty profes­ 
sional type drill to delight 
any home owner or hobby­ 
ist. Powerful hi - torque 
1600 rpm motor. Pistol 
grip handle with trig- 
gec 
guard. 
Triple 
chrome plated. 
AC-DC. 


8-Pc. Hi-Speed Drill Kit 


Top 
quality 
twist 
drills. 
1/16" to V i" with shanks 
ground 
to fit. 
2 
f 
c h u c k s . 
Plastic case. 


A SW ELL 


GIFT FOR 
C H R IST M A S ! 


Now s the 


»! » TS LIKE A GIOVE 
L: 2:1 s SSE« « r i ni 
iti* » * * » « 
r-r j 
. , u . — sm m m m ' - 5 * £ !î * î î î « E S 
# ? PS! ~ 
• - 
'.T *i.' sr: 
L- i n f j ï u 5- 


interior a' b rm h / ° 9'V<?, V° ur car 


the™ 
handsome,V1 , I io ^ W‘th 
covers in the most want J ? 
Seat 
E“ 
y to dean w o v ^ n 
' 
P a ,t,e r n s - 
af stains and spills 
° ,au9h* 
Fully CutP " Sr ; * • wear* like 
pensive detailing 
c COrrect fit. Ex- 
tnm. 
° e*a,'ing. Smart leather« 


PE R M A T E X 
Windshield 


D a\SEALf„* 
a m * * 
c ti rrv m I 


rette 


up 
s u m m e r - 
dried" wind­ 
shield leaks. 
Keep out 
w a t e r , 
drafts. Clear. 
1-os. tube 


Gef 
em for LESS 
** Grand! 
2.5 


Split bick r A. 
.eat“:;;. 


Carpenters * Do-lt-Yourselfers 


Here Are Some 
REAL SPECIALS 


C—Clear D. F. Flooring T & G, 
M $125 


D—Clear D. F. Flooring T & G, 
M $115 


CLEARANCE 
on 


SASH 


IN STO C K 
50% 0FF 
!o 
List Price 


REDWOOD 
LATH 


4' bundle 
6' bundle 
8* bundle 


• • • • 
1.25 
2.25 
4.00 


each seat 
[cover purchaor 


rock-bott 
7.75 


d e s ir e d 


a d d it io n a l ' c o stV 


DORTITE 
SELF-ADH ESIVE 
W EA T H E R ST R IP P IN G 
Stop drafts, window and 
door rattles. Sticks on 
easily . . sticks 
fast. 
No 
ce­ 
ment needed. 
For 
home, 
car, busi- 
ness. 
asst, thicknesses 
36* to 1.25 
10-ft. lengths 


INSPECTION 
MIRROR 
For trouble shoot­ 
ing in hard to see 
places. Made like 
dentist mirror. 
39c 


SOLDERING 
IRON 
H a n d y soldering 
iron for most small 
jobs at 
home 
or 
shop. 35 watts. 


HO LDS 29 TOOLS! 
"JIFFY" TOOL RACK 


For Workshop, Garage! For 
Kitchen Utensils! N o need 
to fumble for tools, Jiffy- 
Rack keeps 'em in sight— 
individually hung, 
easy to 
reach. Simple to install. Per­ 
fect for pegboards. 
75 
49€ 
lest 
tool« 


Prevents oil and grease fire 
due to "shorting." 
DUNK CLEA N ER 
Brush on D UNK . . 
emulsifies 
grease 
and 
Rinse off with water 


DELUXE 
TACKLE & 
TOOL BOX 


10,s C 4 
0 
yalu. 
J . \ J T 


it 
oil. 
like 
soapy 
lather. 


A terrific buy. Heavy 
duty 
box 
of 
sturdy 
heavy 
gauge 
steel. 
Smooth 
working 
4- 
tray cantilever design. 
Flip - top 
opening. 
12 V a " x 8 s 8" x 8". 


5-PC. 
TROWEL SET 


A LL STEEL 
T O O L BO X . . 1 .4 » 
H A N D SEC U RIT Y 
BO X 
...............1 .1 9 


Complete 
with 
l a r g e 
trowel, 
p u t t y 
knife, 
cement trowel/ 
w a l l 
scraper, 
medium 
trowel 
for 101 uses at ■ 
home, shop or 
farm.1.39 


MOHAIR CLOTH 
WHEEL COVER 


STAINED MOULDING 
Suitable For Painting 


1x6" SPRUCE T & G 
Select, for wall 
paneling 


Ft. 2 * - 4 * 


M $140 


8 
L U M B E R c c Ihc. 
! 
b 
M 
l 
v 
l 
D 
E 
i 
l 
m 
CO~, 
É X f TIBURON BM. 
TIBURON 


T 
í 
...................................................... M 
I L 
L 
V A L L E Y . . — 


Get 'em tor LESS at Grand! 
vjer 


Channel 11 A 1 3 
DELUXE 
SNAP-IN" 
YAGI ANTENNA 
head only 


LIGHTWEIGHT 


ALL STEEL 


h a n d 
æ 
T R U C K . 


4 -LITE 
D IR E C T IO N A L Ford 35-' 
S IG N A L K IT 
Chev. '35 
_ 
and most 
s i 
f l C 
Other cars 
0 . 7 J 


SPECIAL MONEY-SAVING VALUES 


3-Color Focusing 
F L A S H L I G H T 


complete 


Provides driving com­ 
fort 
on 
cold 
days. 


For safer driving! 
Self­ 
cancelling 
switch, com­ 
plete with all wire, bulbs, 
fittings, flasher unit . . . 


W INTERIZE" YOUR CAR FINISH 


3.49 


Nothing to assemble, no 
loose 
parts. 
Snap 
into 
place. 


• Weighs only 7 pounds 
. Holds 250 pounds 
. A full 40* high 


INLINE 
ANTENNA 


Haul heavy car­ 
tons. Move trash 


head 
only 2.95 


CO M PLETE IN L IN E A N T E N N A KIT 


Everything nou read to 
,nline antenna, 50-ft. lead ^ . - 
wire, 5-ft. mast, oase and 
M 
Q 
C . 
guy rings, hardware. 


C H A N N E L 11 A N D 13 
A N T E N N A H A R N ESS 
3 00 -O H M FLAT LE A D -IN . 
W IRE, 21 H., 100-ft......... 
10-FT. SW ED G ED 
A N T E N N A M A S T ............ 


39* 
1.35 
1.49 


TURTLE W AX 
WITH "BRILLIU M " 


b a i r e I s . Move 
f u r n i t u r e , ap 


Protects your car like an "invisible garage 
with a hard shell wax finish that lasts to 
6 months. Easy to apply — cleans as it 
polishes in one easy operation. Your car 
will dazzle — and be safe from sun, dirt, 
salt air corrosion, road tar. 


pliances. 
strai n 
with heavy 
$2.00 pint 


One bottle is 
a year's 
supply 


Rust proof plated, non­ 
weld all steel construc­ 
tion. Strong yet light- 
weight. 
Perfectly 
bal­ 
anced. 


Heavy Cotton Twill 
BABY SEAT 
Keeps 
infante 
safely anchored. 
H o o k s o v e r 
back 
of 
front 
s e a t . 
Sturdily 
made. 


SEE G R A N D 'S CO M PLETE 
LIN EU P OF C A R SEATS 
& FO LD IN G C A R CRIBS. 


EXHAUST 
EXTENSION 


Smart, 
s I e n d er 
triple chromed ex­ 
tension. 
Protects 
bumper from rust, 
c o r r o s i o n . 
length. 59 


10 GRAND STORES TO SERVE YOU! 


8 5 0 Fourth Si., 
San Ralael 


Berkeley - Vallejo - Hayward - Sen Jose 
San Leandro — Oakland — Alameda - Richmond — No. Oakland 


There's a GRAND STORE near your door! 
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I COUNCILMAN OBJECTS 
Legal Notices 
Hub City's Police 
Exam Challenged 


APPRAISERS AT WORK IN BELVEDERE 


Reappraisal of Belvedere property was launched last 
week after city and county official* gave last minute 
instructions to the crew of appraisers. Officials (at right) 
Harvey Marsh of the Marin Assessor’s office, Belvedere 
Police Chief Gene Meyer, 
San Anselmo Police Chief 
Donald Wood. Marin Chief Appraiser Mark Wright, Sau- 
salito Police Chief Louis P. Mountanos and Marin Assessor 
George Hall, expect the Belvedere work, being done in 


conjunction with Sausalito’s reappraisal, to be completed 
in two weeks. Appraisers (left to right, row 1) are: Phil 
Cullen, Jim Hutchison,' Gil Wright, Bob Gunness, Jim 
Thompson; (row 2) Bud Eason, Jim Elliott, Bill Haley, 
Ron Gable, Bob Trumbull, John Preston; (row 5) John 
Chambers, Guy Cole, Don Ronsheimer, Hersch Johnson, 
George Hall Jr., Warren Luce and Doug Murphy. 
(George Wheeler photo) 


SALLY'S SALLIES 
Marin City Police Setup 


Will Be Aired Nov. 25 


“What movie are you working in, Chief Paint-on-the-Face? 


Valuable Jewish Book, Given 


ToSeminary,On Public Display 


A valuable and historic Torah, 
presented yesterday to the Pres­ 
byterian Theological Seminary in 
San Anselmo, will be displayed 
a t the sem inary museum. Semi­ 
nary officials have extended an 
invitation to the general public to 
inspect the Torah. 
Embracing th e first five books 
of the Bible, the Torah sets forth 
the Pentateuch or Law ,of Moses 
used in Jewish Synagogues. 
Dr. Jesse H. Baird, president of 
the seminary, accepted the Torah 
yesterday as a gift from Chaplain 
(Capt.) 
Joshua 
Goldberg • who 
serves as head chaplain for the 
Third Naval D istrict in New York 
City. 
Approximately 80 feet long, the 
parchm ent scroll was recovered 
from a cave in Austria after World 
W ar II. I t had been confiscated 
from a Germ an synagogue during 
Nazi persecution 
of Jews. The 
T orah is estimated to be about 75 
years old. 
The presentation was arranged 
by D r. Clifford M. Drury, profes­ 
sor of church history a t the semi­ 


nary. A reserve chaplain (Capt.), 
Dr. D rury served with Chaplain 
Goldberg during World W ar II, 
becoming closely acquainted with 
him. 


Inscribed in the velvet covered 
book is: “This Torah presented to 
San Francisco Theological Semi­ 
nary as an expression of faith in 
the Spirit of the Naval Chaplaincy 
and th e American W ay of Life by 
Capt. Joshua L. Goldberg, C hap­ 
lain Corps, U.S. Navy, and his 
wife, 1955.” 


Adequacy of police protection a t 
M arin City will be discussed Nov. 
25 at a m eeting of the M arin City 
Tenants Committee on Law E n­ 
forcement, Sheriff David Menary 
and Capt. T. F. Parnow, San R a­ 
fael area chief of the California 
Highway PatroL 
The committee was formed sev­ 
eral 
weeks 
ago 
to 
“crystallize 
thinking” among M arin Citians 
regarding com plaints of some res­ 
idents th a t not enough deputies 
are assigned to the sheriff’s sub­ 
station a t M arin City. O ther points 
regarding police protection In the 
community also were included in 
the study. 
From the outset of the com m it­ 
tee’s work, its chief objective has 
been to arrange a discussion with 
the sheriff and a representative 
of th e Highway Patrol, and com­ 
m ittee members this week express­ 
ed the feeling th a t such discussion 
will go far toward acquainting 
each party w ith the other’s prob­ 
lems. 
The week saw another develop­ 
m ent in the m atter, as the county 
housing authority considered and 
set aside for clarification of two 
points. A proposed contract under 
which the county would agree to 
furnish a m inim um of four depu­ 
ties at the M arin City office, and 
the housing authority would, in 
return, reim burse th e county for 
salaries, retirem ent-fund contribu­ 
tions and other salary additions 
paid to the four deputies. 
Housing authority members felt 
th a t a clarification was in order, 
assuring them th a t the county 
would regularly assign additional 
deputies to M arin City, and th a t 
the four whose salaries the author­ 
ity would be paying Indirectly 
would be assigned there full time. 
A check w ith the district a t­ 
torney’s office, which drew the 
proposed contract, revealed th at 


no serious disagreem ent over these 
points is expected. 
Presumably, 
the four deputies would be avail­ 
able for call to a point outside 
M arin City in an emergency, but 
would otherwise be available there. 
As far as additional deputies to 
be assigned is concerned, it is 
pointed out th a t there are always 
more th an four headquartering 
there. Nine deputies are assigned 
to M arin City a t present, insur­ 
ing tw o-m an shifts a t all time«. 


Legal Notice 
Legal Notice 


NOTICE INVITING SEALED 
PROPOSALS FOR PUBLIC 
WORK VIZ: CONSTRUCTION 
OF PUBLIC LAVATORY AT SUN 
VALLEY PARK, SAN RAFAEL, 
CALIFORNIA 


Firemen Invade 
Women's Room 


Six San Rafael firemen spent 28 
m inutes Tuesday night dousing a 
fire in the women’s rest room of 
th e Portuguese Hall at 820 B 
street. 
Firem en said a cigarette, nestled 
in an upholstered wicker chester­ 
field, burned the chesterfield, a 
m atching chair and rug besides 
scorching the walls of the second 
story room. Amount of the fire 
dam age w asn’t known. 
No one was in the building when 
firem en responded to the alarm 
a t 11:48 p.m. 
Earlier, a t 7:15 p.m. firemen 
doused a burning plank set afire 
when someone kicked over a con­ 
struction flare off Lindaro street 
near C arpenters Hall. 
A unit from the M arin County 
Fir« D epartm ent checked a small 
•pot fire off Sequoia Valley drive, 
outside Mill Valley, at 4:49 p.m. 
Tuesday, 


P ursuant to resolution and or­ 
der of the City Council of the 
City of San Rafael, 
California, 
directing this notice, NOTICE IS 
HEREBY GIVEN th a t on Monday, 
the 21st day of November, 1955, 
at the Council Chambers of the 
City Council, in the City Hall, 
on “A” Street, San Rafael, Cali­ 
fornia, the City Council of said 
City will publicly open, examine 
and declare all sealed bids or pro­ 
posals for the 
following 
public 
work in said City, to-w it: Furnish 
all labor, m aterials, transportation 
and services for the CONSTRUC­ 
TION 
O F 
A 
PUBLIC 
LAVA- 
J S 5 Y " SUN 
VALLEY 
P A R K , 


f o r n ia F SAN RAFAEL’ C A U “ 
kid shall be in accordance 
with the plans, specifications and 
?!iier 
documents now on 
ilin o ■] i City Clerk in said city 
n t h i 
n3, specifications and 
documents m ayvbe 


C 
t h e 
° ffiC e 
° f 
t h e 
San Rifgon,ee£ ¿ I 15 Flfth Avenue, 
thereof ™ 
C aliio^riia. and copies 
y be obtained a t said 
oifice upon deposit of the sum 
of Ten ($10 00) Dollars 
per 
set, 
vhich deposit will be refunded up­ 
on the return of such sets in eood 
condition within five (5) days after actual damage sustained by said 


Mill Valley's 
Parking Law 


Gels Criticism 


tract which will be awarded the 
suessful 
bidder. 
The 
prevailing 
rates so determ ined by the City 
Council are as set forth in the 
aforesaid contract documents. 
Each bid shall be m ade out on 
the form therefor to be obtained 
a t the office of said City Engineer, 
shall be sealed and filed with the 
City Clerk a t the City Hall on or 
before 8:00 o’clock P. M., Novem­ 
ber 21st, 1955. 
No bid will be considered unless 
accompanied 
by 
cash, 
certified 
check or bidder’s 
bond 
in 
the 
am ount of ten per ent (10%) of 
the bid as a guarantee for the 
execution of the contract between 
the successful bidder and said city; 
and the filing of a bid hereunder, 
accompanied by said am ount of 
cash, 
certified check or bidder’s 
bond therefore, shall constitute the 
bidder’s agreem ent th a t (1) said 
cash, certified check or bidder’s 
bond shall be forfeited to the City 
of San Rafael as liquidated dam ­ 
ages if said bidder, as the suc­ 
cessful b idder, 
fails to 
execute 
the contract for said work within 
ten (10) days after w ritten notifi­ 
cation to do so, and (2) the am ount 
of said cash, certified 
check 
or 
bidder’s bond shall be presumed 
to be the am ount of damages sus­ 
tained by said City because of such 
bidder’s failure to so execute the 
contract, and (3) from the nature 
of the case, it would be im practical 
or extremely difficult to fix the 


contract is awarded. 
Bidders are hereby notified that 
pursuant to Section 1770 of the 
Labor Code of the State of Cali- 
fornia, the City Council has as­ 
certained the general prevailing 
rate of per diem wages and rates 
for legal, holiday 
and 
overtime 
work in the locality where the 
work is to be performed, for each 
craft or type of workmen or me- (Real) 
chanie needed to execute the con- 
No 


City beau.se of such failure 
The City reserves the right to 
reject any or all bids or to waive 
any inform ality in a bid 
' 
BY ORDER OF THE CITY 
COUNCIL OF THE CITY 
OF SAN RAFAEL, CALI­ 
FORNIA. 
DATED: November 7th, 1965 
/« / W. L MORGAN, 


con- 
No. 1006—N ot. 10, 
City Clerk 
17, 1955 


Mill Valley’s ordinance requir­ 
ing three offstreet parking spaces 
for each square foot of business- 
building floor area came in for ad­ 
verse comment Tuesday night. 
Two prospective builders of new 
business buildings in the c ity - 
one of them a city councilman— 
took a dim view of the parking 
requirem ent, and said so to the 
city planning commission. 
Councilman T. J. De Lasaux, 
whose plans for a package-liquor 
store on Camino Alto near Tam - 
alpais High School received a set 
back the night before when high 
school trustees voted to oppose his 
liquor 
license 
application, 
con­ 
tended th a t the parking space ratio 
should be applied only to the por­ 
tion of a store actually devoted to 
retail selling display, and not the 
storerooms, rest rooms and other 
areas not devoted to sales. 
De Lasaux’s interest arose be 
cause his planned store on Camino 
Alto would not, as presently plan 
ned, m eet the 3-1 requirement. 


COUNCIL CONSIDERATION 
Planning commissioners took the 
view th a t their job is to enforce 
the city’s planning laws, and th a t 
if th« laws need changing it is the 
function of the city council. This 
dropped the ball back in De La 
saux’» lap, 
and 
indicated 
th at 
council consideration of the m at 
ter may be expected. 


Fred E. Palm er of Belvedere 
seeking approval of a plan to build 
a business building on East Blithe- 
dale on a presently unused lot 
west of the Independent-Journal’s 
Mill Valley office, also ran afoul 
of offstreet parking requirem ents 
Palm er contended, and was said by 
three councilmen present to be 
probably 
right, 
th a t 
businesses 
within the downtown parking as 
sessment district had been promis­ 
ed exemption from offstreet park­ 
ing restrictions, when the district 
was being formed. 
Planning commissioners finally 
agreed to seek clarification of the 
parking question as it relates to 
the assessment district, from the 
council. 


OTHER ACTION 
In other actions, the commis 
sion: 
A pproved-the tentative map of 
Greenwood Highlands subdivision 
with approval subject to reconsid 
eration if City Engineer A1 Siemer 
later 
changes 
requirem ents set 
forth in his letter reporting on the 
subdivision. The possible change 
concerns minimum wkith of an 
access road located on a steep 
slop«, where for.a distance of about 


San Anselmo Councilman George 
W ashburn, Tuesday night chal­ 
lenged the city’« civil service re­ 
quirement« for a police lieutenant 
as “tailoring an exam to fit an 
individual.” 
“If we have civil service exams,” 
fired W ashburn, “let’s have real 
civil service. L et’s not beat around 
the bush; you’ve got one m an in 
m ind for th e job.” 
W ashburn’s rem arks followed his 
agreem ent w ith other councilmen 
in appointm ent of Lt. Sam Serio 
as assistant chief of police “in 
recognition of his service to the 
community.” 
W hile Serio retains his civil ser­ 
vice rank as lieutenant, no eligible 
list is available in case Serio would 
be prom oted to a captaincy or re­ 
sign his present post. 
ASKS EXAMS 
Police Chief Donald M. Wood 
requested the council to hold civil 
service exams to establish eligible 
lists for th e positions of regular 
police officers, a lieutenant and 
sergeant. 
W ashburn couldn’t understand 
why th e particular qualifications— 
knowledge of autom otive m echan­ 
ics and five years sc. rice w ith the 
departm ent—should be included in 
the exam for an adm inistrative 
post. 
“T his goes back to a point which 
I don't like—tailoring an exam to 
fit an individual,” said W ashburn. 
Councilman C a r m e l B o o t h 
brought out th a t Serio s knowledge 
of autom otive equipm ent and his 
keeping records on the police cars 
had saved the city money since 
1950. 
Councilman Max M artin said he 
thought the city should give the 
regular state civil service exam for 
lieutenant rath er than insert spe­ 
cific qualifications. 
ADD REQUIREMENTS 
“But thb city has the rig h t to 
add any special requirem ents th at 
they think necessary,” answered 
Mayor A rthur W. Smith. 
Wood said two m en on the force 
are eligible to take th e exam to 
decide which one was better qual­ 
ified 
for 
the 
lieutenant’s 
spot 
should a vacancy exist. 
A ft«: verbal exchanges between 
W ashburn and Mrs. Booth, also 
the police commissioner, th coun­ 
cil by a 3-2 vote approved retain­ 
ing the knowledge of automotive 
mechanics 
requirem ent 
in 
the 
lieutenant’s exam. Voting for the 
motion were Booth, Councilman 
K enneth 
Ball and 
Sm ith with 
W ashburn and M artin opposed. 
The «other requests for holding 
the exams passed unanimously. 
OTHER ACTION 
In other m atters, councilmen: 
Accepted W ashburn’s recom m en­ 
dation th a t a vacation relief fire­ 
men be added to the fire depart­ 
ment. 
Adopted the 46-page zoning or­ 
dinance but indicated the possi­ 
bility of am ending th e ordinance 
to include the planners’ request 
th at egch building lot should have 
a 40-foot frontage on a street, road 
or easement. 
Refused to take action on the 
low bid of Ames Ford Co. of San 
Rafael for a new pickup truck for 
the street departm ent until Nello 


Marcuccl had a chance to see the 
bid specifications. 
Authorized 
Marcuccl, 
Wo o d , 
Sm ith and Mrs. Virginia Haggett, 
assistant civil defense coordinator 
for the city, to atten d the inter­ 
county civil defense survival test 
Nov. 16 in Sonoma. 
Set a public hearing Dec. 13 for 
rezoning to commercial the third 
residential property of H e n r y 
Franceschi, owner of the M arin 
TV and Appliance Store, 1612 Sir 
Francis Drake. 
TREE REMOVAL 
Referred several residents’ re­ 
quest for removing trees and im­ 
proving roads to Councilman K en­ 
neth Ball, street commissioner. 
Approved 
an 
agreem ent 
with 
Pacific Gas and Electric Co. to 
install a riser pipe, containing 
electrical wires, for the new M ir­ 
acle Mile stop-and-go signals at 
th e Red Hill avenue and Sequoia 
drive intersection. 
Received a letter from Chief 
Charles Reilley of the M arin Fire 
D epartm ent thanking San Ansel­ 
mo for loaning Its civil defense 
truck and two firem en to help 
quell the J. D. O’Connor file a t 
Santa Venetia. Reilley also com­ 
mended the police departm ent for 
aiding county fire trucks when 
driving through San Anselmo en 
route to a fire. 
1 
Received a letter from 8t. An­ 
selm’s eighth-graders in apprecia­ 
tion for their tw o-hour session In 
the city hall. Mayor Sm ith offered 
a standing invitation to any ele 
m entary school or high school 
class to come to th e city hall for 
a sim ilar lesson in city govern­ 
ment. 
Instructed a corfunittee of City 
Engineer John Oglesby, City Atty. 
John Buresh, Marcuccl and Ball 
to iron out the disputed portions 
of bills presented by two M arin 
contractors—Brown-Ely and Pi- 
ombo and Bresnln—for work dons 
on th s Sir Francis D raks boule­ 
vard widening and realignm ent 
projects. 


Legal Notices 


am ended by reclassification from 
an R -l single family residential 
district to an R-2 duplex resi­ 
dential district of all th a t cer­ 
tain real property situated in said 
City, County and State, particu­ 
larly described as follows: 
Beginning a t the point of inter­ 
section of the Southerly line of 
A ntonette Avenue and the E ast­ 
erly line of “D” Street, running 
thence along the Southerly line 
of A ntonette Avenue S 83° 00' E 
127.81 feet, thence leaving said 
line S 7°47' W 68.45 feet. S 84° 
36' E 82.57 feet S 7° 00' W 53,86 
feet S 83* 00' E 40.00 feet. S 7s 
00' W 60.70 feet, S 75°56' W 
100.00 feet to the Easterly line 
of D Street thence Northw est­ 
erly along said line to the point 
of beginning. 
SECTION 
2: This 
Ordinance 
shall be published once in full be­ 
fore its final passage in the IN - 
DEPENDENT-JOURNAL, a daily 
newspaper of general circulation, 
¡printed, published and circulated 
n the City of San Rafael, and 
shall be in full force and effect 
thirty (30) days after its final 
passage. 
/«/ E. W. OULVER, Mayor 
(Seal) 
ATTEIST’ 
/«/ W. L. MORGAN, City Clerk 
The above and foregoing C har­ 
ter Ordinance No. 622 was read 
and 
introduced 
at 
a 
Regular 
M eeting of the City Council of 
the City of San Rafael, held on 
Monday, the 7th day of November, 
1955, and ordered passed to print 
by th e following vote, to wit: 
AYES: Councilmen Aby, Jensen, 
M clnnis, Wilson and Mayor Culver 
NOES: Councilmen None 
ABSENT: Councilmen None 
and will come up for adoption as 
an ordinance of the City of San 
R afael at an adjourned regular 
m eeting of the Council to be held 
on Monday, the 21st day of Nov­ 
ember, 1955 
/«/ W. L. MORGAN, 
(Seal) 
City Clerk 
No. 1008—Nov. 10, 1955 


set, 
all 


tion by the Superior Court on 
December 1, 1955 a t the hour of 
ten o’clock a. m. 
or 
thereafter 
w ithin the tim e allowed by law a t 
the office of GRAHAM, JAME3 
& ROLPH, 310 Sansome Street 
San Francisco 4, Califomia, 
the right, title, interest and es­ 
tate of said P. Athas, deceased, 
a t the time of his death and all 
right, title and interest the said 
estate has acquired by operation 
of law or otherwise, 
other than 
or in addition to th at of said P. 
Athas, deceased, a t the time of 
his death, in and to personal prop- • 
erty described as follows: 
One stove 
One refrigerator 
One mangle 
One deep freeze 
One washing machine 
One dryer 
Bids or offers are 
invited 
for 
said personal property as a unit 
and m ust be in writing and will 
be received at the office of G ra­ 
ham , Jam es & Rolph, 
attorneys 
for said estate, or may be filed 
with the Clerk of the said Superior 
Court or delivered 
to 
the 
said 
M artin J. Ness personally a t any 
tim e after first publication of this 
notice and before m aking said sale. 
The sale of said personal property 
herein described will be made for 
cash which will be payable ten 
per cent upon sale and the re­ 
m ainder upon confirm ation by th s 
Court. 
Dated: November 8, 1955 
/ s/ MARTIN J. NESS, 
Executor of the Last WiH 
and Testam ent of P. Athas, 
also known as Panos Athas, 
also known as Panagiotis L. 
Athanassoulias, deceased. 
GRAHAM, JAMES & ROLPH, 
310 Sansome Street, 
San Francisco 4, California, 
Attorneys for Executor. 
No. 1011—Nov. 10, 1955 


Peter Allen Sm ith, Atty. 


NOTICE OF PROBATE 
In the Superior Court of the 
State of California. In and for the 
County of M arin. In the m atter of 
the Estate of HAZEL JOSEPHINE 
MORROW, aka HAZEL J. MOR­ 
ROW, 
aka, 
HAZEL MORROW, 
Deceased. 
No. 11565 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NOTICE IS HEREBY GIVEN 
th a t a 
the 
tition for the 


4-H Club Slates 
Dinner, Show 


San Geronimo Valley 4-H Club 
will hold a fund-raising potluck 
dinner and present a show at the 
San Geronimo Community Hall 
starting at 7 p. m. tomorrow. 
A fter the dinner, club members 
will present vaudeville acts and a 
film vfill be shown. 
Money collected will go to help 
enlarge and improve facilities at 
Las Posada« 4-H sum m er camp 
used by M arin 4-H Club members. 
It is located above St. Helena in 
N apa County. 
The public is invited to the din­ 
ner and show, and should bring a 
hot dish or salad. 


Dotes For 1956 
'Mum' Show Told 
G arden Society of M arin, spon­ 
sor of the annual Chrysanthem um 
Festival a t the M arin A rt and G ar­ 
den Center in Ross, today a n ­ 
nounced the dates of the 1956 show 
as Oct. 27 and 28. 
The board of directors of the so­ 
ciety, a founder group of the Art 
and G arden Center, said it was 
announcing th« dates for next 
year’s festival unusually early as 
a courtesy to other county organ­ 
izations planning events next Oc­ 
tober. 


75 feet the road runs along a rock 
slope. 
Approved subdivision reouest of 
Councilman A1 Giesecke covering 
division of a portion of Lot 8 in 
the G ardner tract. 
Approved for the second time a 
variance application of Virginia 
Dixon covering setback of a car­ 
port. The application was approv­ 
ed at the commission’s last m eet­ 
ing, but it was found th a t require­ 
m ents for publication of notice had 
not been fulfilled, necessitating 
another vote on approval. 
Accepted a plan subm itted by 
Commissioners 
Roger 
Lescohier 
and Gerald Gooch setting location 
of the Miller avenue crossover at 
a point slightly northw est of C’s 
ham burger stand. Only one cross­ 
over was recommended. 
Issued an invitation to the pub­ 
lic to attend showing of the Mill 
Valley movie, a t 7:30 p.m , Nov. 
22, just before the next commission 
meeting. 


Duplex Zoning 


Approved For 


San Rafael Lots 


Three parcels of property on D 
street in San R afael were changed 
from first class residential to du­ 
plex zoning by action of the city 
council M onday night. 
The council upheld the recom­ 
m endations of the planning com­ 
mission and granted duplex zoning 
to M artin F. Grab, A. William 
Broadway, 
and 
H enry 
Smalley, 
who own adjacent lots on D street 
between 
A ntonette 
avenue 
and 
Wolfe avenue a t th e foot of Wolfe 
grade. 
No one opposed th e resoning. 
In other actions, the city coun­ 
cil: 
Took under submission four bids 
on a new heavy duty dump truck 
for the street departm ent to re­ 
place a 1941 model now in use. 
Rossi G arage bid $4,173 with $150 
trade-in; J. E. French $3,897 with 
$100 
trade-in; 
Bianco’s 
Garage 
$3,772 with $250 trade-in; 
and 
Ames Ford Sales $3,652 plus tax 
with $250 trade-in. 
Approved the final m ap of Loch 
Lomond U nit 3 in east San R a­ 
fael. Charles Hendrickson, 
San 
Rafael building contractor, is put­ 
ting up 11 homes next to the pres­ 
ent 
Loch 
Lomond 
subdivision. 
Work should be started this m onth 
and homes completed early next 
spring. 
Approved plans and specifica­ 
tions for rest room and storage 
locker a t Sun Valley Park. The 
estim ated $2,500 cost will come 
from 
th s 
park 
and 
recreation 
funds. 
Set Dec. 5 as date to open bids 
for 
a 
new 
three-w heel 
street 
sweeper. 
Set Nov. 21 as date to open bids 
for two new police cars to replace 
two now in use. Acting City M an­ 
ager John Shelley reported th a t 
one of the present squad cars has 
already topped 50,000 miles and 
the other is approaching th a t fig­ 
ure. The new cars will be obtained 
on a rental-purchase agreem ent 
with the city paying on the basis 
of mileage used. 
Approved the relocation of a 
drainage easem ent on the former 
site of the city yacht harbor, now 
being 
developed 
by 
Montecito 
Properties. The easement, which 
now runs through the center of 
the property, will be shifted to the 
east edge. 


•róbate of 
of Hazel Josephine M or­ 
row, deceased and for the issuance 
to HENRY BELDEN M cPIKE of 
letters testam entary thereon 
has 
been filed in this Court, and th a t 
Monday, the 21st day of November 
A. D., 1955 at 10 o’clock A. M. of 
said day, a t the courtroom of said 
Court, Dept. 2 a t the Court House 
in the City of San Rafael, has 
been set for hearing of said peti­ 
tion, when and where any person 
interested may appear and contest 
the same,, and show cause, if any 
they have, why said petition should 
not be granted. Refer to petition 
for further particulars. 
GEO. S. JONES, Clerk 
(Seal) 
By Jos. Henneberrv. Deputy Clerk 
PETER ALLEN SMITH, 
News Building, 
Sausalito, California. 
Attorney for Petitioner 
FILED: Nov. 9, 1955 
GEO. S. JONES, County Clerk 
By Jos. Henneberry, Deputy. 
No. 1009—Nov. 10, 11, 12, 14, 15 
16, 17, 18. 19, 955 


G raham , Jam es Ss Rolph, Attys. 


NOTICE OF NON­ 
RESPONSIBILITY 
I will not be responsible for any 
debts or obligations contracted by 
CHARLES RUSSELL BRAZELL* 
on or after NOVEMBER 7, 1955. 
D ated: November 9, 1955. 
KATHLEEN (ILLSLEY) 
BRAZELL 
No. 1012—Nov. 10, 11, 12, 14, 15, 
1955 


Legal Notices 


CHARTER ORDINANCE NO. 622 


AN ORDINANCE AMEN D I N G 
CHARTER ORDINANCE 
N O . 
514, THE ZONING ORDINANCE 
OF THE CITY OF SAN RA­ 
FAEL MARIN COUNTY, CAL­ 
IFORNIA, BY A M E N D I N G 
SECTION 2.2 THEREOF, BE­ 
ING THE ZONING MAP OF 
THE CITY OF SAN RAFAEL, 
CALIFORNIA. 
R E Z O N I N G 
CERTAIN PROPERTY ON “D” 
STREET BETWEEN 
ANTON­ 
ETTE 
AVENUE 
AND 
WOLF 
AVENUE FROM AN R -l SIN­ 
GLE FAMILY 
RESIDENTIAL 
DISTRICT TO AN R-2 DUP­ 
LEX RESIDENTIAL DISTRICT 


NOTICE OF SALE OF 
REAL ESTATE 
In the Superior Court of the 
State of California, in and for the 
County of M arin. 
In the M atter of the Estate of 
P. ATHAS, also known as PANOS 
ATHAS. also known as PANA­ 
G IO TIS L. ATHANASSOULIAS, 
Deceased. 
No. 11475 
Notice is hereby given th a t the 
undersigned, Executor of the Last 
Will and Testam ent of P. Athas, 
also known as Panos Athas, also 
known as Panagiotis L. A thanas- 
souHas. Deceased, will sell at pri­ 
vate sale to the highest bidder for 
cash and subject to confirm ation 
by said Superior Court on T hurs­ 
day, December 1, 1955, a t the hour 
of ten o’clock a. m., or thereafter 
w ithih the tim e allowed by law, 
a t the office of Woodson Realty 
Company, No. 4 Tunstead Avenue, 
San Anselmo, California, all the 
right, title, interest and estate of 
said P. Athas, at the time of his 
death, and all the right, title and 
interest th a t the said estate has 
by operation of law or otherwise 
acquired other th an or in addi­ 
tion to th a t of the said P. Athas, 
a t the time of his death, in and 
to th a t certain parc’el of land par­ 
ticularly described as follows, to 
wit: 
. Lot 631, as shown upon th a t cer­ 
tain 
Map 
entitled 
‘Map 
of 
Greenbrae, Sub. No. Four, M arin 
County. Calif.’ 
recorded 
J a n ­ 
uary 17, 1951 in Book 7 of Maps 
a t page 26, in the office of the 
County Recorder of the County 
of M arin, 
State of California, 
commonly known as 219 N orth 
Almenar Drive, Greenbrae, San 
Rafael, California. 
Bids are invited for said prop­ 
erty and m ust be in writing and 
will be received a t the office of 
Woodson Realty Company, No. 4 
Tunstead Avenue, 
San Anselmo, 
California, or may be filed with 
the Clerk of the 
said 
Superior 
Court, or delivered to the said ex­ 
ecutor personally at any tim e after 
the first publication of this Notice 
and before the making 
of 
said 
sale. 
Terms 
and 
conditions of sale: 
Cash in lawful money of the United 
States of America, ten per cent 
of the purchase price to be paid 
on day of sale, balance on confir­ 
m ation of sale by the Court. Deed 
at the expense of purchaser or 
purchasers. 
D ated: November 8, 1955 
/ s/ MARTIN J. NESS, 
Executor of the Last Will 
and Testam ent of P. Athas, 
also known as Panos Athas, 
also known as Panagiotis L. 
Athanassoulias. deceased. 
GRAHAM, JAMES Sc ROLPH, 
310 Sansome Street, 
San Francisco 4, California, 
Attorneys for Executor. 
No. 1010—Nov. 10. 11. 12. 14, 15, 16, 
17, 18, 19, 21, 22, 23, 25, 26, 28, 
1955. 


NOTICE INVITING SEALED 
BIDS FOR FURNISHING TWO 
(2) AUTOMOBILES. SEDAN, 
FOUR DOOR, 8 CYLINDER 
P ursuant to order of the City 
Council of the City of San Rafael, 
California, directing this purchase: 
Notice is hereby given th at seal­ 
ed bids will be received by th« 
City of San Rafael, M arin County, 
California, a t the office of the 
City M anager in the City Hall. 
San Rafael, for the furnishing ana 
delivery of two (2) Automobiles, 
Sedan, Four Door, 8 Cylinder. 
Specifications and general con­ 
ditions covering this equipm ent 
may be obtained from the office of 
the City M anager, City Hall, San 
Rafael, California. 
Bids shall be submitted in w rit­ 
ing 
and 
shall show 
the total 
am ount of bid subm itted for the 
furnishing and delivery of such 
equipment* f.o.b. City Hall, San 
Rafael, California. 
All bids shall be accompanied by 
cash or an unconditional certified 
or cashier’s check or a bank or 
postal money order or bid bond 
in an am ount not less th an ten 
per cent (10%) of the bid price, 
payable to the City of San R afael, 
as a guarantee for the execution 
of the contract between the said 
successful bidder and said City; 
and th e filing of a bid together 
w ith such guarantee hereunder 
shall constitute the said bidder's 
agreem ent th a t (1) said guarantee 
shall be forfeited to the City of 
San Rafael, as liquidated damages, 
if said bidder, as th e successful 
bidder fails to execute the con-j 
tract for said work w ithin te n 
(10) days after w ritten notifica­ 
tion to do so, and (2) th a t the 
am ount of said guarantee shall 
be presumed to be the am ount of 
dam ages sustained by said City 
because of said bidder’s failure to 
so execute the contract, and (3) 
th a t from the nature of the cas® 
it would be im practicable or ex­ 
trem ely difficult to fix the actual 
dam age Sustained by said City 
^ecause of such failure. 
Bids will be accepted up to th s 
hour of 8:00 o’clock p.m. on th e 
21st day of November, 1955, and 
will be publicly opened and read 
aloud at or about th a t time in th e 
Council Chambers of the City Hall, 
A” Street, San Rafael. California, 
The City reserves the right to 
reject any or all bids. 
BY 
ORDER OF THE CITY 
COUNCIL OF THE CITY 
OF 
SAN RAFAEL, CALIFORNIA. 
Dated: November 7, 1955. 
(SEAL) 
W. L. MORGAN 
City Clerk 
No. 1005—Nov. 10, 17, 1955. 


Rafael do ordain as follows: 
8ECTON 1: Section 2.2 of C har­ 
ter Ordinance No. 514, the Zon­ 
ing Ordinance of the City of San 
Rafael, 
M arin 
County, 
Califor­ 
nia, being the zoning m ap of said 
City 
of 
Bea 
Rafael, is hereby 


G raham , Jam es & Rolph, Attys. 


NOTICE OF SALE OF 
PERSONAL PROPERTY 
In the Superior Court of the 
State of California, in and for 
the County of Marin. 
In the M atter of the Estate of 
P. ATHAS, also known as PANOS 
ATHAS, 
also known as PANA 
GIOTIS L. ATHANASSOULIAS, 
Deceased. 
No. 11475 
Notice 
is 
hereby 
given 
th at 
MARTIN J. NESS as Executor of 
tha Estate of P. Athas, Deceased, 
will sell at private sale to the high­ 
est and best bidder upon the terms 
and 
conditions 
hereafter 
m en­ 
tioned and subject to confirm a- 


(1) 


NOTICE INVITING SEALED 
BIDS FOR FURNISHING ONH 
STREET SWEEPER, THREB 
WHEEL DESIGN 
P ursuant to order of the Citv 
Council of the City of San Rafael, 
California, directing this notice: 
Notice Is hereby given th a t seal­ 
ed bids will be received by the City 
of San Rafael, M arin County, Cali­ 
fornia, a t the office of the City 
M anager in the City Hall, San 
Rafael, for the furnishing and 
delivery of one (1) Street Sweeper, 
Three Wheel Type Design. 
Specifications and general con­ 
ditions severing this equipm ent 
may be obtained from the office of 
the Cty M anager, City Hall, San 
Rafael, California. 
Bids shall be subm itted in w rit­ 
ing 
and 
shall show 
the 
total 
am ount of bid subm itted for the 
furnishing and delivery of such 
equipm ent f.o.b. Corporation Yard, 
Francisco Blvd., San Rafael, Cali­ 
fornia. 
All bids shall be accompanied by 
cash or an unconditional certified 
or cashier’s check or a bank or 
postal money order or bid bond 
m an am out not less than ten per 
cent (10%) of the bid price, pay­ 
able to the City of San Rafael, as 
a guarantee for the execution of 
the contract between the said suc­ 
cessful bidder and said City; and 
the filing of a. bid together with 
such guarantee hereunder shall 
constitute the said bidder’s agree­ 
m ent th a t (1) said guarantee shall 
be forfeited to the City of San R a­ 
fael, as liquidated damages, if said 
bidder, as the successful bidder 
fails to execute the contract for 
said work within ten (10) days 
after w ritten notification to do so. 
and (2) th at the am ount of saia 
guarantee shall be presumed to be 
the am ount of damages sustained 
by said City because of said bid­ 
der’s failure to so execute the con­ 
tract, and (3) th a t from the nature 
of the case it would be im prac­ 
ticable or extremely difficult to fix 
the actual dam age sustained by 
said City because of such failure. 
Bids will be accepted up to the 
hour of 8:00 o’clock p.m. on tha 
5th day of December, 1955, and 
will be publicly opened a n i read 
aloud at or about th at time in tha 
Council Chambers of the City Hall, 
“A” Street. San Rafael. California. 
The City reserves the right to 
reject anv or all bids. 
By 
ORDER 
OF 
THE 
COUNCIL OF THE 
CITY 
SAN RAFAEL. CALIFORNIA. 
D ated: November 7, 1955. 
(SEAL) 
W L. MORQAJf 
City Clerk 
No. 1007—NOV. 10. 17, 1058 


CITY 
OF 


2 4 
Thursday, Nov. 10, 1955 
R A D I O 
bacilo Station KTIM HIGHLIGHTS 


Friday, Nov. 11, 1955 
7:00~Country Lee Crosby 
7:30—Coffee k Donut New* 
8:00—Country Lee Crosby 
8:30—KTIM Kiock 
8:45—KTIM Newspaper of 
the Air 
9:00—Music You Want 
9:45—Gift For A Friend 
10:00—Agnelo Clementino 
10:45—North Bay Music Shop 
11:00—Kitty Oppenheimer 
11:30—United Market’s Swap 
Shop 


11:40—Today's Top Tunes 
12:00—KTIM Newspaper of 
the Air 
12:15—Luncheon With KTIM 
12:30—Marin Man on the 
, 
Street 
12:45—A Gift For a Friend 
1:00—Northbay Musical 
Journal of the Air 
1:45—College of Marin vs. 
Napa JC. 
4:30—Lee Crosby Hambone 
Stomp 
5:00—Sign off 


• 
TELEVISION TONIGHT 
• 


CH.—5:00 P. M. 
4—Playhouse 
5—Deputy Dav# 
7—Mickey Mouse 
Club 
9—Stop. Look, Listen 
13—Movie 
32—Meditation* 
5:30 P. M. 
4—Happy Holly 
5:45—Firem an 
5—Deputy Dave 
7—Mickev House 
Club 
9—Buckskin Bob 
13—Ram ar 
32—W estern 
6:00 P. M. 
4—Firem an Frank 
6:20—Science Lab. 
5—News 
6:15—New* 
7—Sky King 
13—Sheena 
32—Around Bay 
6:30 P. M. 
4—Cisco Kid 
5—Sgt. Preston 
7—Capt. M idnight 
13—Roy Rogers 
32—Movie 


7:00 P. M. 
4—G reat Gildersleeve 
5—Life Of Riley 
7—Capt. G allant 
13—Roy Rogers 
7:30 P. M. 
4—Dinah Shore 
7:45—News 
5—I Search for Adv. 
7—Lone Ranger 
9—Speeding Reading 
13—Gabby Hayes 
32—John Hardy 
8:00 P. M. 
4—Grouchp Marx 
5—Bob Cummings 
7—Bishop Sheen 
9—America in Making 
13—Duffy’s Tavern 
32—Racing Film 
8:30 P. M. 
4—People’s Choice 
5—Climax 
7—Stop the Music 
9—Keyboard 
13—Guy Lombardo 
32—Three Guesses 
9:00 P. M. 
4—Dragnet 


CH.—7:00 A. M. 
4—Today 
5—Panoram a Pacific 
8:30 A. M. 
5—This Morning 
9:00 A. M. 
4—Tenn. Ernie 
5—Valiant Lady 
:15 Love of Life 
9:30 A. M. 
4—Feather your Nest 
5—Search for To­ 
morrow 
:45 Guiding Light 
10:00 A. M. 
4— Ding Dong School 
5—Life W ith Father 
10:30 A. M. 
4—Search for Beauty 
5—Love Story 
11:00 A. M. 
4—Home 


FRIDAY * 
5—Robert Q. Lewis 
11:30 A. M. 
5—Art Linkletter 
7—Laff Time 
12 NOON 
4—M atinee T heater 
5—Big Payoff 
7—Shopper's M atinee 
12:30 P. M. 
5—Bob Crosbv 
1:00 P. M. 
4—Date With Lif* 
: 15 First Love 
5—Brighter Day 
:15 Secret Storm 
1:30 P. M. 
4—Mr. Sweeney 
:45 Mod Romances 
5—Movie 
7—On Your Account 
2:00 P. M. 
4—Pinky Lee 


5—Climax (contd.) 
7—Star Tonight 
9—People 
13—Football Film 
32—Science Preview 
9:30 P. M. 
4—T heater 
5—4 S tar Playhouse 
7—Down You Go 
13—Football Film 
32—W restling 
10:00 P. M. 
4—Video Theater 
5—H arry Owens 
7—Parks Precinct 
13—Dateline Europe 
10:30 P. M. 
4—Video T heater 
(continued) 
5—W anted 
7—S. F. Tonight 
13—News 
10:45—W restling 
32—Movie 
11:00 P. M. 
4—The H unter 
5—Movie 
7—SF Tonight (cont) 
11:30 P. M. 
4—Tonight 
5—Movie 
7—Film 


7—W estern 
2:30 p. IVf. 
4—Howdy Doody 
7—W estern 
3:00 P. M. 
4—Playhouse 
5—G arry Moore 
7—Queen for a Day 
113—Tic Tac Toe 
3:30 P. M. 
7—W estern 
4:00 P. M. 
4—News 
:0fj Playhouse 
7—W estern 
13—News 
:15 Movie 
4:30 P. M. 
5—Strike It Rich 
7—Boston Blackie 
9—People 


RADIO TONIGHT 


5:00 P. M. 
KSFO—D. Sherwood 
KFRC—Bob & Ray 
KNBC—Joe Gillespie 
KCBS—E. Murrow 
KGO—News 


5:15 
KNBC—Sports-W olfe 
KCBS—Calif. Edition 
:25 News 
KG O —Bill Stern 


5:30 
KFRC—News 
KGO—Wm. W inter 
KNBC—News. I. Blue 
KCBS—Tom Harmon 


5:45 
KFRC—Sports, News 
KNBC—E. Peterson 
KCBS—News; 
:55 Pt. of Law 
KGO—Bob G arred 


6:00 P. M. 
KFRC—Gabe H eatter 
KNBC—M asters of 
Melody 
KCBS—Rosemary 
Clooney 
KGO—Fred Jorgensen 


6:15 
KNBC— :25 News 
KCBS—L. Thom a s 
KFRC—Behind Story 
KGO— :25 News 
6:30 
KFRC—News 
KNBC—Fun In Sun; 
:35 Lone Ranger 
K C B S-A m os n Andy 
:55 News 


KGO— : 40 Wall St. 
Final 
6:45 
KFRC—News 
:55 H. Wismer 
KGO—J. Vandercook 
7:00 P. M. 
KFRC—Official 
Detective 
K N B C -Ira Blue 
KCBS—Godfrey 
Digest 
KGO—Edw. Morgan 
7:15 
KSFO—Don Klein 
KNBC—Fibber & 
Molly 
KGO—Fix It 
:25 News 
7:30 
KFRC—Crime Fighter 
KNBC—News; 
:35 Best in Music 
KCBS—News 
:35 Jack* Carson 
KGO—Eddie Cantor 
8:00 P. IVf. 
KFRC—Proudly We 
Hail 
KNBC—News 
KCBS—News 
:05 Tenn. Ernie 
KGO—World and You 
8:15 
* 
KNBC—One M an’s 
Family 
8:30 
KCBS—My Son Jeep 
:45—Bing Crosby 
KNBC—Wheel of 
Chance 
:35 G reat Gilder 
sleeve 


7:00 A. M. 
KFRC-KCBS—News 
KNBC—Doug Pledger 
KGO—News 
:05 Geo. Lemon! 


7:15— 
KNBC—Leisure, News 
K FR C —Breakfast 
Gang 
KCBS—This Is S. F. 


7:30 
KNBC—Doug Pledger 
KCBS—News 
KGO—Geo. Lemont 
:40 News 


7:45 
KFRC—News 
KNBC—News 
KGO—John Harvey 
KCBS—H arry Babbitt 


8:iH> A. M. 
KFRC—News-Engle 
ivNBC—Doug Pledger 
KCBS—Here s 
Weaver 
KGO—Breakfast Club 
8:15 
KFRC—News, Sports, 
News 
KCBS—New* 
8:30 
KNBC—Doug Pledger 
KFRC—Bible Institute 
KCBS—Make Up Mind 
8:45 
KCBS—Howard Miller 
9:00 A. M. 
KFRC—Cecil Brown 
KCBS—Wendy 
W arren 
KNBC—Doug Pledger 
KGO—News 
:10 B. Crocker 
9:15 
KCBS—Here's Roth 
KGO—Bob Garred 
KNBC—M arj. King 
8:30 
KFRC—Bess Bye; 
Barton Buick 
KNBC—M arj. King 
:35 Norman Vincent 
Peale 
KCBS—Helen T rent 
KGO—True Story 
0*45 
KNBC—M arj. King 
KCBS—Gal Sunday 
KGO— :55 Whispering 
Streets 
10:0« A. ML 
KFRC—New* 


FRIDAY 
KNBC—M.M. McBride 
:05 Norman Peale 
KCBS—Godfrev Show 
KCBS—Road of Life 
10:15 
KFRC—Tello Test 
KCBS—Ma Perkins 
KGO—Girl M arries 
KNBC—News 
:35 Weekday * 
10:30 
KFRC—Show Hits 
KNBC—Strike It Rich 
KCBS—Dr. Malcne 
KGO—Companion 
10:45 
KCBS—Guiding Light 
11:00 A. JVL 
KNBC—Weekday 
KCBS—Mrs. Burton 
KGO—Fred Jorgensen 
KFRC—Sam Hayes 
:05 Story Time 
11:15 
KCBS—Perry Mason 
KFRC— :25 News 
11:30 
KCBS—Nora Drake 
KNBC—News 
:35 Weekday 
KFRC—Queen for a 
Day 
11:45 
KNBC—Perry Como 
KCBS—Aunt Mary 
12 NOON 
KNBC—News. Ranch 
New* 
KCBS—News, Cassell 
KGO—Bill Adams 
12:15 
KNBC—Ranch News 
KCBS—Downbeat 
Parade 
KGO—Bay News 
KFRC—Art Baker 
»2:3® 
Carousel 
£x®s -~H°use Party 


KFRC—Cliff Engle 
12:45 
KNBCT Fibber & 
Mollv 
£ £ * C-C lm Engle 
Stuthman 
1:0* P M. 
KN^S rR ig h t To 
KFKL—c Entrl* 
KNBC-:5b Bav imp» 
| 
:05 Back To bim» 


TONIGHT’S DIALING 
7:00 — Official 
Detective: 
‘Double Alibi” (KFRC) 


PICTURE LINES 
5:30 — Happy Holly; Pre- 
Christm as 
visit 
to - S anta’s 
workshop (KRON) 
8:30—Climax: 
M arilyn Er- 
skine. 
Dennis 
O’Keefe 
and 
Phyllis T haxter in "Scheme 
To D efraud” <KPIX) 
8:30 — Keyboard: 
Marcu* 
Gordon gives piano lessons by 
television (KQED) 
9:00—S tar Tonight: M arian 
W inters in “Finders Keepers” 
(KGO-TV) 
9:00—Football Film: 
S tan­ 
ford vs USC (KOVR) 
9:00 — People: 
"Roots of 
Prejudice” < KQED) 
9:30—T heater: Scott Brayd 
In "Blue Ribbon” < KRON) 
10:00—Video Theater: Betty 
Blythe nd Francis de Sales in 
"Bedtime Story” (KRON) 
11:00—Movie: Derm ot W alsh 
and Lana Morris in 
"Straw 
M an” (KPIX) 


Folk Dancing Class 
To Meet Saturday 
Second meeting of the interm e­ 
diate folk dance class will be held 
at 8 p. m., Saturday in the Green- 
brae school. The class will con­ 
tinue on the second and fourth 
Saturday nights for an indefinite 
period. All interested folk dancers 
are welcome, said Charlie Rein­ 
dollar of San Anselmo, class in­ 
structor. 


legal Notice_____ 


Trowbridge & Peebles, Attys. 


ORDER TO SHOW CAUSE ON 
APPLICATION FOR 
CHANGE OF NAME 
In the Superior Court of the 
State of California, in and for the 
County of Marin. 
In the M atter of the Applica­ 
tion 
of 
CHARLES 
LAURENCE 
PORTER, for Change of Name. 
No. 26374 
«. 
WHEREAS. 
CHARLES LAUR­ 
ENCE PORTER has filed his peti­ 
tion with the clerk of this court 
for permission to change his nam e 
from 
C H A R L E S 
LAURENCE 
PORTER to CHARLES LELAND 
PORTER * 
NOW, THEREFORE, it is here­ 
by ordered th at all persons in­ 
terested in the m atter aforesaid 
appear at departm ent No. 2 of 
the said 
Superior Court at the 
courthouse in the City of San 
Rafael, County of M arin, State 
of California, on the 28th day of 
November, 1955, a t the hour of 
2 o’clock P. M. of said day, and 
then and there to show cause, if 
any they may have, why said ap­ 
plication 
for 
change 
of 
name 
should not be granted. 
It is further ordered th a t a copy 
of this order to show cause c 
published 
in 
the 


Legal Notice 


of this notice, in the office of the 
clerk of the Superior Court of the 
State of California in and for the 
County of M arin, 
or to present 
them, with the necessary vouch­ 
ers, w ithin six m onths after the 
first publication of this notice to 
the said Adm inistrators 
at 
the 
law offices of FREITAS, ALLEN, 
McCa r t h y & BETTINI, Freitas 
Building, San Rafael, California, 
the same being their place of busi­ 
ness in all m atters connected with 
the estate of said deceased. 
BERNICE M. HAYES and 
JOHN F. HEALY, 
A dm inistrators of the Estate 
of the above named deceased. 
FREITAS, ALLEN, MCCARTHY 
& BETTINI, 
Freitas Building, 
San Rafael, California. 
Attorneys for Administrators. 
GEO. S. JONES. County Clerk 
No. 938—Oct. 20, 27, Nov. 3, 10, 17, 
1955 


E. W arren McGuire, Atty. 


NOTICE TO CREDITORS 
In the M atter of the Estate of 
JENNIE 
V. 
McMAHON, 
a l s o 
known 
as 
JENNIE 
VERONICA 
McMAHON, Deceased. 
No. 11515 
NOTICE is hereby given by the 
undersigned JEANETTE E. HOW­ 
ARD, A dm inistratrix of the Estate 
of Jennie V. McMahon, also known 
as Jennie Veronica McMahon, de­ 
ceased, to the creditors of and all 
persons having claims against the 
said decedent, to file them , with 
the necessary vouchers, within six 
m onths after the first publication 
of this notice, in the office of the 
clerk of the 
Superior Court of 
the State of California in and for 
the County of M arin, or to present 
them, with the necessary vouch­ 
ers, within six m onths after the 
first publication 
of 
this notice 
to the said Adm inistratrix at the 
office of E. WARREN McGUIRE, 
Attorney at Law, Cheda Building, 
San Rafael, California, the same 
being her place of business in all 
m atters connected with said estate 
of Jennie V. McMahon, also known 
as Jennie Veronica McMahon, de­ 
ceased, 
DATED: October 25, 1955 
JEANETTE E. HOWARD, 
A dm inistratrix of the Es­ 
tate of Jennie V. McMahon, 
also known as Jennie Ver­ 
onica McMahon, deceased. 
E. WARREN McGUIRE, 
Attorney for A dm inistratrix 
GEO. S. JONES, County Clerk 
No. 963—Oct. 27, Nov. 3 ,10, 17, 
24. 1955 


Pendergrass & Baty,*Attys. 


Legal Notice« 


David M enary, Jr., Atty. 


NOTICE OF PROBATE 
In the Superior Court of the 
life 


Legal Notices 


by operation of law or otherwise 
acquired, other than or in addi­ 
tion to th a t of said decedent at 
the tim e of her death, in and to 
State of California, in and for the j th at certain real property situate 
County of Marin. 
i in the County of M arin, State of 
In the M atter of the Estate of California, and more particularly 
LOUISE SHARP, also known a* ■ described as follows, to wit: 
LOUISE KNUTSEN SHARP, De- 
PARCEL ONE: 
ceased 
No. 11562 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NOTICE IS HEREBY GIVEN 
th a t a petition for the probate of 
the will of Louise Sharp, also 
known as Louise K nutsen Sharp, 
deceased and for the issuance to 
HYLDA 
KNUTSEN 
of 
letters 
testam entary thereon 
has 
been 
filed in this Court, and th at M on­ 
day, the 28th day of November, 
A. D., 1955, at 10 o’clock A. M. 
of said day, a t the courtroom of 
said Court, Dept. 2 at the Court 
House, in the City of San Rafael, 
has been set for hearing of said 
petition, when and where any per­ 
son interested may appear and 
contest the same, and show cause, 
if any they have, why said peti­ 
tion should not be granted. Refer 
to petition for further particulars. 
GEO. S. JONES, Clerk 
By M. Beukema, Deputy Clerk 
DAVID MENARY, JR., 
Attorney for Petitioner 
FILED: Nov. 3, 1955 
GEO. S. JONES, County Clerk 
By M. Beukema, Deputy 
No. 991—Nov. 7, 8, 9, 10, 11, 12, 
14, 15, 16, 17, 1955 


to show cause be 
Independent- 


NOTICE TO CREDITORS 
In the M atter of the Estate of 
CHARLES 
H. 
STEWART, 
De­ 
ceased. 
No. 11,530 
NOTICE Is hereby given bv the 
undersigned MARY 
ELIZABETH 
DALTON, A dm inistratrix with the 
Will annexed 
of 
the 
estate of 
Charles H. Stew art, deceased, to 
the creditors of and all persons 
having claims against 
the 
said 
decedent, to file them , with the 
necessary vouchers, 
w ithin 
s ix 
months, after the first publication 
of this notice, in the office of 


KFRC—Palace Pers. 
KGO—Events of the 
Day 
9 .00 P. M. 
KFRC—News 
KNBC—W hat Price 
Freedom 
KCBS—Show Time 
KGO—Back to Bible 
:05 Jay Snyder 
.9:15 
KNBC—W hat Price 
Freedom 
KFRC—Fulton Lewi* 
9:30 
KNBC—Dance Time 
KFRC—Football 30 
:45 Top Pops 
:45 Johnny Dollar 
KGO—Jay Snyder 
10:00 P. M. 
KFRC—Eve. Serenade 
KN BC—Reporter 
KCBS—News 
KGO—News 
10:15 
KFRC—Cedric Foster 
KNBC—Dance Time 
to M idnight 
KCBS—Looking ’em 
Over 
KGO—Jay Snyder 
10:30 
KNBC—Health Talk 
:45 Top Tunes 
KCBS—Music Hour 
11:00 P. M. 
KFRC—News Wheel 
KCBS—Starlite 
11:30 
KCBS—Music 
12 MIDNIGHT 
KCBS—Music - 5 a w 
KGO—Bible 


innrncii 
a 
! the clerk of the Súperior Court 
Hrrniatinn SfihiÆhpH 
rîfv nf 
State of California in and 
of San Rafael County o fM a rití 
t S Ä 
i i i 
State of California, once a week p ^ 
XM&CflMiry 
for four successive weeks next pre­ 
ceding the date set fdr the hear­ 
ing thereof. 
DATED: Oct. 17, 1955 
JORDAN L. MARTINELLI, 


vouchers, within six m onths after 
the first publication of this notice 
to the said A dm inistratrix with 
the Will Annexed at the law of­ 
fices of ROBERT W. PENDER- 
Judge of the Superior Court 
10W 
J 
FILED: Oct. 17 ,1955 
GEO. S. JONES, County Clerk 
By Geo. Gnoss. Deputy. 
No. 941—Oct. 20 ,27, Nov. 3, 10, 1965 


Freitas, Allen, M cCarthy 
Bettini, Attys. 


NOTICE TO CREDITORS 
In the M atter of the Estate of 
| MARY ELIZABETH HEALY, De­ 
ceased. 
No. 11514 
NOTICE is hereby given by the 
undersigned Adm inistrators of the ROBERT W. PENDERGRASS 
estate of the above nam ed de­ 
ceased, to the creditors of and all 
persons having claims against the 
said decedent, to file them , with 
the necessary couchers, within six 


Rafael, M arin County, California, 
the same 
being 
selected 
place 
of business in all m atters con­ 
nected with the estate of Charles 
H. Stewart, deceased. 
D ated: October 31, 1955 
MARY ELIZABETH DALTON. 
Adm inistratrix ■with the Will 
Annexed of the estate of 
Charles H. Stewart, 
de­ 
ceased. 
DAVID BATY, 
A ttorney for said A dm inistra­ 
trix with the Will Annexed. 


m onths after the first publication 1, 1955 


DAVID R. BATY, 
1000 F ifth Avenue, 
San Rafael, Califorlna, 
GEO. S. JONES, Countv Clerk. 
No. 985—Nov. 3, 10, 17, 23, Dec. 


DAILY C R O S S W O R D 


:20 Syd Chatton 
KGO—Eddie Cantor 
1:15 
KNBC—Stella Dallas 
1:30 
KFRC—Syl C hatton 
KNBC— VVidder Brown 
KGO—John Harvey 
1:45 
KNBC—Pepper Young 
3:00 P. M. 
KFRC—News 
:05 Chatton 
KNBC—Woman In 
House 
KCBS—Godfrey Show 
KGO—John Harvey 
2:15 
KNBC—Claude Rains 
KFRC— ;25 News 
KCBS—A. Godfrey 
2:30 
KFRC—Syd Chatton 
:25 News 
KNBC—News 
:35 Weekday 
KCBS—W omen’s News 
2:45 
KNBC— :55 News 
KCBS—Fashion and 
Fun 
3:00 P. M. 
KFRC—Syd Chatton 
KNBC—Weekday 
KCBS—Bill Weaver 
KGO—John rfarvey 


3:30 
KFRC—Svd Chatton 
KNBC—Hotel for Pets 
K C B ^-B lll Weaver 
3:45 
KFRC—Tello Test 
KNBC—Joe Gillespie 


4:00 P. M. 
KFRC—Fulton Lewis 
KNBC—Music 
KCBS—Protect. 
League 
KGO—John Harvey 
4:15 
KFRC—Hemingway 
KNBC—Music, 
Gillespie 
KCBS—Protect. 


4:30 
KFRC—Here’s Answer 
KCBS—Jan e Todd 
KCBS—Godfrey Show 


DOWN 
1. The conti­ 
nents of the 
w estern 
hemisphere 
2. Girl’s 
name 
3. Grow old 
4. Pronoun 
5. Transpar- 
. entiy thin 
6. A paleo­ 
lithic stone 
implement 
7. Touch end 
to end 
8. Steel pin 
in early 
rifle 
9. A blind 
alley 


11. Little 
child 
13. Edge 
of 
a hat 
15. A deep 
cut 
17. Form al 
eulogies 
19. Here 
(Lat.) 
21. Insect 
22. Small top 
spun w ith 
the fingers 
23. Printing 
error 
25. Is of the 
right size 
*27. Having toe* 
29. H arangue 


B B S e 
B0HS 
H 30 a 
EBDÍS 
Q3EÜ - a HQBI1H 
ESED 
a s s n s s 
OH 
[AMm KfflE 
ÖUidKHIS 
QjBSB! 
□ 0 0 
S 9 0 
i SSSH SE 
HHB1 asm 
an 
nu an ças 
s a a s s E 
BOSS 
mmm s 
s o n s 
0 9 E 9 


Y«it«rdiy'a Answer 
31. Constel­ 
lation 
32. Sown (H er.) 
33. Excuse 
34. Coin 
(Turk.) 
36. W eight 
(Den.) 
38. Music note 


ACROSS 
1. Oriental 
nurse 
5. Young 
oyster 
9. Semblance 
10. Custom 
12. Pure and 
simple 
13. W hite 
sturgeon 
(Black Sea) 
14. Lever 
15. Saluted 
16. Sloth 
17. Capital 
of Egypt 
¿8. Division 
20. Tardy 
24. Archaic 
form of 
"say” 
25. Not so 
coarse 
26. Apoplexy 
(Plant 
Pathol.) 
27. Giggle 
28. Projection 
of 
a 
comb 
30. T anta­ 
lum 
(sym.) 
31. Seeks 
ambi­ 
tiously 
34. Kettle 
35. To load 
again 
36. Coins 
(Latvia) 
37. A catkin 
38. Place for 
public 
discussion 
39. Com fort 
40. F irst man 
(Bib.) 


D A IL Y C R Y P T O Q U O T E — H e r e ’s h o w to w o rk it: 
A X Y D L B A A X R 
Is L O N G F E L L O W 
One letter simply stands for another. In this example A is used 
for the three L’s, X for the two. O’s, etc. Single letters, apoe- 
trophies, the length and formation of the words are all hint*. 
Each day the code letters are different, 


A Cryptogram Qnotation 


O N 
Z P G C 


% 


l 
2 
4- % 


5 
6 18 % 
9 
% 


10 
11 


12 
? i 


13 


14- 
15 


lb 
- i 
n ' 
%% % 
Ifc 
19 
% 


20 
21 
22 
23 


24- 
• ; ! 
25 


2b 
21 
%d4 


26 
29 
30 


3l 
32 il 
% 


3* 
• 


1>5 
% 


3b 


11 


i 


3B 
% 
39 
% 


4-0 
% 


Z S 
H C C O 


L R V O T K J O 
Z C 
V N H O Q S 


B P V O C , 
U B L Q V O 
O B C V C 


Y N 
V Q N U Q S 
H P V O - Q N X C Q P J C . 


Yesterday's Cryptoqootet ART 18 LONG, AND TIME IS 
FLEETING—LONGFELLOW. 
Distributed by Klag Fssturs* Syndics!* 


Robert H. Andresen, Atty. 


NOTICE OF PROBATE 
State of California, 
County of M arin—ss. 
In the Superior Court of the 
State of California, in and for 
the County of M arin. 
In the M atter of the Estate of 
JOHN E. PEGUES, Deceased. 
No. 11563 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
NOTICE IS HEREBY GIVEN 
that a petition for the probate 
of the will of John E. Pegues, 
deceased and for the issuance to 
SUSAN B. PEGUES 
of 
letters 
testam entary thereon 
has 
been 
filed in this Court, and th at Mon­ 
day, the 28th day of November. 
A.D., 1955, at 10 o’clock A. M. of 
said day, a t the courtroom of said 
Court, Dept. 2 at the Court House, 
in the City of San Rafael, has 
been set for hearing of said pe­ 
tition. when and where any per­ 
son interested may appear and 
contest the same, and show cause, 
if any they have, why said peti­ 
tion Should not be granted. Refer 
to Petition for further particulars. 
GEO .S. JONES. Clerk 
Bv M. Beukema. Deputy Clerk 
ROBERT H. ANDRESEN, 
Keystone Bldg.. 
Mill Valley, Calif., 
Attorney for Petitioner. 
FILED: Nov, 4. 1955 
GEO. S. JONES, County Clerk 
Bv M. Beukema, Deputy 
No 995—Nov. 7. 8, 9, 10, 11, 12, 
14, 15, 16, 17, 1955 


Gardiner, Riede & Elliott, Attys. 


Legal Notices 


NOTICE OF PRORATE 
State of California, 
County of M arin—ss. 
In the Superior Court of the 
State of California, in and for 
the County of M arin. 
In the M atter of the Estate of 
HOWARD D. BOWEN, Deceased. 
No. 11561 
Notice of time set for proving 
Will, etc., and Application for 
Letters Testam entary. 
_ _________________ ______ 
NOTICE IS HEREBY GIVEN of way of the Northwestern Pacific 


Being lot numbered thirty four 
(34), as shown and delineated 
and so designated upon the Map 
entitled "Map of the Raymond 
T ract Ross Valley, M arin Coun­ 
ty, Cal., Subdivision One” filed 
in the office of the Recorder of 
M arin County, State of Califor­ 
nia. on the 3rd day of August, 
A. D., 1905 in Map Book "2” at 
page 30. 
Excepting therefrom the portion 
of said lot 
conveyed 
by 
Ida 
Meagor to M athias P. Schau by 
deed dated November 29, 1911 
and recorded December 13, 1911 
in Liber "139” of Deeds a t page 
454 described as follows, to-w it: 
Beginning at a point in the 
Easterly line of lot’ 34 of the 
Raymond T ract according to the 
m ap of said tract entitled "Ray­ 
mond T ract Ross Valley M arin 
Co. Cal.” filed in the office of 
the Recorder of the County €>f 
M arin on August 3, 1905 distant 
Northerly along 
said 
Easterly 
line 56 feet from the Southeast­ 
erly corner of said lot 34 thence 
Westerly in a straight line on a 
course the westerly prolongation 
of which would intersect 
the 
Northwesterly corner of the strip 
of land conveyed by 
Thomas 
D anforth Boardman to the party 
of the second p art herein by 
deed dated April 29, 1909 and 
recorded November 29, 1911 in 
the office of the County Re­ 
corder of the County of M arin 
to the Southeasterly line of the 
strip of land last above referred 
to as having 
been 
deeded 
by 
Boardman 
to 
Schau 
thence 
North 52° 40' East along said 
last mentioned line to the east­ 
erly line of the right of way of 
the North Shore Railroad and 
thence Southerly along said last 
mentioned line 35 feet to the 
B 
aint of beginning. 
ARCEL TWO: 
Beginning at the most Southerly 
corner of the lot of land con­ 
veyed 
by 
Thomas 
Danforth 
B o a r d m a n 
t o 
M a t h i a s 
P. 
S c h a u 
by 
d e e d 
dated 
April 29th, 1909 and recorded 
November 29th, 1911 in the of­ 
fice of the County Recorder of 
the County of M arin, running 
thence N o r t h 2 2 ° ll'W e st5 3 
feet to the Northwesterly cor­ 
ner of the lot above referred to 
thence Easterly in a straight 
line on a course the 
easterly 
prolongation of which would in­ 
tersect a portion in the Easterly 
line of lot 34 of the Raymond 
T ract according to the map of 
said tract entitled 
“Raymond 
T ract Ross Valley 
M arin Co., 
Cal.” filed in the office of the 
Recorder of the County of M a­ 
rin on the 3rd day of August, 
1905 distant Northerly along said 
Easterly line 56 feel from the 
Southeasterly corner of s a i d 
lot 34 to the Southeasterly line 
of the lot of land first above 
referred to thence Southwest­ 
erly 
along 
the 
Southeasterly 
line of the lot of land last above 
referred to, to the place of be­ 
ginning. 
Being 
the 
lot 
conveyed 
by 
M athias P. Schau to Ida Mea- 
gor by deed dated 
November 
29, 1911 and recorded Februarv 
6, 1912 in Liber 141 of deeds at 
page 173 in the office of the 
County Recorder, M arin County, 
State of California. 
PARCEL THREE: 
T hat portion of the former right 


Legal Notices 


th a t a petition for the probate 
of the will of Howard D. Bowen, 
deceased, and for the issuance to 
AMERICAN TRUST COMPANY, 
a corporation, of letters testam ent­ 
ary thereon has been filed in this 
Court, and th a t Monday, the 21st 
day of November, A. D.. 1955, at 
10 o’clock A. M. of said day, at 
the courtroom of said Court, Dept. 
2 at the Court House, in the City 
of San Rafael, has been set for 
hearing of said petition, 
when 
and where any person interested 
may appear and contest the same, 
and show cause, if any they have, 


Railroad Company, as describ­ 
ed in deed recorded in Liber 538 
of Official Records at page 447, 
which lies between the extension 
Easterly of the Southerly line 
of Lot 34, as shown upon th at 
certain map entitled, "Raymond 
Tract, Ross Valley, M arin Coun­ 
ty. 
Cal.”, 
recorded 
August 3, 
1905. in Liber 2 of Maps at page 
30, Records * of M arin County, 
and the extension Easterly of 
the Northerly line of the prop­ 
erty as described in Liber 386 
of Official Records at page 402. 
Said property above 
described 
why said petition should 
not 
be will be sold as one parcel. Terms 
granted. 
and conditions of sale: 10% in 
GEO. S. JONES. Clerk 
; cash to accompany bid; balance 
By D. T. Cleveland. Deputy Clerk to be paid either ‘in cash or on 
GARDINER. RIEDE 
& ELLIOTT. 
418 Albert Bldg., 
San Rafael, Calif., 
Attorneys for Petitioner. 
FILED: Nov. 3, 1955 
GEO. S. JONES. County Clerk 
Bv D. T. Cleveland, Deputy. 
No. 989—Nov. 4, 5, 7, 8, 9, 10, 11, 
12, 14, 15, 1965 


Melvin, Faulkner, Sheehan 
<fc Wiseman, Attys. 


terms of credit approved by said 
Superior Court and secured by a 
deed of tr u s t. upon the property 
sold; deed, certificate of title, or 
title insurance, at the expense of the 
purchaser or purchasers; taxes and 
insurance to be pro rated as of 
the date of confirm ation of sale 
by said court. The executor re­ 
serves the right to reject any and 
all bids or offers. 
Bids or offers are invited for 
____________________________________said property and m ust be in w rit- 
NOTICE OF PROBATE 
SS*1 maY be delivered to said 
IN THE SUPERIOR COURT OP J ig r m v i EISNER." *°TTTTHPT T* 
THE STATE OF CALIFORNIA, 
Elb,r; ER * TITCHELL, 


46.033 feet; 
thence N 4*58' E 
30.714 feet to the southerly line 
of an 80.0 foot road right of way 
described in Resolution 479, City 
of San Anselmo; 
thence along 
said Road line S 85°02' E 99.19 
feet; thence on a curve to the 
right whose center bears S 4° 
58' W radius 192.0 feet, distance 
107.642 feet; thence on a curve 
to the right whose center bears 
S 37°05'20" W, radius 93.56 feet, 
distance 68.324 feet to the "True 
• Point of Beginning.” Containing 
0.39.acres, more or less. 
WHEREAS: The building locat­ 
ed on said real property is in a 
rundown and unsightly condition 
and as such in need of extensive 
repairs the cost of which would 
represent 
an 
unw arranted 
ex­ 
penditure of public funds; and 
WHEREAS: The said real pro­ 
perty is too valuable to be con­ 
tinued iii use for any public pur­ 
pose and should become tax rev­ 
enue producing; and 
WHEREAS: There is no present 
or future public need for said land 
or building 
thereon 
and 
public 
interest, convenience and neces­ 
sity require 
th at 
said 
valuable 
property be declared surplus to 
the needs of the City of San An­ 
selmo; and 
WHEREAS: Said real property 
should be sold to private interests. 
NOW, 
THEREFORE, 
BE 
IT 
RESOLVED AS FOLLOWS: 
1. T hat the recitals in the prem ­ 
ises herein are true. 
2. T h at the real property here­ 
inbefore described shall be pub­ 
licly offered for sale under sealed 
bids and sold to the best bidder 
under the following 
conditions, 
among others: 
1. The best bid may be in cash, 
or partly cash and partly 
land suitable for public use, 
or all land suitable for pub­ 
lic use; the City Council to 
determ ine what is and w hat 
is not the bid; any and all 
bids may be rejected by the 
City Council without cause. 
2. All bids shall be accom­ 
panied 
by 
at 
least 
10% 
down of the cash price. 
3. Title search, title insurance, 
and escrow costs a t the ex­ 
pense of the purchaser. 
4. Property to be sold subject 
to 
all 
encumbrances 
and 
easements of record, 
and 
deed to be without w arranty 
express or implied. 
5. Sealed bids to be mailed or 
delivered to the City Clerk 
of the Town of San Anselmo 
after 12:00 o’clock noon on 
the 1st day of December, 
1955. and before 8:00 o’clock 
P. M. on the 13th day of 
December, 1955. 
Each bid 
to be enclosed in a sealed 
envelope 
within 
a 
sealed 
covering 
or 
m ailing 
en­ 
velope. 
6. All bids to be opened 
at 
8:00 o’clock P. M. on the 
13th day of December, 1955, 
in the 
Council Chambers, 
San Anselmo City Hall, at 
the regular meeting of the 
City Council. 
7. All bidders m ust agree to 
raze the existing structure 
within six (6) m onths after 
the same is vacated by the 
City and not to use or a t­ 
tem pt to use the same dur­ 
ing said six (6) m onths per­ 
iod for any purpose unless 
and until first approved by 
the City Planning Commis­ 
sion upon w ritten applica­ 
tion to th at Body. 
8. All bidders m ust agree to 
the City’s continued use of 
the real property and build­ 
ing thereon for a period of 
«six (6) m onths from closing 
of the sale without ren t or 
any charge whatsoever. 
9. All bidders m ust agree to 
post bond guaranteeing the 
perform ance 
of razing of 
the 
building 
and 
provide 
public liability insurance in 
limits of $100,000.00 for in­ 
jury 
to 
one 
person 
and 
$300,000.00 
for 
injury 
to 
more than one person and 
$100,000.00 
property 
dam ­ 
age; such bond and insur­ 
ance at the expease of the 
bidder. 
DATED: October 25, 1955. 
/S/ ANITA GANNON, 
City Clerk 
I HEREBY CERTIFY th a t the 
foregoing 
Resolution 
w a s 
duly 
passed and adopted a t an adjourn­ 
ed regular meeting of the City 
Council of the CITY 
OF 
SAN 
ANSELMO, held on the 25th day 
of October, 1955, by the following 
votes: 
AYES: Councilmen Booth, M ar­ 
tin. W ashburn, Smith 
NOES: Councilmen None 
ABSENT: Councilmen Ball 
/S/ ANITA GANNON. 
City Clerk 
No. 983—Nov. 3, 10, 17, 23, Dec. 1, 
8, 12, 1955. 


CITY OF SAN ANSELMO 


IN AND FOR THE COUNTY OF 
MARIN 
____ 
IN THE MATTER OF THE ES­ 
TATE OF DEBRA ELLIS, also 
known as DEBRA O’KEEFE EL­ 
LIS, Deceased. 
NO. 11555 
Notice of tim e set for proving , 
Will, etc., and Application for Let­ 
ters Testam entary 
NOTICE IS HEREBY GIVEN 
th at a petition for the probate of 
the will of DEBRA ELLIS, also 
known as DEBRA O’KEEFE EL­ 
LIS, deceased and for issuance to 
JOHN R. B. ELLIS of letters testa, 
m entary thereon has been filed in 
this Court, and th a t Monday, the 
14th day of November, A. D., 1955 
at 10 o’clock A. M. of said day, at 
the courtroom of said Court, Dept. 
2 a t the Court House, in the City 
of San Rafael, has been set for 
hearing of said petition, when and 
where any person interested may 
appear and contest the same, and 
show cause, if any they have, why 
said petition should not be grant­ 
ed. Refer to petition for further 
particulars. 
GEO. S. JONES, Clerk. 
(Seal) 
By H. HUDSON, »eputv Clerk. 
MELVIN. FAULKNER. SHEEHAN 
& WISEMAN, Attorneys for P et­ 
itioner Balfour Building, San 
Francisco 4. California 
FILED: Oct. 28. 1955 
GEO. S. JONES, County Clerk 
By H. Hudson, Deputy. 
No. 973—Oct. 31, Nov. 1, 2, 3, 4, 5, 
7, 8, 9 .10. 1955. 


Eisner & Titchell, Attys. 


NOTICE OF SALE OF REAL 
PROPERTY AT PRIVATE SALE 
In the Superior Court of the 
State of California, in and for 
the County of Marin. 
In the M atter of the Estate of 
ALMA F. STRAUS, also known 
as ALMA STRAUS. Deceased. 
No. 11505 
NOTICE IS HEREBY GIVEN 
th a t on or after November 17, 
1955, the undersigned, MARTIN 
WALTER STRAUS, as Executor 
of the Will of the above named 
decedent, will sell at private sale, 
to the highest bidder, upon the 
term s hereinafter set forth and 
subject to confirm ation by the 
above entitled Superior Court, nil 
the right, title, interest, and es­ 
tate of said decedent at the time 
of her death, and all cne right, 
title, and interest said estate has 


1074 Mills Building, San Francisco, 
California, or may be filed in the 
office of the Clerk of said Superior 
Court at any' time after the first 
publication of this notice and be 
fore the making of said sale. 
Dated: October 28. 1955 
MARTIN WALTER STRAUS 
Executor of the Will of Alma F. 
Straus, deceased. 
No. 977—Nov. I, 2, 3, 4. 5, 7, 8, 
9, 10, 11, 12, 14, 15, 16, 17, 1955. 


CITY OF SAN ANSELMO 
RESOLUTION NO. 674 


NOTICE OF PUBLIC SALE OF 
SURPLUS, MUNICIPALLY 
OWNED, REAL PROPERTY 


A 
RESOLUTION 
DECLARING 
CERTAIN 
REAL 
PROPERTY 
KNOWN AS THE CORPORA- 
T I O N 
O R 
MAINTENANCE 
YARD 
LOCATED 
A T 
S I R 
FRANCIS 
D R A K E 
BOULE­ 
VARD AND CENTER BOULE­ 
VARD TO BE SURPLUS PRO ­ 
PERTY N O T NEEDED FOR 
PUBLIC USE A N D DECLAR­ 
ING AN INTENTION TO SELL 
THE SAME. 


WHEREAS: The following de­ 
scribed real 
property commonly 
known as the "Corporation” or 
“M aintenance Y ard” is owned by 
the City of San Anselmo: 
BEGINNING at the northeast 
corner of th a t certain real pro­ 
perty described in "Parcel Two”, 
in the deed from Northwestern 
Pacific Railroad to John J. and 
Pearl Ongaro, recorded Septem ­ 
ber 8, 1943, in Volume 460 of 
Official Records, Page 16; ru n ­ 
ning thence along the northerly 
line of said Parcel, N. 76 45 30" 
W 53.04 feet to the southeast 
com er of "Parcel One”, describ­ 
ed in the deed from City of San 
Anselmo to John J. and Pearl 
Ongaro, recorded Dec. 14. 1950, 
in Volume 673, Official Records 
Page 
148; 
thence 
along 
the 
easterly line of said last m en­ 
tioned Parcel N 2 54' E 9.02 feet 
to the most northerly corner 
thereof, being the "True Point of 
Beginning” of the parcel herein 
described; running thence N 87° 
06' W 196.49 feet to the north­ 
easterly line of a roadway as 
same is described in Resolution 
#485, recorded October 10, 1950, 
in Volume 661, Official Records 
Page 
328; 
thence 
along 
t h e 
northeasterly and easterly lines 
of said Road N 47’47' W 31.894 
feet; thence on a curve to the 
right whose center bears N 42* 
13 
E, radius 50.0 feet, distancs 


TO ALL INTERESTED PER­ 
SONS: 
NOTICE IS HEREBY GIVEN 
th at the CITY OF SAN ANSEL­ 
MO, a municipal corporation of 
the sixth class, will sell to the best 
bidder the following described real 
property, owned by the City, which 
the City Council in Resolution No. 
674 declared to be surplus real 
property and ordered sold: 
BEGINNING a t the northeast 
corner of th a t certain real pro­ 
perty described in "Parcel Two”, 
in the deed from Northwestern 
Pacific Railroad to John J. and 
Pearl Ongaro,«recorded Septem ­ 
ber 8, 1943, in Volume 460 of 
Official Records. Page 16; ru n ­ 
ning thence along the northerly 
line of said Parcel, N. 76’45'30" 
W 53.04 feet to the southeast 
corner of "Parcel One”, describ­ 
ed in the deed from City of San 
Anselmo to John J. ahd Pearl 
Ongaro, recorded Dec. 14, 1950, 
in Volume 673, Official Records 
Page 
148; 
thence 
along 
the 
easterly line of said last m en­ 
tioned Parcel N 2°54' E 9.02 feet 
to the most northerly corner 
thereof, being the "True Point of 
Beginning” of the parcel herein 
described; running thence N 87° 
06' W 196.49 feet to the north­ 
easterly line of a roadway as 
same is described in Resolution 
#485, recorded October 10, 1950, 
in Volume 661, Official Records 
Page 
328; 
thence along 
t h e 
northeasterly and easterly lines 
of said Road N 47=47' W 31.894 
fjpet; thence on a curve to the 
right whose center bears N 42* 


13' E, radius 50.0 feet, distancs 
46.033 feet; 
thence N 4*58' B 
30.714 feet to the southerly line 
of an 80.0 foot road right of way 
described In Resolution 479, City 
of San Anselmo; 
thence along 
said Road line S 85°02' E 99.19 
feet; thence on a curve to the 
right whose center bears S 4*' 
58' W radius 192.0 feet, distance 
107.642 feet; thence on a curve 
to the right whose center bears 
5 37°05'20" W, radius 93.56 feet, 
distance 68.324 feet to the "True 
Point of Beginning.” Containing 
0.39 acres, more or less. 
The above real property is locat­ 
ed a t the northw est corner of Sir 
Francis Drake Boulevard and Cen­ 
ter Boulevard and 
is 
commonly 
known as the City Corporation or 
M aintenance Yard. 
The term s and conlitions of the 
sale are as follows: 
1) The City Council reserves th e 
right to reject any or all bids. 
2) Bids or offers will be con­ 
sidered of either (a) all cash, 
lawful money of the U nited 
States, or 
(b) partly such 
cash and partly real property 
suitable for public use, or (c) 
all such real property. 
3) Bids must be accompanied 
by 
a bank draft, 
cashier’s 
check or money order in an 
am ount equal to ten (10%) 
per cent of the cash price 
offered. 
4) All bids m ust be signed by 
the bidder and be enclosed 
in a sealed 
envelope 
con­ 
tained within another sealed 
covering or mailing envelope. 
5) Bids will be accepted by the 
City Clerk of the City of San 
Anselmo after 12:00 o’clock 
noon on the 1st day of Dec­ 
ember, 1955, and before 8:00 
o’clock P. M. on the I3th day 
of December, 1955. Bids w?ill 
be opened at 8:00 o’clock P. 
M. on December 13, 1955, in 
the Council Chambers of the 
San Anselmo City Hall at the 
regular m eeting of the City 
Council on th a t day. 
6) The City Council reserves the 
right to withhold decision as 
to what bid constitutes the 
"best” bid until 8:00 o’clock 
P. M. on the 11th day of Ja n ­ 
uary, 1956. 
7) The said real property is be­ 
ing sold subject to all en­ 
cumbrances 
and 
easements 
of record, if any, and title 
search 
and 
title insurance 
and escrow' costs shall be at 
the expense of the bidder. 
8) Deed of conveyance will be 
by deed 
without 
w arranty 
express or implied. 
9) All closing and escrow costs 
to be at the expense of the 
purchaser. 
10) Each 
bidder 
shall 
clearly 
specify the use to which the 
land shall be put and th e 
type of building to be erect­ 
ed thereon. Plans and draw ­ 
ings of any such building will 
be of help in evaluating the 
bids and may be subm itted 
any time before final action 
by the City Council. 
11) All bidders must 
agree 
to 
raze the 
existing structure 
within six (6) m onths after 
the same is vacated by the 
City and not to use or a t­ 
tem pt to use the same during 
said six (6) months period 
for any purpose unless and 
until first approved by 
the 
City 
Planning 
Commission 
u p o n 
wTitten 
application 
made to th a t body. 
12) All bidders m ust agree to 
the City’s continued use of 
the real property and build­ 
ing thereon for a period of 
six (6) months from closing 
of the sale without rent or 
any charge whatsoever. 
13) All bidders m ust agree to 
post bond guaranteeing the 
perform ance of razing of the 
building and provide public 
liability insurance in limits 
of $100,000.00 for injury to 
one person and 
$300,000.00 
for injury to more than one 
person and $100.000.00 proper­ 
ty damage; such bond and in­ 
surance at the expense of the 
bidder. 
14) All final papers, documents 
or instrum ents to be either 
drawn or approved 
by 
the 
City Attorney. 
15) The 
successful 
bidder 
to 
select 
the 
Title 
Insurance 
Company to act as escrow’. 
For further particulars see the 
map on file with the City Clerk 
of the City of San Anselmo. 
This notice shall be 
published 
once weekly in the SAN ANSEL­ 
MO TIMES and the INDEPEN­ 
DENT-JOURNAL up to, but not 
including the 13th day of Decem­ 
ber, 1955, and in addition shall 
be conspicuously 
posted 
In the 
following places: 
1. The San Anselmo Postoffice 
2. The San Anselmo Public 
Library 
3. The San Anselmo City Hall 
4. On the premises to be sold. 
DATED: October 25, 1955 
CITY OF SAN ANSELMO 
By /s / ANITA GANNON, 
City Clerk. 
No. 984—Nov. 3, 10, 17, 23, Dec. 1, 
8. 12, 1955 


Pillsbury, Madison <fc Sutro, Attys. 


NOTICE OF PROBATE 
In the Superior Court of the 
State of California, in and for 
the County of Marin. 
In the M atter of the Estate of 
WILLIAM 
J. 
CASSIDY. 
also 
known as W. J. CASSIDY, also 
known as WM. J. CASSIDY, De­ 
ceased. 
No. 11558 
Notice of time set for 
Will, etc., and Applicatl 
Letters Testam entary. 
NOTICE IS HEREBY GIVE1 
th at F L O Y D. CASSIDY 
ha 
filed herein a petition for th 
probate of the will of W illiam ^ 
Cassidy, alias, deceased and fo 
the issuance to Floy D. Cassid 
of letters testam entary 
thereor 
and th a t Monday, the 14th day c 
November, A D., 1955 at 10 o’cloc 
A. M., of said day, a t the court 
room of said Court. Dept. 2 at th 
Court House, in the City of Sa: 
Rafael, has been set for hearin 
of said petition. Refer to peti 
tion for further particulars. 
GEO. S. JONES, Clerk. 
(Seal) 
By Jack Stutz. Deputy Clerk 
PILLSBURY, MADISON 
6 SUTRO, 
Attorneys for Petitioner. 
FILED: Oct. 31, 1955 
GEO. S. JONES, County Clerk 
By Jack Stutz, Deputv. 
No. 975—Nov. 1, 2, 3, 4, 5, 7, 8, I 
10, 11, 1955 
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Î LEARN TO PLAY THE PIANO FREE! 


On 
Television 
starting 
tonight. 
Don't miss it! 
Tune 
in "K E Y ­ 
BO ARD," KQED, Channel 9 to­ 
night 
and 
every 
Thursday 
at 
8:30 P. M. 


Northern California Music Trades Assocaltlan 
T 
^ jr jr jr jr jr jr jr jr jr jr jr jr jr jr jr jT 
A 


It 


Classified Advertising 


1 «—Lost 


W H IT E fem ale 
cat, 
red« collar, 
Petalum a 
address. 
V i c i n i t y 
Frustuck 
and 
Wreden 
Aves., 
Fairfax. Call R atcliff, G L 4-6334 
before 10, after 3. 
_ 
___ 
C A D Y ’S 
purse, 
black, 
between 
Morrow’s D rive-In and G street, 
San Rafael. Saturday evening. 
Keep 
money—return 
contents. 
G L 3-2525.________________________ 
E O S T : 
yellow parakeet, vicinity 
Mom ingside Ct. & Broadmoor, 
S.A. Phone G L 4-4737. 
EO ST , 
ladies 
square 
Ham ilton 
w rist watch w ith black elastic 
band, vicinity Rafael Theatre. 
G L 4-5689. 


1-A — Found 


FO U N D San Rafael — tan female 
shepherd m ix w ith black nose. 
Found San Anselmo — female 
brown manchester terrier. Found 
San R afael — male brown and 
cocker mix. Found Bus Station 
M arin C ity — male black, terrier 
mix pup. Found Raphael Village 
— male black setter mix. Humane 
Society, G L 3-7812. 
f ’O UND M ill V alley: Fem ale gray 
short-haired kitten. Found M ill 
V alley: Fem ale 
tortoise 
shell, 
long-haired kitten. Found Kent- 
field: M ale tri-color beagle mix. 
Found Novato: M ale brindle and 
white boxer mix. 
Found 
San 
R afael: M ale brown and black 
C airn terrier mix. Hum ane So­ 
ciety, G L 3-7812. 
J ’O UN D alto intersection—female 
black labrador pup. Found Sau- 
salito— female black sheep dog 
mix, tan leather collar. Found 
Sleepy Hollow—male silver per- 
idam H um ^ 


2— Personals 


R ID E wanted from San Anselmo 
to vicin ity of Arm y and Evans 
Ave., San Francisco. 8 to 4:30. 
5 days week. Phone GLenwood 
3-5944. 
W a n t e d ride or join car pool 
Oak Manor, Fairfax to Financial 
district, S.F. W orking hours 8 
to 4:30. G L 3-1049. 
fjN W A N T ED H A IR removed per­ 
m anently. 
H attie 
Shahinian, 
registered nurse and electrolo 
gist. G L 3-3020 or G L 4-2739 
S i d e wanted from M arin C ity to 
Paradise Cove vicinity. Monday, 
Wednesday and Frid ay morn- 
ings. Phone G E neva 5-4497.____ 
T r a n s p o r t a t io n 
w a n t e d 
Compensation $20. 
Woodbine 
Upland. M ill Valley 
to 
Post 
G rant, San Francisco. 9-5 office 
hours. C all Y U 2-5325. Evenings, 
H Em lock 1-3443._________________ 
M A R IN C O UN TY 
Alcoholics Anonymous 
P. O. Box 266, San Anselmo 
Phone YUkon 2-4473 


Advertising 
Rates 


CASH CLASSIFIED 
RATES 


Minimum Charge 
(Basis 16 Words or Less) 


AD V. D E A D L IN E 5:45 P. M. 
1 Day _______________________ $1.00 
3 D a y s ______________________ 
2.00 
6 Days _................ 
3.00 
Each Additional Word 


1 
day per w o r d -------- $ .06 
2-3 
days per w o rd ---------- .12 
4-6 
days per w o rd ---------- .18 
7-9 days per w o rd ---------- .24 
10-12 days per w o rd ____________.30 
13-15 days per w o rd ---- _ _ .36 
16-18 days per w o rd ____________.42 
19-21 days per w o rd 
____ .48 
22-26 days per w o rd _________ 
M 


W O R D R A T E ads set first 
w o r d 
capitals, 
remainder 
lower case. If additional cap 
words 
desired, 
count 
two 
words for each. 
Only stan­ 
dard size body type used. 


C L A S S IF IE D D IS P L A Y s e t 
and charge in multiples of 
%-inch. 
Selected d i s p l a y 
types up to 24 point size may 
be used and words spaced as 
desired. 


T E R M S : CASH . 
If you are 
listed in the current M arin 
County telephone directory 
C 
ou may phone your ad and 
e billed upon first insertion. 
Payable upon receipt. 


GLenwood 4-3020 
DUnlap 8-2351 
TWinbrook 2-9020 


4— Salesmen Wanted 


A NATURAL 


Aggressive Frozen Food D istrib­ 
uting Co. offers 90-day trial of 
Home Freezer and frozen foods 
of all kinds. No down payment, 
no obligation to buy. Outstand­ 
ing commission on placing, plus 
a bonus on purchase following 
trial. Call Food Factors. 1411 4th 
St., San Rafael. G L 4-6182. 
_ 
M IL K salesman, have 
own 
car, 
commission. Phone 9 - 5:30. G L 
3-0324. 
_________ ____ 


8—-Business Services 


A L B E R T F. K O SH — B U IL D E R 
G LEN W O O D 3-1366 
Remodeling—Homes—Additions 
W IL L do dressmaking and altera­ 
tions in my home. Phone G L 
3-3968. 


5-A — Instruction 


HOMEWORK TROUBLE? 
W hy Not T ry 
“ S U P E R V IS E D S T U D Y ” 
See Dr.JW . Schuckm ann. GL4-6656 
K N IT T IN G —day or evenings. Ex- 
6 
ert 
instruction. 
Designing, 
locking, and remodeling. For 
inform ation call G L 4-8019. 
M A R IN SC H O O L-R EA L E S T A T E 
* New Class Starting 
« Morn, and Eve: Classes 
« Personalized Instruction 
« 8 Thorough Easy Lessons 
« Passing State Exam . Assured 
« Positions Available 
For inform ation and enrollment 
G L 3-6119 or G L 3-1847 
948 S ir Francis Drake, Kentfield 
G .I. F L IG H T SC H O O L 
Commercial Land and Sea Rating 
Commodore A ir Service Sa us. 100 
BEC O M E AN 
AIRLINE PILOT 
Korean Veterans—you are elig­ 
ible 
for 
Airline 
preparatory 
flight training at Governm ent 
expense. Requirem ent — honor­ 
able discharge. Apply & enroll at 
JU ST M A N F L Y IN G S E R V IC E 
2210Ei >Vash1ngton>iiS t^ ^ 


6— Positions Wanted 


E L D E R L Y lady would like to baby 
sit afternoons or evenings. Ref- 
erences. Phone G L 3-3797.______ 
W O R K wanted by young woman 
% day or 3 days week. O ffice ex­ 
perience and selling. References. 
G L 3-5948. 


3— Help Wanted 


C O M PA N Y representative wishes 
interview witn man with car to 
call on nearby 
rural 
fam ilies 
w ith 
complete line Household 
Products. Excellent opportunity 
for man who finds present work 
too hard. No experience needed 
to start. W rite R. Koenig, 306 
Adeline St., Oakland 20. 


R E T IR E D clothing salesman would 
like work. 
(Prefer 
part-tim e) 
Phone D Unlap 8-0859. 
E X P E R IE N C E D man desires work 
laying cement blocks, rock work 
painting. 31 Buena Vista Ave. 
San Anselmo, or w rite Postoffice 
Box 24. 
B O O K K E E P E R — general office 
desires full time. Excellent refer 
ences. DUnlap 8-4078. 
H A IR D R E S S E R wanted. Apply in j IR O N IN G IN M Y H O M E, exper 


A L T E R A T IO N S and T A IL O R IN G 
on men’s and women’s garments. 
A ll work expertly done. Reason­ 
able. G L 3-5426. 
E n S S IN G im portant b u s i n e s s 
calls? C all Betty High for in ­ 
form ation on telephone secre­ 
tarial service. G L 4-5100. “W e 
are in when you are out.’* 


3— Help Wanted_____ 


Check ihe 


Advantages of a 


Job as a Telephone 


Operator 


/ Good Pay 


/ Regular Salary 
Increases 


/ Earn while you 


person, Jackson’s Beauty Salon. 
80 Throckm orton Avenue, M ill 
Valley. 


ienced fancy linens, dresses, cur­ 
tains. G L 3-0585. 


SC H O O L boy for Saturday clean 
up chores. Steady. Ross home. 
G L 3-3878. 
______________ 
2 
livewire 
salesmen 
who 
are 
anxious to make $1,000 month. 
O nly requirements necessary — 
common sense a a lot of good 
honest 
hard 
work — Selling 
Am erica’s No. 1 cars—New Fords, 
at M arin ’s O N LY volume dealer. 
See Je rry Ham ilton, between 10 
and 4, Ames Ford Sales, 806 Ir- 
win St., San Rafael. 
_______ 
W O M AN companion 
for middle 


B U S IN E S S M AN 
Opportunity to secure services of 
aggressive college trained man 
33 who is willing to work hard 
for you to become established in 
M arin. Business degree, plus en­ 
gineering. plus sales experience 
7 yrs. resident, active local or 
ganizations. W rite Independent 
Journal Box 207 
for 
complete 
resume. 


G IR L of 19 wants child care for 
working 
mother. 
San 
Rafael 
area. Experienced. Best of refer 
ences. G L 4-9030. 
age lady, little housework 
ex- 
gTEN O , some medical experience 
cellent job for pensioner. Kent- 
field area. G L 4-4935. __ 
___ 
C O N T RA C TO R wanted w ith 
% 
acre or more to build under 
G I. Private party. Phone G L 
3-8163._____________ 
_ _ _ 
W A N T ED : Service Station attend­ 
ant. 
1001 
S ir 
Francis 
Drake 
Blvd., Kentfield. Associated Ser- 
vice S tation. 
AVO N C A L L IN G for Sales Repre­ 
sentatives 
in 
M arin 
County. 
Good opportunity for part or 
fu ll tim e work. W rite Independ­ 
ent-Journal Box 209. 
N EW C A R S A LE S M E N —Experi­ 
enced. Sell the 1956 engineering 


learn 


V Pleasant working 
conditions 


Apply today for the im portant 
work at 
464 M agnolia Ave., Larkspur 


Pacific Telephone 


Ü A R H O P 
W A N T ED . 
C IR C L E 
D R IV E IN , C O R T E M A D ER A 
T v Servicem an—experienced. Top 
wages and working conditions 
Apply in person, by phone or 
letter. A ll replies held strictly 
confidential. G L E N ’S Radio <fe 
T V , G L 4-7616.________________ 


W A N T ED — Teacher of parent 
eductaion. To supervise co-oper 
ative nursery school. Half-tim e 
position. 
W rite Independent 
Journal, Box 201, outlining qual 
ifications. 


EXECUTIVE TRAINEE 
Unlim ited future w ith rapidly 
expanding loan and finance or 
ganization. M an selected must 
have good appearance, ability to 
meet public, and desire #or rapid 
advancement. Age 21-28. Apply 
In person. Budget Finance Plan 
882 Fourth St. San Rafael. 
C A P A B L E m âture woman to care 
for home and 3 small children 
Live in. $150. Phone Corte M a 
der* 791-W. 
■ 


Legal Notice 


B E F O R E T H E P U B L IC U T IL I 
T IE S C O M M ISSIO N O F T H E 
S T A T E O F C A L IF O R N IA 
Application No. 37294 
Application of Northwestern Pa 
cific Railroad Company to dis 
continue 
the 
operation of pas 
senger trains Nos. 3 and 4 be 
tween San Rafael and W illits and 
between South Fork and Eureka. 
N O T IC E O F H E A R IN G 
N O T IC E IS H E R E B Y G IV E N 
that the Public U tilities Commis 
sion of the State of California has 
set the hearings in the above en 
titled m atter before Commissioner 
Untereiner and Exam iner Cline as 
follows: 
San Rafael, (Council Chambers 
C ity H a ll), Monday, November 
21, 1955 at 10:00 a. m. 
and 
Eureka, (W illiam Carson Mem­ 
orial Building, 
H arris and J 
Streets), Wednesday, November 
23. 1955 at 10:00 a. m. 
at which times and places ail in ­ 
terested parties may appear and 
be heard. 
B Y O R D E R O F T H E 
P U B L IC U T IL IT IE S 
C O M M ISSIO N 
Dated at 
San Francisco, 
this 
fcOth day of October, 1955 
R. J. P A JA L IC H , 
Secretary. Publlo U tilities 
Commission of the State 
of California. 
Na. 1003—Nov. ft* 10, IM0 


desires employment 
in 
M arin 
County. Phone D Unlap 8-4577. 
S T E N O G R A P H E R. 
dictaphone 
desires evening, Saturday work 
C all Mrs. Dvorak days, Sutter 
1 -3082. eves. G L 3-4243. 
R E L IA B L E woman wants house 
work, days. Live out, own trans 
? 
ortation. Can give references 
hone N ovato Tw inbrook 2-2427 
N IC E European desires housework 
by hour, good scrubber. Geneva 
5-4920^ 8-12 a.m. or 4-6 p.m.__ 
C O N G EN IA L man wants morn­ 
ing work. YO U N A M E IT ! Ph. 
Sausalito 753-W. 


FO R M IC A sink tops, counters. 
C A B IN E T S of all types. F U R N I­ 
T U R E made to order or refin­ 
ished. 
T H E W . D. B U T L E R CO. 
931 2nd St., San Rafael 
G L 3-9233 or Corte Madera 915-W 
C A R P E N T E R 
Remodeling, 
all 
types. 
Jobs 
large or small. Experienced and 
insured. G L 3-5266. 
H O M ES, patios, fences, etc. In ­ 
sured. For a saving before you 
build. C U R R Y , G L 4-9720. 
CABINET MAKING 
Custom made furniture, altera­ 
tions, 
repairs. 
General 
wood 
working. Ralph Brookman, G L 
3 - 4 4 5 0 . __________________ 
H O M E 
B U IL D IN G . 
Alterations 
and repairs. Concrete forms and 
finish. Free estimates. Licensed 
and insured. Phone Corte M a­ 
dera 121Q-J._________________ _ 
T R E E S removed reasonably. Also 
wood cutting. Trash and brush 
removed. Reliable and careful. 
Land cleared. Sausalito 1572-R. 


R O C K R E T A IN IN G W A L L S 
Terraced gardens—garden walks 
—small cement 
work. 
Phone 
G L 4-8390. 


FO R M IC A installed. Best tu-tone 
and s e l f - e d g i n g techniques 
Bathroom or kitchen remodel­ 
ing. W ork by day or w ith own 
er. G L 4-5630. 
D O N T miss im portant calls. Let 
me answer your phone and do 
your typing. G L 4-7138 or G L 
4-8019. 


14— Garden Supplies 


A-l R IC H D A R K T O P S O IL 
F IE L D S T O N E 
D EL. R E A S. 
H E R B SA X T O N ________ G L 4-3204 
S T E E R M A N U R E—rich. Black top 
soil, rates on orders over 10 yards. 
Delivered. Calls refunded on or­ 
ders. 
Novato. 
Twinbrook 
2- 
2896. 
A-l T O PSO IL, F E R T IL IZ E R 
Fieldstone, rock. Reasonable — 
delivered. B O B H ER M A N , G L 
4-9995 or G L 3-3149. 
F R E E F IL L 
SU N V A L L E Y 
G LEN W O O D 4-3089 
BR O S. 
N E R V I AN I 
G A R D EN S U P P L IE S 
For a better lawn and garden 
use our prepared top soil and 
fertilizer for lawns, flower gar­ 
dens and vegetable gardens 
G L 4-2662 Field Stone G L 4-0804 


F R E E —beautifully marked fluffy 
black and white female kittens. 
7 weeks old. Phone Larkspur 
767 - W .____________________________ 
G ER M A N shorthair Pointers. Reg­ 
istered. 4 months. Shots, wormed 
D Unlap 8-3202._________________ 
D O G S 
boarded, 
training, 
obed­ 
ience, 
hunting. 
Professional 
trainer. Jim Mace, Acorn Acres 
Kennel. T W 2-2728. 


P A R T collie pups, white, cheap. 
D U 8-0344._____________________ 


B O X E R puppy — A K C —excellent 
pedigree. 
Reasonable. 
D U 
8- 
6589.____________________________ 


K IT T E N S free to good homes. D U 
8-4561. 
_ _ _ _ _ 


G U T T E R S C LEA N ED 
AND R E P A IR E D 
PH O N E G L 3-6889 


B O S T O N 
puppies, 
registered 
champion sired. Male, $35; fe 
male, $50. 
C all after 5, 
G L. 
4-1163. 


P A IN T IN G — D EC O R A T IN G 
Sheet rock taping, paper hang­ 
ing. 
Phone GLenwood 3-6889 
Mr. Sim p so n . 
__ _________ 
C A R P E N T R Y , cabinets, remodel­ 
ing, foundations, 
patios. 
T er­ 
mite inspections 
and 
repairs. 
Contracts or by hour. Faulkner. 
GLenwood 4-5728._______________ 
K IT C H EN - B A T H A LT E R A T IO N S 
W A T E R H E A T E R S E R V IC E 
Janssen's Plumbing 
_____________ G L 4-8000 
___ 
P A IN T IN G & D EC O R A T IN G 
NO JO B TO O SM A LL 
W . S. M IX , C.M. 212 A F T E R 5 


Overhead Garage Doors 
CUSTO M M A D E 
F R E E E S T IM A T E S 
A L L W O R K G U A R A N T EED 


E-Z GARAGE DOOR CO. 
607 Francisco Blvd., S R. 
G L 3-3789. G L 4-9226 
P A IN T IN G AND D EC O R A T IN G 
P A P E R H A N G IN G 
SH E E T R O C K T A P IN G 
Insured Licensed Contractor 
Knute Langm uir, G L 4-4627_ 
R O C K 
W A L L S 
Brick & Stone patios, fireplaces 
G L 4-2748. 20 Years experience 
C RO W N G LA SS CO. 
515 FR A N C ISC O BLV D ., 
G LA SS — M IR R O R S 
SH O W ER D O O RS 
PH O N E G L 4-7109 


C O C K ER 
S P A N IE L 
P U P P IE S 
FO R 
SA LE . 
W A LT O N D A LE 
K E N N E L S , 
R E G I S T E R E D 
TW inbrook 2-9305.____________ 
B O X E R puppies, fawn, 6 weeks 
good dispositions, No papers. $35 
TW inbrook 2-3189. 
D A C H SH U N D S — champion sired 
smooth and long haired. Pets 
and show prospects. Terms on 
Christm as 
puppies. 
D Unlap 
8-0767. 
S IA M E S E adult free to good home 
if agree to spay. Phone G Len 
wood 4-7849. 
^ 
H U N T E R S 
Attention! 
Brittany 
Spaniels, 5 month old males 
Sired by French and Am erican 
champions. 
Training 
already 
started. 
S o n o m a . 
W Ebster 
8-2916. 


masterpiece. Liberal commission P R A C T IC A L N U R S E — DAY' OR 
- 
— 
1 
N IG H T . GO O D R E F E R E N C E S . 
S A U SA LIT O 779-M. 
______ 
Don's Gardening Service 
It ’s time to winterize your gar­ 
den, pruning, trim m ing, mulch- 
ing and clean-up. G L 3-8820 


and demo plan. DeLong Chevro­ 
let. 550 Francisco Blvd., San Ra- 
fael. G L 3-7353._________________ 
H O U S E K E E P E R 
companion 
for 
business 
woman 
and 
mother. 
Pleasant home, M ill Valley, live 
in, plus wages. W rite Independ- 
ent J ournal Box 211.____________ 
Y O U N G men 17-18%. Subm arine 
Force, w ith world’s only atomic 
ships. Offers career, pay, educa­ 
tion, 
in 
Subm arine 
Reserve. 
Independent-Journal B ox 206. 
E X P E R IE N C E D civil engineering 
draftsmen or very capable junior 
engineer for varied work with 
sm all engineering organization. 
Phone G L 4-8653 or G L 4-9151. 


C A B IN E T maker, carpenter. Hour, 
day or contract. Estim ates. No 
job too small. G L 3-6851 or G L 
3-1308. 
M IL E S ’ G A R D E N IN G S E R V IC E 
Fa ll clean-up, hedge trimming, 
shrubs, pruning, tree work. 
IM M E D IA T E S E R V IC E 
B R U S H . H A U LIN G R U B B IS H 
G L 4-6704, G L 3-7914 


A S SIS T A N T bookkeeper-account­ 
ing clerk, female, for general 
office opening. Preference given 
prior lumber firm experience in 
footage computation and lumber 
terminology'. Salary open. Ser­ 
vice 
Lumber 
Co.. 
M arinship, 
Sausalito, Calif. Phone M r. H ill, 
Saifs. 1811 for appointment. 
E L D E R L Y lady to live in. Take 
care of two children, aged 3 yrs., 
and 2 wks. old. Board and room 
plus salary. Evenings 
between 
6:30 and 7 D Unlap 8-0829 or see 
at 597 Ethel Ave.________________ 
B E A U T Y operator part time. E i­ 
leen’s Beautv Salon. D U 8-5441 
or D U 8-5185.__________ ________ 
M EN wanted to do roofing. Ma 
rin County 
Roofing 
Co., 
450 
Francisco Blvd., San Rafael, G L 
3-351U _ 
« 
R E L IA B L E woman to care for 2 
children, 8 and 5, Light house­ 
work, cook dinner. W orking par­ 
ents. Steady job. G L 4-8102 days, 
G L 3-3293 eves. 


JA P A N E S E 
W A N T S 
G A R D EN 
W O R K . DUnlap 8-6009 
HANDYMAN work alone or with 
you. Wood, cement, gutter clean­ 
ing, 
cement mixer, truck 
G L 4-6482. G L 4-7976. 
B A B Y S IT T E R , responsible, de- 
E 
endable high school girl, 50c 
our. Lives vicinity Hilldale-Se- 
quoia Park, San Anselmo. G L 3- 
«978. 


W O M A N to live in. Light house­ 
work, 2 children 4 and 5. R e f­ 
erences. 
Independent-Journal, 
Box 205.__________________________ 
W A N T ED young man to learn re­ 
tail business. Possible sales abil­ 
ity. Good future. C all M r. Me- 
Gowan, G L 4-2770.__________ 
W A N T ED : rough carpenter, capa­ 
ble to set up forms and footings. 
Phone G L 3-5358.__________ _ 
P O S IT IO N open in private school 
for competent woman to assist 
in dining hall service. Exper­ 
ience unnecessary if w illing to 
learn. Hours 7 to 3. W rite busi­ 
ness office Box A, Ross. 
H O U S E K E E P IN G 
and 
cooking, 
small modern home. Live in. No 
children. 
References 
required. 
$175. Independent-Jouranl Box 
203. 


7— Business Personals 


‘DO it yourself”—we’ll help you. 
Sta rt making those Christm as 
gifts now. V isit our shop and 
factory. Plenty of free parking. 
931 2nd St., San Rafael. Look 
for the sign “ Hobbies.” G Len ­ 
wood 3-9233 or Corte Madera 
915-W.____________________________ 
V O IC E 
or 
music 
recordings 
at 
K T IM Broadcasting studios. 12 
inch 
aluminum 
base 
records. 
Ideal for m ailing or for musical 
students. Minim um charge $3.50. 
Appointment is necessary. Phone 
during 
business 
hours. G Len ­ 
wood 3-6880. 


Commercial Printing 
L E T T E R H E A D S 
B IL L H E A D S 
E N V E L O P E S 
B U S IN E S S C A RD S 
F O L D E R S 
P U B L IC A T IO N W O R K 


W hatever Your Printing Needs. 
No Job Too Large 
or Too Sm all 


Independent-Journal 
PH O N E G LEN W O O D 4-3020 


C A LL J. E. A N D R EU 
General contractor for any type 
construction, alternations, or ad 
ditions. D Unlap 8-5661. If no 
answer call evenings. 
L IG H t T R A C T O R W O R K 
Loader, bulldozer, posthole dig 
ger, rototilling. G L 4-2884 after 
5. 


AT ST U D Champion Dachshund 
Smooth red. Finest blood lines 
G L 4-4392. 
W eim araners—Superior Breeding 
A.K.C. 
Registered. 
One 
male 
(1% years), 
one 
female 
(2% 
years). W rite Independent-Jour­ 
nal, Box 184. 
______________ 


16— Misc. For Salo 


C H EA P buy! Lumber, ladder, wire 
screening, some tools, flashing, 
miscellaneous 
assortment 
for 
home care, repairs. G L 3-3780. 
PIA N O , small grand, mahogany 
finish, reconditioned. W orth $600, 
w ill sacrifice for $395 because we 
need floor space. R A Y H IM E , 
4th & C St., S.R. G L 4-2114. 
TW O 
single 
beds, 
coil springs, 
good mattresses, $35. 4 six-ply 
tires 700x17, good condition, $12 
all. TW inbrook 2-9065. 
S T E R L IN G 
by Alvin. Complete 
service for eight. Brand new. 
Never used. 
$240 value, 
$100. 
DUnlap 8-6552. 


16— Misc. For Sale 


R U G , 9x15 coffee color scroll pat­ 
tern, Bigelow, all wool, w ith pad. 
’ $60 Westinghouse electrio roast­ 
er, like new, $20. Phone G Eneva 
5-4649. 
B E N D IX A U TO M A TIC W A SH ER , 
IN A-1 C O N D ITIO N , $30. R U G S. 
G L 4-9277. 


16-C— Boars and Supplies 


C R O S L E Y electric range, full 30” 
oven used 4 months. C all Corte 
M adera 988 after 6 p. m. 
E L E C T R IC stove, Kenmore, double 
oven, fully automatic, like new. 
G L 4-7567 after 6 p. m. 


NEW AND USED 
Pianos, 
ranges, 
refrigerators, 
sectionals, rugs, room groups. 
Terms 
C O M PA R E O U R P R IC E S 
JO H N SO N F U R N IT U R E CO. 
1418 4th St., S an R a fael_____ 
R O P E R table top stove, 4 burners, 
center griddle. Good condition, 
fairly 
new. 
$100. 
Phone 
G L 
4-6456.____________________________ 
S E L L 2 Royal M aster tires, w hite­ 
walls, 8:20 x 15, 5,000 miles. $75. 
G L 4-8217. 
R E D leather bar, black glass top; 
breakfast desk, mahogany; bed­ 
room set, 
twin beds complete, 
traditional mahogany ;desk-din- 
ner, new, Swedish modern. Misc. 
household items. C all evenings, 
week-ends, G L 4-7204. 
E L E C T R IC range, fully automatic 
General Electric. 
Triple oven, 
deep well, Presto-cooker. 
$150. 
DUnlap 8-6505. 
TV , 
S E N T IN E L 
21” mahogany 
console, exceptionally good con­ 
dition, $100 or best offer. 
G L. 
4-8020 after 5 p.m. 
D IN IN G room chairs, 
8 
uphol­ 
stered chairs, $10 each. Pressure 
cooker, canning, new, $15. Ac­ 
cordion, beginner’s 12 bass, $35. 
Hollywood head board, twin size, 
$15 pair. Glass lam p table, $10. 
Miscellaneous household items, 
reasonable. 
Phone 
G L 3-4080 
after 5 p.m. 
E X C E L L E N T C H R IS T M A S G IF T S 
Swiss musical door chimes play 
pleasant 
melody 
when 
door 
opens. G L 4-5509. 
T IL T back couch and chair, green 
and 
grey. 
Phone 
GLenwood 
4-8365. 
TYPEWRITER 
CO RO N A P O R T A B L E 
$29.50 
Pica Type— 90 dav guarantee 
R A Y ’S 
Offioe M achine Service 
1205 3rd St., S.R. G L 4-8443 


Y O U T H bed, $10. Good condition. 
Phone G L 4-6406. 


P E D IG R E E D 
dachshund 
pups. 
Red, smooth. Stud service. Reds 
or black-tan. Smooth or long- 
haired. Cheda’s G L ¥-4580 « ___ 
W e i m a r a n e r 
pups~ a k C, 
champ sired, $100. phone D U n­ 
lap 8-6091. 


16— Misc. For Sale 


F R IG ID A IR E R E F R IG E R A T O R . 
E X C E L L E N T C O N D ITIO N . $125. 
D U 8-5828* 
_______ 
F IR E P L A C E LO G S 
Im mediate delivery 
G LEN W O O D 3-9394 


U P R IG H T PIA N O . GO O D CON- 
D IT IO N , $50 CASH . G L 4-5249. 
E U R E K A stove w ith trash burners, 
clean, w ill sell best offer. 589 
Louis Dr., N ovato._____________ _ 
B E D divan, chair and coffee table, 
Colonial maple, tropical print, 
excellent condition, $95. Phone 
G L 4-2459. 
G O LF clubs, men’s starter set, 
slightly used. $40. 35mm Germ an 
camera, Zeiss Ikon Contessa, $85 
G L 3-3310. 
USED TV SET SALE 


KLEIN TV 
3rd <te FR A N C ISC O . G L 4-5021 
O PEN F R ID A Y E V E S . T IL L 9 


INTER CITY 
Furniture Warehouse 


1011 M A G N O LIA AVE. 
L A R K S P U R 


C O M P LET E L IN E O F N EW AND 
U SED H O M E F U R N IS H IN G S 


O PEN 7 D A Y S P E R W E E K 
9-6 D A ILY AND 10-3 SU N D A Y S 
PH O N E G LEN W O O D 4-2484 


F O R M E R LY G O SS W A R EH O U SE 
S A L E S 


10— Musical Instruments 


P R A C T IC E piano, $75. Phone G L 
3-2557.____________________________ 
H O Y ’S B U Y S , R E N T S. S E L L S 
Used musical instruments. 
1133 4th St., S.R. 
G L 3-4693 
M A R IN M U SIC B U Y S 
Used musical instruments 
1331 
Fourth St «San Rafael G L 4-5754 


10-A— Musical Instruction 


L A D IE S suits, coats, dresses r e ­ 
modeled; 
alterations. 
Expert 
work. Guaranteed. C all G L 3- 
1237. 


8— Business Services 


T H E 
D O LL H O U SE 
Dolls 
Repaired, Dreesed-Wigs 
G L 4-4819 
IN ST A LLA T IO N 
Linoleum - Carpet - Asphalt Tile. 
Free estimate. Work guaranteed. 
Phone GLynwood 3-0615. 
'M A SO N R Y , F IR E P L A C E S , BBQ 
P IT S , PA T IO S, etc. '0 years ex­ 
perience. C all D Unlap 8-4362. 


4— Salesmen Wanted 


W A N T E D : Painting—carpentering 
— sm all home repairs as part 
time work. 
Reasonable 
rates. 
Jim Barton, G L 4-6905. 
R E A L Estate 
salesman 
wanted. 
“ Livew ire Lindskog. 910 Irw in, 
San Rafael, G L 4-0832. Fo r work, 
in either San Rafael 
area 
or 
Southern M arin area. Livew ire 
Lindskog sells more houses than 
any other real estate broker in 
M arin County.___________________ 
WORK IN MARIN 
One of M arin ’s leading real es­ 
tate offices wants 2 salesmen. 
Business is 
booming 
and 
we 
need additional staff ro take care 
of our clients. A ll replies strict­ 
ly confidential. Nipper & Mar- 
chant, G L 3-2980._______________ 
Have opening for an energetic 
real estate salesman or sales­ 
woman; unlim ited opportunities. 
See Mr. Doud. 
WM. E. DOUD & CO. 
R E A LT O R SINCE 1907 
Fdur office« In M arin County 
85 East Bllthedale, Mill Valley 
DUnlap $-5691 


B A S E M E N T and attic cleaning 
light hauling. Call us for free 
estimates. G L 4-7095.____ _____ 
To tile bathrooms, kitchens, etc 
Remodeling and repairing 
Ph. Sausalito 632-J 
PA T IO C O N STR U C T IO N 
Licensed Contractor 
H A N SEN ’S 
OUTDOOR F U R N IT U R E 
Greenfield and Lincoln 
San Anselmo 
G L 4-9087 
L IG H T H A U LIN G 
A N Y W H E R E . A N Y T IM E 
Verv Reasonable. G L 4-1815 
C EM EN T finishing, form setting 
patio, etc. 
Work by the hour 
Simmons, 
p h o n e 
GLenwood 
3-1559 or G L 4-0566, San Rafael 
M O D ERN B R O C A D E P A IN T IN G 
First of its kind in M arin County 
For Better paintings, decorating 
and w all papering, call Tom La 
Man tea. GLenwood 4-6314. Free 
MtimaUa. 


M A R IN M U SIC S T U D IO S 
Beginning and specialized in ­ 
struction, 
Accordion, 
guitar, 
piano, brass, string and wood­ 
winds. Rental instruments. 1331 
Fourth, San Rafael, G L. 4-5754. 


ACCO RD IO N “ IN S T R U C T IO N " 
Superior training for beginning 
or advanced students. For ap­ 
pointment 
Phone 
G L 
3-0998 
after 6 p. m. Monday through 
Friday. 
E N R O L L N O W 
P R O F E S S O R C LA U D IO 
Violin and piano studio. Begin­ 
ners— advanced. G L 4-4924 or 63 
Herm it Lane, Kentfield. 
V IO LA W A L T E R S G O T T SC H A LK 
Piano Studio—Fairfax 
121 M arinda Drive, G L 3-4216 


1 ?— Livestock 


C H IN C H ILL A S 
Other business interests forces 
sale of my herd of 80 chinchillas, 
37 cages and other m iscellane­ 
ous 
equipment 
$5,000. 
Broker 
welcome. M ay be seen at 23 H ar­ 
bor Dr., Corte Madera. No phone 
calls. 
____________ 


13— Poultry 


VA C U U M cieaners for rent. 
$2 
weekly; applied to purchase. All 
makes, new and used, $19.50 to 
$69.50. (No salesmen) Phone M c­ 
Gowan’s. G L 4-2770. 
_____ 
SEA SO N ED O A K W O O D 
M ill ends, $8 load. Free kindling 
w ith order. G L 4-6704, G L 3-7914. 
G U A R A N T EED 
used 
refrigerat­ 
ors; 
freezers. B ill’s Refrigera­ 
tion. (%, mile north, Corte M a­ 
dera intersection on 101) Corte 
M adera 1302 or 1283. 
FIREPLACE WOOD 
2 FT . L E N G T H S SEA SO N ED 
PH 
G LEN W O O D 3-8316_ 
M A Y T A G W A S H E R S — Recon- 
tioned— 
Round tub, white pore., $49.95 
Square tub, white pore., $59.95 
Square tub, white pore., $69.95. 
Dlx. autom atic, 2 yrs old, $149.95 
Prices include del., inst. & guar 
R A Y H IM E 
4th & C, San Rafael 
IR O N E R — A BC console style. Ex 
cellent condition. H ardly used 
$59 95. 
R A Y H IM E 
4th & C , San R a fael 
S T U D IO 
couch, 
converts 
into 
double bed, innerspring bolsters, 
$40. Tlior ironer, $25. H air m at­ 
tress, $10. D U 8-2836._________ _ 
S A C R IF IC E . . . blonde modern 
living 
room 
set; 
bed-divan, 
chair, m atching coffee table and 
end tables. Blonde 
desk 
and 
m atching chair. Lam ps go, too. 
G L 4-9448. 


New Home Owners 
Attention! 
C O M P LET E F U R N IS H IN G S FO R 
3 AND 4 RO O M S 
$25 Per Month 
and no down payment on 
approval of your credit 
W E S T E R N F U R N IT U R E CO. 
1848 4th St.. San RafaeT 


6 W E E K S old Pan Am erican 20” 
apartm ent stove. Must sell by 
November 
18th. 
Asking 
$80. 
Phone G L 3-6746._______________ 
H. C. L IT T L E 70,000 B T U oil floor 
furnace. W a ll thermostat, G Len ­ 
wood ^^8457. 
4 R O O M S furniture and all appli­ 
ances, TV , baby furniture (bass­ 
inette, crib, etc.) Sell complete or 
separately. G L 4-9209.__________ 


B IC Y C L E , 20” , boy's. Perfect con­ 
dition. Guaranteed. $30. Phone 
G L 4-7936. 
__ 
W IN C H E S T E R 22 long rifle 16 
shot semi-automatic. New—won­ 
derful Christm as present. Cost 
$41.20 in October, sell for $30. 
Call ^Novato TWinbrook_2-2338. 
1 
U SE D 
Westinghouse 
electric 
blanket, 
heats 
perfectly, 
$15 
_ Phone G L 3-8010. 
U SED building 
m aterial. Doors, 
window sash and frame, hard­ 
wood flooring 25/32” x 3 % ” ; 
sheet rock, some plumbing ma­ 
te ria l._ _ G L 4-4178. 


Beautiful Christmas Cards 
A t Wholesale Prices 
VALLEY THRIFT SHOP 
Forest Knolls 
Open 1 to 4 p. m. 
Except Sunday 
(Y ear ’round rummage sale)__ 
D E L U X E electric range, dryer, re­ 
frigerator, late models; like new. 
Moving, must sell. Answer to 
some girl’s dreams. Phone G L 
4-6539. 
_ _ 


Fixtures— Liquor Store 
W eber refrigerator % H P com­ 
pressor, 7 ft. serve yourself. 
Can be used for beverage or 
dairy case, like new, $350, 


Neon 12 ft. vertical sign, with 
flasher, spells “ Liquor” both 
c i r l p c 
4 1 E\fl 
National cash register, $100 
3 Weber made cases with steel 
supported 
adjustable shelves 
and counter, $150. 
Corona adding machine, $25 
Phone B elvedere G Eneva 5-0430 
A FO LD IN G wheel chair in excel­ 
lent condition. A ll metal con­ 
struction. $30. Phone MO 3-1156, 
Pt. Reyes Station.___________ ___ 
T E L E V IS IO N se,t 17” , Motorola. 
Blonde console. Ju st overhauled, 
new tube. Perfect condition. $120. 
G L 4-7936. 
______________ 
L IV IN G 
r o o m : 
sectional 
$65; 
lamps $5 each; fireplace set com­ 
plete $35; gray rug 12 x 18 $65, 
tables: round $10, oval coffee $10, 
end $10. Range, $85; chest $35; 
yellow chrome dinette set $50; 
roll-a-way bed $15; Montgomery 
W ard automatic washer $85. G L 
3-5551 ._____________________ 
T R O P IC A L fish aquarium, 15 and 
5 
gallons, 
including 
heaters 
thermostats, 
air 
pump 
w ith 
s t o n e s , 
filter, 
thermometer 
cleaner, sand, plants. $35. G L 
4-0096. 


D O U B L E ender fishing boat, grey 
marine, 2 and 1 reduction, 23* 
6%* beam. Phone Larkspur 9-R. 
S E L L or trade raised deck plywood 
hull 25’ x 9’ beam. No motor or 
cabin. Trade for outboard or 
boat and motor. Independent-« 
Jo u rnal Box 210. 
_____ 
26 FT . double ended crab fishing 
boat w ith Hicks engine .......$675 


End of the season special. 14 ft. 
ski or fishing runabout. Nunes* 
jet. Save $100. 


18 ft. M ercury sailboat. Phon® 
_Sau sah to 108._ 
___ _ 
_ _ _ 


D E L U X E 15 ft. Speedliner run-a­ 
bout. W rap around windshield, 
custom upholstery, 40 H .P. M er­ 
cury motor, very fast and excel­ 
lent ski boat. Trailer and many 
extras. Used very little. GLen- 
wood 4-9200._____________________ 
14’ V-bottom runabout, mahogany 
planked hull, cedar bottom. 1952 
10 h.p. Johnson motor. TW in- 
brook 2-2076. 
________ 


1952 JO H N SO N 5 H.P. LG . SH FT , 
$75. S A U SA LIT O 838. 


17— Miscel. Wanted 


W A N T ED —Old style baby buggy. 
Whose got one? G L 4-6686. 
W A N T 
TO 
B U Y 
S M A L L 
U P ­ 
R IG H T 
PIA N O . 
PH O N E 
G L 
3-3336. 


U SED 
high 
chair 
reasonable. 
DUnlap 8-2563. 
W A N T ED : 
Lional 
train! 
0-2 f, 
good 
condition. 
Spinet 
piano, 
Steinway or Baldw in, acrosonic, 
good condition. Phone G L 3-2998. 
SC R A P M E T A L S bought. 
Brass- 
copper-leal-iron, etc. Radiators, 
batteries. M arin Metals, 
G ate 
No. 
3, 
M arinship. 
Sausalito 
353-M.____________________________ 
Wfc, BU Y JU N K , autos, m achinery, 
scrap iron, equipment, materials. 
Phone GLenwood 3-2522. 


F O R 
quick 
sale: 
Little 
G iant 
washer $20’ G -E 11 cu. ft. re 
frigerator 
$125; 
custom 
made 
yellow draw drapes $50; lamps 
bird’s eye maple wardrobe. Flow 
er pots, tree pruner 10’, $2.50 
garden hose and tools. A ll in ex 
cellent condition. G L 3-1798. 


K E N M O R E autom atic washer with 
sud saver, 2 years old. Excellent 
condition. $125. Phone G L 3-3140. 
FO RD SO N tractor, mowing m a­ 
chines, rake, plow, scraper, disc 
electric ironer, electric dryer, 2 
sets bedroom furniture. Every­ 
thing nearly new. 
Galvanized 
£ 
ipe, valves, fittings and tools, 
lay be seen Nov. 11th, 12th, 
13th. Shaffer Ranch, 515 Davis 
ave., Novato. TW inbrook 2-9331. 
B A R G A IN 
complete 
blond 
oak 
bedroom set. Double bed, box 
springs, excellent condition. $125. 
W aln ut 
dining room table, 6 
chairs, newly upholstered, $75 
17” Magnavox 
TV , new $100. 
G Lenw ood 3-5959.____________ 
2 pieces of used green celeloom 
drapery covering area of 21', 84* 
long. A bargain. G L 3-7954.__ 
M A G IC Chef gas stove, older mod­ 
el, good condition. Reasonable. 
G L 4-8889. 
R U M M A G E S A L E 
St. Raphael’s M others’ Guild 
Thurs. Fri.—Nov 10-11 
B IA N C O ’S G A R A G E 
4th <te E Streets. San Rafael 
Clothing, household items, books 
W H E E L C H A IR N O N -CO LLAPS- 
IB L E , 
good 
condition, 
cheap. 
Phone DU 8-1891. 
G T e ! 
R E F R IG E R A T O R 
O L D 
model, good working condition. 
$20. G L 3-6927.__________________ 
46” hand Loom complete, prac­ 
tically new, has now h alf fin ­ 
ished m aterial on same with all 
necessary m aterial to finish. In ­ 
spection invited. 91 
Sunnyside 
Avenue, M ill Valley, Phone D U 
8-1891. 


C LEA N cotton rags 
for 
wiping 
m achinery. 
.07 lb. Bring them 
to the Independent-Journal O f­ 
fice. 


18— Real Estate For Sale 


County Wide 


C A R PO R T . Cover your 
car 
for 
the w inter as low as $1 per sq 
ft. 
Hansen’s, 
Greenfield 
and 
Lincoln, San Anselmo. G L 4- 
9087. Open Saturdays and Sun­ 
days. 
____________________________ 


M U ST sell 1,150 laying hens, white 
leghorns; all or part. Wm . M. 
Tnomas, 1103 Lincoln Ave., San 
Rafael, G L 4-6559. 
__________ __ 


13-A — Farm Products 


A P P L E S $1 B O X U P 
Golden Delicious, all late vari­ 
eties. Theiller, 3 miles west of 
Cotati, 
6789 Gravenstein High­ 
way, 
South 
corner 
G ilchrist 
Road, Sebastopol.___________ 
D E L IC IO U S apples. 
Bring 
own 
containers. 
Reasonable. 
T w in ­ 
brook 2-3507. 2214 Center Road, 
Novato. 
_______ __ 


FINAL CLEARANCE 
TRADE-INS AND USED 
SO FA ’S. $10 AN D U P, 
C H A IR S , $5 AND U P. 
T W IN BED R O O M C O M P LE T E 
$75. 


M A N Y O T H E R S 


BELLACH'S 
F U R N IT U R E 
777 FR A N C ISC O BLV D . 
O F F U.S. 101, SA N R A F A E L 
O PEN N IG H T S 
Monday, Thursday, Frid ay 
. 


LA M P SH A D ES 
Individually made tovour order 
TO M A D EC O R ST U D IO 
1217 Fifth Ave., SR., G L 4-6091 


i 4— Garden Supplies 


M A N U R E, black top-soil, shredded 
and mixed to order. Field rock. 
E D. Strockblne. Twinbrook 2- 
3645 


SO NO M A W A LLR O C K , $10 ton; 
FLA G ST O N E, $31 ton; fireplace 
wood, m ill ends, fieldstone. G L 
4-6704, G L 3-7914. 
R IC H LO A M Y T O P S O IL 
2,000 YARD8 right from a dairy 
•it«. Rates on orders over 30 
yards. Du 1-6141. 


AL’S USED FURNITURE 
Buy, sell, trade anything. 3030 
Bridgewav, Sausalito. Ph. 622-W. 
Res G L 4-665«. 
W E B U Y F U R N IT U R E . ETC . 
H IG H E S T P R IC E S PA ID . C A SH 
JO H N SO N F U R N IT U R E CO. 
G L 3-1344 


H O T P O I N T 
electric 
range, like 
new. Call evenings, G L 3-2634 
ask for F r a n k ._ ____________ 
E X T R A room? Make it 
in 
your 
garage, add a carport. F H.A 
terms, no down payment. H an­ 
sen’s, Greenfield 
and 
Lincoln 
San Anselmo. G L 4-9087. Open 
Saturdays and S u n d a y s ^ ____ 
N EW 
U SED bicycle«. The fix it 
Shop, 474 Magnolia Ave 
Lark­ 
spur. Phons Larkspur SC 


M O D ERN Blond oak bedroom set. 
Cast $650. How $250. Modern cof­ 
fee table, $20. G L 4-2495. 
U SED chesterfield and chair to 
match. Reasonable. W ine col­ 
ored. 1433 Lincoln Avenue, San 
Rafael. 
F IR E P L A C E W OOD. A full cord 
of 2’ length slab wood. Delivered, 
$27.50, C all collect. Forestville 
4363.___________________________ 
SH O TG U N , 
12 
gauge, magnum, 
winchester pump. W ith power 
pack, and pad. Almost new, in ­ 
cluding 12 decovs. $90 full price. 
Phone G L 4-4994. 


N E A R L Y new O ’Keefe <fe M erritt 
fully 
autom atic 
range. 
G -E 
wringer washer. Make offer. G L 
4-1350.________ 
11 CU ft. Kelvinator refrigerator 
w ith 
freezer 
compartment, 
years old. Looks like new. Asking 
$95. G L 4-2214.__________________ 
fjU N L A P power tools: d rill press, 
wood lathe, 3 wheel band saw, 
each $35. Good condition. G L 
3-7692 ._____________ ______________ 
& A R E O P P O R T U N IT Y — Rugs, 
genuine Chinese hand-tied, also 
some Ind ia hand-tied. New. Fo r­ 
mer Navy man selling. Sizes: 
9x12, 10x14, 11x15. Weekend, eve­ 
nings, D E 3-2269._______ ________ 
ST U D IO 
couch 
$25. Blond oak 
desk $20. M atching book case $15. 
Leather inlaid coffee table $22. 
Leather inlaid, step table $15. G L 
4-0901 . __________________________ 
EN C Y C LO P ED IA Brittanica with 
year books, like new. Atlas floor 
furnace, 30.000 B T U ,_G L 3-9448. 
ST O V E, 
Wedgewood 
gas, 
with 
trash burner. W ill sell for $«50 or 
trade for gas stove without trash 
burner. TW inbrook 2-9831.__ 
L O V E L Y walnut dining room set 
w ith buffet and 6 chairs, 2 18” 
extension leaves, custom made 
table pads. Zenith console radio 
w ith RC A 45 record attachment. 
Dinette set, oval table 4 chairs, 
chromium legs. A ll very reason- 
able. G L 4-4904 after 5 p. m. 
K E N M O R E vacuum cleaner. Fine 
condition. No attachments. $8. 
DUnlap 8-3230.___________________ 
SILV ER -b lu e mink cape. Nearly 
new. 
Excellet 
Christm as 
gift. 
Asking less than V*. cost. G Eneva 
5-3355 .______________________ 


T A B L E top gas range, reasonable. 
P hone Corte Madera 257-R.____ 
2 W H E E L hunting and camper 
trailer, $75. Sleeps two. mattress. 
Spare tire included. 810 Spring, 
Sausalito 1562-W . 


REDMOND'S 


Multple Realtor 
OVER 25 YEARS 
Offers 


SUN VALLEY 
Get the most out of San R a ­ 
fael’s 
beautiful 
climate. 
W ith 
w inter coming on, you w ill ap­ 
preciate the way this house is 
situated to get the most out of 
the winter sun. Two bedrooms, 
separate 
dining 
room 
w ith 
french doors to living room. A 
real women’s kitchen w ith larga 
eating 
area, 
garbage disposal, 
fan, tile sink. Workshop area 
in 
basement, 
beautiful 
patio 
with vine-covered 
arbor. 
How 
m uch??? 
Only 
$13,500. 
P .S .I 
Close to school and shopping. 
VIEW & DOWNTOWN 
Id eally situated for those who 
like 
a 
home 
near 
shopping, 
transportation, etc. This home 
has two nice bedrooms, tile bath, 
large living room w ith deck over­ 
looking San Rafael and the B a y,' 
Dining ell, central h all plan w ith 
entry to lower area w ith large 
playroom, 
bath, 
laundry 
and 
abundance 
of 
storage 
a r e a . 
Beautiful sheltered flagstone pa­ 
tio and B B Q . Several fru it trees. 
Q uality construction throughout. 
Home is in im m aculate condi­ 
tion. Grounds completely land­ 
scaped with minimum of care. 
Asking $24,500. 


Near ST. RAPHAEL 
' 
This 10 year old home is ideally 
situated 
for 
those 
wishing 
a 
close-in location. It has three 
bedrooms, bath and a half plu* 
powder room, huge living room, 
separate dining room, large con­ 
venient kitchen with breakfast 
area. 
A ttractive 
center 
patio 
w ith B B Q , 2 car attached garage 
P L U S a small complete apart­ 
m ent for income or fam ily use. 
Asking $31,500. 
REDMOND'S 
Multiple Realtor 
1011 A S T R E E T . SAN R A F A E L 
GLENWOOD 4-4353 
_______ C LO SED SU N D A Y S 
— 
PRIEN REALTY 
, 
950 S ir Francis Drake Blvd. 
< 
Kentfield, Phone G L 3-3312 ot 
G L 4-5416 


W E S T IN G H O U S E 
a u t o m a t i c 
washer. $45. Westinghouse re­ 
frigerator. 7 cu. ft., 4 yrs. $75. 
Both very good condition. Easy 
chair 
$10. 
Bicycles 
$15. 
G L 
4-1815.________________________ 
2 wheel trailer, $20. See at 25 
Bella Vista Avenue, San Ansel­ 
mo. 
10” H E A V Y duty table saw, 110- 
220 volt, 1 h.p., 4 blades. Asking 
$150. Corte Madera 21-W. 
8 P IE C E French provincial walnut 
dining room set. seats 12; exten­ 
sion table, buffet, 6 upholstered 
chairs, asbestos pad to fit. Per­ 
fect condition. Cost $1.650: w ill 
sacrifice for $800. G L 4-3072. 


W ED G EW O O D 
4 
burner 
stove 
w ith room heater, good condi­ 
tion. Sell or trade for chests of 
drawers. G L 4-7092.______________ 
G A S range, Spark 4 burners with 
oven and broiler, good condition, 
$50. Chrome 
dinette set, blue 
formica, 3 plastic covered chairs, 
$25. Modern buffet, $20. Blue 
upholstered chair, $10. Upright 
piano, $50._GL 3-4897._ 
D IN IN G set, Duncan Phyfe ma­ 
hogany, 8 piece, extension table, 
$175. Lawson chair, $50. GEneva 
5-4862^____________________________ 
A L L wool Beige broadloom car­ 
pet, 15 x 18. Foam rubber couch 
with 
bolsters. 
Both 
excellent 
condition. G L 4-7743. 
W ED G EW O O D 
stove 
4 
burner, 
porcelain top with trash burner, 
excellent 
oondition, 
$65. 
G L 
4-4168. 
D IN IN G room set, walnut, 7 piec­ 
es. Table, 5 chairs, 1 arm chair, 
side board. Glass china cabinet. 
Like new. Phone G L 3-3249. 


SCOTTO & ROBINSON 
2050 4TH ST., SAN R A F A E L 
Phone GLenwood 3-0622 


HAZEL FIELD PAULINE 
R E A L T O R 
R O SS R E A L T Y CO. 
22 Poplar Ave.. Ross 
G L 3-1123 


LEACH REALTY 


198 Sir Francis Drake Blvd. 
SAN A N SELM O G L 3-2603 


E L E C T R IC shaver—Ronson light­ 
er repair station. $l-$2 earrings 
77cents, 
600 
pair. 
W heeler’s 
Jewelers. Fairfax. G L 4-5489. 


16-A — Building Materials 


U SE D building m aterial. Doors, 
fixtures, 
sheetrock, 
l u m b e r , 
^^helving^tc^jaus^eT^^ 


COMMERCIAL 
2 store buildings on San An­ 
selmo Ave. 1 blk. from Safeway. 
Com er lot, 60x160. $34,200. 
DE LU 
300 8. P. Drake. S. A., G L 4-5600 
WHY KEEP MOVING?" 
The growing fam ily can keep on 
growing in this 6 bedroom., 3 
bath dwelling on a level, sunny 
lot in 
Mom ingside 
Ct., 
near 
schools, buses, etc. It w ill G I 
for $20,000 or owner w ill carry 
back paper to expedite sale. 3 
car garage, 
fru it 
trees, 
prie® 
$22.000. R O SS V A L L E Y R E A L ­ 
T Y , Kentfield, Ph ._G L 3-7240 _ 


W E buy furniture, applian :s or 
what have you. Turn discards 
into cash. Phone use for free ap- I T Y P E W R IT E R S 
16,8— Office Equipment 


praisals. GLenwood 4-7095. M a­ 
rin Furniture and ApDfiance Ex ­ 
change. 826 Second. San Rafael. 
F O R 'T O Y S 
C O M E TO T H E T O Y C IR C U S 
IN SA*N A N SELM O 
RED W O O D 8 ft. railroad “tie* $1 
each. Nunes 
Bros. 
C all 
week 
days 8 a.m.- 4:30 p.m. Pfc. S*u- 
•ailt-o 108. 


A D D IN O MA- 
C H IN E S AND O F F IC E F U R N I­ 
T U R E. Rental or lease purchase 
plan. 
W E L L E N ’S 
San 
Rafael 
Typewriter Company, G L 4-3824, 
Redwood Book Shop, M ill Valley, 
DU 8-1229. 
O F F lC * FU R N T T U R B — New and 
used. Steel or wood — complete 
stocka. Moore's Stationary, 1337 


SEEN OAK MANOR? 
A. R. Roumiguiere Inc. 
804 SAN A N SELM O A V E . S.A. 
Ph. G L 3-6630, G L 3-1598 
_____________ G L 3-9589____________ _ 


Bret Harte Realty 
M U L T IP L E R E A L T O R 
115 W O O D LA N D A V E., S. R. 
Ph. G L 3-8063 or G L 3-3523 
C H O IC E 
location-seclusion! 
I 
bedrooms, 1% baths plus. Close 
to commute. Must be sold. Ex­ 
cellent financing. C all Bert Sten- 
berg, G L 4-6983 or eves. G L 3- 
4977. 
T E R R A LIN D A 
G I. 
resale— transferred, 
must 
•ell 7 months old 3 bedrooms, 3 
baths. Patio, fireplace, radiant 
heating, landscaped, fenced. Low 
down, $80 month. Owner CHL 
S-004L 


26 
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GREENBRAE 


$22,500 
Seldom is a 3-bedroom, 2 tiled 
bath ranch type home available 
in this section of Greenbrae. 
Ju st 2 short blocks inside the 
m ain entrance — a grand neigh­ 
borhood for children and com­ 
muters. Corner picture windows 
in the living room face M t.Tam , 
kitchen is the convenient “ XT’ 
design w ith a good size nook, 
master bedroom is exceptionally 
large and there are many clos­ 
ets. 
Grounds 
are 
well 
land­ 
scaped. A hard to beat opportu­ 
nity. 


$26,800 
Brand new — beautifully de­ 
signed L shape ranch home with 
heavy shake roof and redwood 
siding. In a central hall plan 
are 3 spacious bedrooms, 2 tiled 
baths, 
immense 
fam ily 
room 
w ith sliding glass doors opening 
to a fenced in patio, dream kit­ 
chen w ith mahogany cabinets, 
dishwasher and disposal — and 
a lovely big living and dining 
room with mahogany fireplace 
w all. Level lot, 69x130 ft., within 
easy walking distance to school, 
commute 
bus 
and 
shopping. 
T ru ly a home of distinction and 
a tremendous value at the price. 
The Greenbrae Co. 


O PEN SU N D A Y S 
G R E E N B R A E 
G L 3-5645 


NIPPER-MARCHANT 
M U L T IP L E R E A L T O R S 


GUEST HO USE, TOO 
$16,950 
This 
home 
c o u l d 
be 
headed, 
V IE W , 
S E C L U ­ 
SIO N , 3 B ED R O O M S or 
Just plain D R EA M H O M E. 
A delightful 7 year old 
home w ith a lovely yard 
w ith patio and BBQ . A 
San Anselmo home that is 
sun drenched year round. 
Ask for Ed Buchsy when 
you call for an appoint­ 
ment. 


G R EEN BR A E— BRAND 
N EW 
$27,500 
Ju st finished is this gor­ 
geous home w ith spectacu­ 
la r view of m ountain and 
bay. Custom built with 3 
bedrooms, 2 baths, separ­ 
ate dining room and fully 
equipped electric kitchen. 
Nice level patio area. Close 
to Greenbrae School. See 
this deluxe home that's 
tops in every way. Reduced 
as owner must have imme­ 
diate sale. 
NIPPER-MARCHANT 
208 S ir Francis Drake Blvd. 
SAN A N SELM O 
Ph. G L 3-2980 
Eves. G L 3-0835 


368 (O LD H IG H W A Y ) C O R T E 
M A D ER A , $15,750. 3 bedroom*, 
H i baths, spring water in pipes 
on property for garden of deep 
black soil. Room for swim pool 
and nice quiet area. $2,500 down. 


5 G R E E N F IE L D C O U R T (be­ 
hind 300 Greenfield Ave.) 3 bed­ 
rooms, 1% baths, 
almost 
full 
basement. Exposed beam*, liv ­ 
ing and dining, mahogany doors 
and living room walls $16,500. 
$3,500 down. 


All Prices Are Net 
Fay Williams 
G L 4-1794 
$1250 DOWN 
W ell 
constructed 
2 
bedroom 
home situated cn *4 acre. Plen ­ 
ty of privacy. Woodacre. Close 
in to community swimming pool. 
Paved roads. F u ll price $8500. 
C. R. DeWiit 
Serving this community over a 
quarter of a century 
F A IR F A X 
G L 4-4692 


3 BEDROOMS 
W ell built 5 year old home on a 
large level well landscaped lot. 
Close to schools and shopping. 
Central heat and fireplace. Few 
minutes from center of San R a ­ 
fael. This is a good buy. Asking 
$14,950. Exclusive. 
Swain Realty 


M U L T IP L E R E A L T O R S ____ 
1520 Fourth St., San Rafael 
G L 4-2120 or G L 3-2952 


SAN RA FA EL 
$1200 Down To G l. 
Lovely 2 bedroom home; larg* 
picture window, tile bath, hard­ 
wood floor. W onderful outdoor 
living area w ith pergola 
and 
BBQ , 
Fine, 
close-in 
location. 
Vacant and we have the key. 
Exclusive w ith— 


M. W . PO LLO C K 
1000 5TH AVE.. SA N R A F A E L 
Ph. G L 3-2308, Eves. G L 3-6575 


A SK IN G $3,250 
Apiece for 2 subdivision lots. 
Total frontage 157 feet. Only 
$500 down each lot to speculative 
builder. 
Down slope, desirable 
location. H O TC H K IN, G L 4-7338 
KED W O O D , bay and oak trees 
surrounding this lovely 2 bed­ 
room, 1 bath, 2 year old home. 
Ideal setting for privacy, com­ 
fort and view. Large living room 
and kitchen. Perfect for casual 
living. Near stores, school, trans­ 
portation. San Rafael, private 
owner. $17,750. 
GLenwood 
4- 
7782. 
5 KNO LL LOTS 
3 bedrm.. 3 bath rustic home. 
Modern kitchen, 16 x 17 master 
bedroom, 
separate 
apartm ent 
downstairs, 2 patios, 
beautiful 
shrubs, lovely paths, a sylvan 
setting. Good location. Low at 
$28,500. G O SS, G L 4-6686, Lark- 
spur office 81.______ 
$4250-—PLEASANT 1-bedroom fur­ 
nished hillside home. No steps. 
JACK M O SS. GL 3-1810, GL 
4-5027. 
__________ 
i*RY $2,000 down, take over large 
G .I.; 4 bedrooms, 2 full baths, 
low monthly payment*. Why pay 
tent? Call Lois GL 4-6983 or 
evening* DU 8-1861. 
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For Your Best Buys 


Deep W ater At 
Your Front Door! 
3 Bedrooms! 
$ I 1,950 


Your boat is always handy for 
fishing! 
Hunting! 
W ater ski­ 
ing! 
or 
just 
plain 
cruising 
around. Big kitchen w ith eat­ 
ing space. Long living room op­ 
ens out to sun deck. Real buy 
on today’s 
m arket. 
See now. 
K ey in our office. 


Only $ I 500 Down 
Price $16,500! 
New listing! Owner says “ sell!” 
4 bedrooms in one wing—2 baths. 
Sunflooded kitchen faces east— 
form ica topped counters. 
R e­ 
versed 
planned 
living—dining 
room opens out to level patio. 
Cork floors. Comfortable radiant 
heat. This is hot! See today! 


Near San Rafael 
New! 
3 Bedrooms! 
2 Baths! 
$19,500! 
Everything 
off 
“ central 
hall 
pian” 
makes 
for comfortable 
living. A bright and cheerful 
kitchen—easy to work—easy to 
m aintain! 
Sliding 
glass 
doors 
make for convenient indoor-out­ 
door living. Big level yot with 
view'. Double attached 
garage. 
Easy G l or F H A financing. .Va­ 
cant for quick occupancy. 


Long, Low Rambling 
Rancho! 
Sleepy Hollow 
$28,750 
Ju st listed! M ust be sold! 3 mas­ 
ter sized bedrooms, 2 spacious 
tiled baths. Living-dining room 
stretches across the back over­ 
looking colorful garden and oth­ 
er fine homes. Big 2 car garage! 
Cabana! 
Includes 
top 
quality 
drapes and carpeting. A must 
see on today’s tour! ! 
REMEMBER 


SEE US BEFO RE 
YO U BUY! 
HUNDREDS 
O F FINE H O M ES AND 
LOTS FO R YO U TO 
C H O O SE FROM ! ! 
T I M M E R ' S 


901 
B 
St., Cor 3rd, 
S. 
R. 
G LE N W O O D 4-8002 
E V E S 
G L 
4-2393, G L 
3-6023 
In Exclusive 


San Rafael Area 
3 Bedrms., 2 Baths 


N EW , JU S T B E IN G C O M P LE T ­ 
ED A T T R A C T IV E RED W O O D 
RA N C H T Y P E , in a very desira­ 
ble close-in neighborhood, view 
living room, mahogany paneling, 
distinctive 
fireplace, 
view 
of 
Tam alpais, w ill have delightful 
birch kitchen, Therm ador oven 
and range, dishwasher, garbage 
disposal, dinette area, view din­ 
ing ell, 2 car attached garage, 
part basement, nearly level lot, 
select your colors. Priced right 
at $32,500, builder must sell. 
ENTERTAINING? 
IT W IL L B E A P L E A S U R E TO 
E N T E R T A IN IN 
T H IS 
N EW 
Redwood ram bler 
with 
used 
bricks 
galore. 
Everything 
is 
oversized, including the modem 
birch kitchen, living room, clos­ 
ets, 2 car garage. 3 bedrms. and 
2 baths. Even the double lot is 
loaded w ith 
natural 
beauty. 
Close to bus and school*. A ll for 
$25,000. 


HI SCHOOL AREA 
2 BEDRMS. AND DEN 
$15,750 
M O D ERN H O M E IN IM M A C ­ 
U LA T E 
C O N D ITIO N , 
C LO SE 
TO 
SC H O O LS 
and 
shopping, 
view, living room w ith fireplace, 
2 
large 
bedrooms, 
den, 
bath, 
large Kitchen w ith dining area, 
service 
area, 
large 
garage, 
fenced, very attractively land­ 
scaped. 
Sm all 
down 
payment 
considered. 


Reich Realty 


R E A L T O R - IN SU R A N C E 
1520 4TH ST., S.R. 
G LEN W O O D 4-6064 
E V E S . C A LL G L 4-6729. 
G L 3-1931 O R G L 3-7849 


FIRST TIME OFFERED 
Owner being transferred, this 3- 
bedrm., 2-bath home to be sac­ 
rificed 
for 
$17,950. 
Perfectly 
landscaped front & back. Beau­ 
tifu l red tile patio. Fam ily kit­ 
chen. 
Im m aculate. Im m ediate 
occupancy. Close in San Rafael. 


VETERANS 
PH O N E F O R A PPO IN T M EN T . 
W e have 3, three-bedrm., 1 *4 - 
bath homes ready for immediate 
occupancy. 
Nothing 
down 
to 
qualified veterans. Enjoy being 
in your own home during the 
holidays. 
TARRANT 


PH . G L 3-6220 
3570 Redwood Hiway, San Rafael 


DON'T T H R O W STONES 
If you buy me, as I have loads 
of floor to ceiling glass. I ’m new 
and modern with lots cf charm. 
I have 3 bedrooms, 2 tile baths, 
therm ador kitchen and 2 fire­ 
places w ith BBQ . I ’m tops in 
construction and open to offers 
or trade. A D A M S & W A T T , G L 
3-4280. Eves. G L 3-3757. _ 


For The Choosey Buyer 
A rtistic 2 bath home, nearly new, 
with 
detached 
income " unit. 
Close in, nice view, 2 car gar­ 
age. $27,500. 
SO LO N REALTY 
Phone Corte Madera 201 


B. V. Pingree, Realtor 
306 T A M A LP A IS D R IV E 
Corte Madera 1158 
Sr**. Corte Madera 790 or 1380 
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Rose Paul Really 


Be Thankful 
This Thanksg iving 
In Your Own New Home 


$500 D O W N 
Handyman s Special 


Not fancy for sure, but a little 
aint and fixin’ would make this 
bedroom cottage quite livable. 
This home is in a sunny section 
of San Anselmo—has a large 
fam ily size kitchen. Level patio. 
Fu ll price is $6.950 with $500 
DO W N. Owner w ill carry bal­ 
ance w ith m onthly payments of 
$65 per month. 


$ 12,200 
Park-Like Selling 
If you have been looking for a 
home w ith charm that is se­ 
cluded for privacy yet close to 
transportation 
and 
shopping, 
have us show you this 2 bed­ 
room, 2 bath D O LL H O U SE. 
Only 5 years old. Owner w ill 
help on financing, so try $1,500 
down. 


$16,950 
3 Bedrooms, 2 Baths 
BR A N D N E W ! This M O D ERN 
3 bedroom, 2 bath has all the 
latest features — birch kitchen 
cabinets, garbage 
disposal, 
for­ 
m ica 
counter 
tops, 
thermador 
oven and range, used brick fire­ 
place. Good size rooms, ample 
closet 
space, 
convenient 
floor 
plan and nice patio area. Sunny 
location and a wonderful home 
for a growing fam ily. Easy fi­ 
nancing—S E E TO D A Y. 


$23,500 
Under Construction 
Have the T H R IL L of watching 
your own house grow! Excellent 
floor plan, 3 bedrooms and 2 
baths. Spectacular view of M t. 
Tam alpais 
from 
large 
living 
room. Lavish use of brick around 
fireplace 
and 
raised 
hearth. 
Only 3 blocks to bus and stores. 
You won’t have to be a chauf­ 
feur to your youngsters in this 
convenient 
close 
in 
location. 
S E E IT N O W while you have 
time to be your own Interior 
decorator. 
Rose Paul Really 


ON T H E M IR A C L E M IL E 
2070 Fourth Street 
G LEN W O O D 4-7523 


KENT 
WOODLANDS 


★ 
★ 
★ 
View Lot 
Approximately % acre, easy to 
build on, close in, w ith trees, 
sun and view. This is a very 
good deal and it won’t last long 
at only $6,000. Exclusive. 
★ATTENTION* 
Esiaie Buyers 


W e have 6 top notch properties 
in the finest of neighborhoods. 
From $28,400 to $46,000. A ll of 
which appeal to the very dis­ 
tinctive taste. If you are look­ 
ing in this price range by all 
means call us for an appoint­ 
ment to inspect these lovely es­ 
tates. 
SHANGRILA 


M arine view on a knoll site of 
% acre plus; no stairs. Lots of 
outdoor 
level 
area; 
mature 
shrubs, used brick, m ajestic live 
oak beside a big rock that looks 
like a king size Blarney Stone. 
Ranch type. 2 bedrooms, big liv ­ 
ing room, tile bath. Big double 
detached garage, extra parking 
area. One of Bret H arte Height’s 
coziest! $21,500. You 'll be glad 
you bought it. 
$1250 DOWN 
WATERFRONT 


2 bedroom, 2 baths, plus den, 
m arine view, central heat. BA Y- 
S ID E A C R ES. 
$16,750. 
★ TRADE ★ 


New 3 
bedroom, Indoor BBQ . 
used brick, therm ador oven and 
range, etc. in exchange for your 
property. 
Amazing deals avail­ 
able now including new duplexes. 
Pierce Realty 


1601 Second Street 
SAN R A F A E L 


Ph. GLenwood 3-3540 


I'M A D O G 
but gosh, what a lot and what 
possibilities I have! I ’m in the 
finest Ross area, walking dis­ 
tance to just everything. I have 
3 bedrooms, 2 baths, and enor­ 
mous living room and a large 
kitchen. I have loads of closets 
and storage space. I ’m Just beg­ 
ging for someone with some im ­ 
agination and ingenuity. I ’m ripe 
at 
$17,500 
with 
good 
terms. 
A D A M S & W A T T , G L 3-4280 
Eves. G L 3-1037. 


FABULOUS 
LAGOON HOME 
Only on* available, brand new 3 
bedrms, 
2 
fully 
tiled 
baths. 
Central hall plan, huge walk-in 
closets. Mahogany and tile kitch­ 
en, G E built-in range, oven Sc 
disposal. 
Exceptional 
detailing 
throughout. 
Level, 
fenced 
lot. 
Desirable sheltered location. On 
Corte 
M adera’s 
own 
lagoon. 
$23.000. 
MARINERS REALTY 
626 T A M A LP A IS D R IV E 
C O R T E M A D ER A 1515 


SEEN O A K M A N O R ? 
A. R Roumiguiere Inc. 
804 SAN A N SELM O AVE., S.A. 
Ph. G L 3-6630, G L 3-1598, 
G L 3-9589 
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"Livewire 
Lindskog" 


3 Bedrms., 2 Baths! 
New! $23,800! 
Beautiful Sleepy Hollow! On a 
bull-dozed level shelf! Southern 
exposure. Sun all day. Modern 
conventional. Sliding giass walls 
open from living room to patio, 
huge brick fireplace. Therm ador 
kitchen, 
woodsy 
interior 
w ith 
exposed beams. No steps. Vi acre. 


$1500 Down! 
Only $9,250! 
2 Bedrms., W hite Rustic 
Large 
level 
lot. 
Sunny. 
Easy 
level walk to school. Venetian 
blinds, harwood floors, service 
porch. W h y so cheap? This out 
of town owner wants to liquidate. 


Veterans $300 Down 
3 Bedrms., $13,950 
Fireplace, hardwood floors, large 
kitchen, w ith dining area, tile 
bath, like new. 


3 Bedrms., $15,9501 
5 Years Old! 
Room y! Large kitchen, large din­ 
ing area, out back a charm ing 
patio, private, sheltered, 
level, 
oak trees, very close to school, 
fireplace. 
Owner 
transferred, 
owner w ill help in any way pos­ 
sible to sell the house, such as 
financing, etc. 


Family Room! 
Big Kitchen, 3 Bedrms. 
2 Baths, $23,000! 
Ju st 
up 
from 
M iracle 
M ile. 
Handiest location in all M arin 
County. Southern exposure. The 
living room looks out over beau­ 
tiful Ross Valley & M t. Tam al­ 
pais. 2 stall showers. Oak plank 
flooring. 
Central 
blower 
heat, 
shake 
roof, 
some 
blinds 
and 
drapes included. 


Phone Salesmen Below 


A N Y T IM E FO R IN FO R M A T IO N 
O R A P P O IN T M EN T 
"Livewire 
Lindskog" 


910 Irw in St., S.R., G L 4-0832 


PH D N E E V E S . 
G L 3-8321, G L 4-6643, D U 8-6994 
G L 3-6930 or D U 8-0336 


Bayside Acres 
A perfect home for those 
desiring a view, a little p ri­ 
vacy and a nice level rear 
yard w ith patio, lawn and 
fencing. 7 years old and in 
excellent condition. 2 bed­ 
rooms, 1 bath plus m aid’s 
quarters on 
lower 
level. 
Living-dining room com­ 
bined with balcony for out­ 
door eating and sunning. 
Plenty of 
storage 
space. 
Large lot. O W N ER S A Y S 
“ S E L L ”—all 
offers 
sub­ 
mitted. $22,500. 
Parmelee Really 
R T . 1, B O X 624 
San Pedro Road, San Rafael 
GLenwood 3-5373 


Stone Realty 


"Ask Those W e've 
Served" 


SLEEPY H O LL O W 
3 bedroom, 2 bath home a ll on 
one floor on approx. an A C R E 
site. Bulkheads — buckets 
of 
paint — and landscaping would 
turn this into your dream house. 
F IN A N C IN G can be arranged! 
O N LY $14,800. 
Stone Realty 


Multiple Realtor 


2228 4th St., S. R., G L 4-5722 


GEE, I W IL L G l 
And I ’m a real cutie, brand new 
and chic, just meant for young 
moderns. A ll my rooms have 
natural exposed beams and I 
have a mahogany paneled fire­ 
place. I have a dining room, and 
my kitchen is a homemaker’s 
dream w ith G E stove and oven, 
birch cabinets, dishwasher and 
disposal. I have 3 cheerful bed­ 
rooms, 2 tile baths, and good 
closets. O f course, I have central 
heating and hardwood floors and 
I ’m tops in construction. M y lot 
is level and I am situated among 
very expensive homes. I ’m yours 
im m ediately and for just $18,000. 
A D A M S & W A TT . G L 3-4280, 
G L 3-4755. Eve3. G L 4-0636. 


LEASE O R SALE 
Studio 
home. 
Level, 
close 
in, 
completely redecorated. Garage, 
workshop, 
completely 
fenced. 
Stove, r e f r i g e r a t o r . $11,000. 
Terms. 
O r 
lease 
$80 
month. 
Suitable for couple. Sm iley, G L 
4-1321 or G L 3-7852.___ _____ 
C LO SE in San Rafael, never of­ 
fered before. Large 2 bedroom 
ranch 
home, 
separate 
dining 
room, beautiful level lot, $2,500 
down, easy financing. Speculat­ 
ors’ attention. R-3 zoning. Call 
G L 
4-6983 
or 
evenings 
G L 
3-5139. 
!! T W O IN O N E !! 
M AKES IN C O M E FUN 
Yes, your life and your tenants 
can be completely private when 
you own these 2 lovely homes on 
this large level lot. Owner has 
choice of 2 bedroom or 3 bed­ 
room bungalow—rent the other. 
Close in location. Always rented. 
Here is your easy way to live well 
and have an income besides. In ­ 
vestigate today! 
Owner wants 
offer! Asking $19,950. Call eve­ 
nings^ M R. K IN G . GLM-3916. 


APARTM ENT H O U SE 
W ith in walking distance of bus 
and shopping. W ill gross approx- 
$14,000 per year. Good financ­ 
ing available. Price $89,500. 
Marin Town & Country 
3rd and D. Opposite Post Office 
S. R. G L 4-3145. Eve*. G L 4-4518 
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GRAND 
OPENING 


WESTERN ESTATES 


3 Bedrooms, 2 Baths 


• Huge living room 


• Large fireplace 
• 2 baths, stall shower 


• 3 spacious bedrooms 
• Hardwood floors 


• Sliding 
glass 
door to 
patio 
• Mahogany cabinets and 
doors 
• Kitchen exhaust fan 
• Garbage disposal inch 
• Snack bar 
• Forced air heating 
• 2 car garage 
Choice of Colors 
Paint, tile and 
linoleum 
throughout house. 
Curved sidewalks and all 
utilities in and paid for. 
Lot up to Va 
acre and 
many other deluxe fea­ 
tures. 
No Down Paymenis 
To Vets 
$75 PER MONTH 
Incl. Principal & Interest 
★ MODEL HOME 
OPEN ★ 


D R IV E U P 101 H IG H W A Y TO 
N O VATO 
B LV D . 
(N O V A TO ). 
T U R N 
L E F T 
AND 
FO LLO W 
S IG N S ON N O VATO B LV D . 
KIT-MAX 
CONSTRUCTION CO., 
INC. 


N O VATO —Ph. TW inbrook 2-2319 
SA N FR A N C ISC O B A 1-2032 


Immediate Occupancy 
Yes, you can move 
right 
into 
this cute 
2 
bedroom 
spotle.s* 
home, close in to San Aruselmo. 
Nice size living room with fire ­ 
place, large dining area, con­ 
venient kitchen, 
stall 
shower, 
cement patio and minimum of 
S 
ard work. Low down payment 
3 G l. Good financing to non 
vet. M ay consider leasing with 
option to buy. Price $13,000. 


Seeing Is Believing 
4 bedrooms and 2 baths in San 
Rafael. O nly 
7 
months 
old. 
Lovely over-size 
living 
room, 
w ith view windows, a fu ll size 
dining ell, and delightful kitch­ 
en. 2 bedrooms up and 2 down 
w ith inside 
and 
outside 
en­ 
trances. Ideal 
for 
in-law* 
or 
large fam ily. Oversize 2 car gar­ 
age. W ill G l w ith 
10% 
down. 
Price $19,750. 


Ted F raize, Realtor 


DEL MONTE REALTY 
M U L T IP L E R E A L T O R S 
2042 4TH ST., SAN R A F A E L 
Ph. G L 3-5142. Eves. D U 8-4262 
G L 3-2494, G L 3-6700 


NO STEPS 
' NO HILLS 
Absolutely level house Sc yard. 
W alk frt>m living room or sep­ 
arate dining room to patio. 2 
twin size bedrms. Tile bath, and 
good size kitchen. I block to 
store Sc bus. Owner ready to 
move. $17,500. 
R. N. CLAYTON 
R E A LT O R - IN SU R A N C E 
509 Fourth St., San Rafael 
G L 3-3936 
G L 3-5085 


V IE W ! ! 


One of the county’s most gor­ 
geous panoram ic views. Nearly 
level 3 acres. Stores and bus 
w ithin 5 blocks. Owner requires 
cash. W ill sell entire view par­ 
cel for only $15,000! 
W h at a 
value! See this TO D A Y. 


R. L. S. DO GGETT 
R E A L T O R 
21 Poplar Ave., Ross, G L 3-3360 


VETERANS SPEC IA L 
Darling 2 bedroom home, 3 years 
old. On large, level sunny fenoed 
lot. Nice patio, fireplace, car­ 
port, near pool. W ill G l $11,950. 


REDUCED TO $17,950 
1 year old, 3 bedrm.. 2 bath home 
on a gorgeous level knoll. W ith 
m arine view. Used brick fire­ 
place, raised hearth, dishwash­ 
er, double garage, owner trans­ 
ferred. M ust be sold. $2,300 down 
to G l. 


LOUISE V. W A L S H 
735 S IR F R A N C IS D R A K E B LV D . 
M U L T IP L E R E A L T O R S 
S. A . PH . G L 3-1963 
O PEN SU N D A Y S 


DOLL H O U SE 
The 
cutest thing you’ve ever 
laid your eyes on. Compaction 
of charm, story book garden, on 
a shady street in the heart of 
San Rafael. Close to everything 
im portant. 1 large bedroom with 
an alcove. Priced at $10,250 for 
quick sale. 
DE LU 
300 S. F. Drake. S A.. G L 4-5600 


DRIVE BY 
813 Fifth Ave., S.R. 
46x116 commercial 
zoned 
lot. 
Present income of $270 month. 
Excellent potential for offices or 
stores. Owner wants 
a 
quick 
sale. C all M r, Van Soest, eves. 
GL 3-1229. 
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Western Living Ai 
IT'S LEVEL BEST 


One 
beautiful 
acre 
of 
level 
ground has been divided into 
three 
areas, 
one 
beautifully 
landscaped, 
one concrete 
and 
brick and 14 acre fenced corral 
with horse stall. There remains 
oodles of room for a pool. In a 
wind sheltered area of lovely 
vistas 
and 
fine 
homes. 
This 
charm ing 3 bedroom ranch style 
is outstanding for its finished, 
well groomed appearance. Price 
includes all Sleepy Hollow priv­ 
ileges. $24,500. 
Kaenel-Healion- 
Morphy 
R E S ID E N T IA L 
AND 
C O M M ER C IA L 
1833 4th St., S. R., G L 3-8273 
M ultiple Listing 
Service 
Eves. G L 3-1982 or G L 3-9320 


ROSS 
Level 3-bedrm., 114-bath older 
home on 80xl70-ft. lot. 
Large 
dining room, modem kitchen 6c 
breakfast nook. 
W alking dis­ 
tance to bus Sc stores. $22,000. 


CO RTE M A D ERA 
4-bedrm., 
2-bath 
older 
home, 
completely redecorated. Spacious 
living 
Sc 
dining 
combination. 
Convenient 
laundry 
room 
off 
kitchen. 
W ired 
220. 
Asking 
$17,500. 


ROSS LOT 
Beautiful, level com er lot. 
$7,500. 


$1200 D O W N 
Cute 3-bedrm. cottage on a h ill 
with a beautiful view. F u ll price 
$7,750. 
"CROKER 
THE BROKER" 
M U L T IP L E L IS T IN G S E R V IC E 
228 Sir Francis Drake Blvd. 
San Anselmo, Ph. G L 3-9350 
Eves. G L 4-7653 or G L 3-2710 


Key-Marin Homes 


CO N VEN IEN T 
LO C A TIO N 
3 bedroom contemporary home. 
Large kitchen, electric dishwash­ 
er, garbage disposal. Fireplace, 
central heat, wonderful clim ate. 
1 year old. Price $15,500. 


H O M E O F DISTINCTION 
A D D R E SS: 
C O U N T R Y 
C LU B 
H E IG H T S . 
Spectacular 
M arin 
v i e w , 
superior 
workmanship 
makes this spacious 2 bedroom, 
2 bath home this or any year’s 
best buy. Large 
den, 
separate 
dining room, 2 car garage. Price 
$37,500. 


DUPLEX 
2 bedrooms each, central heat, 
level, well landscaped property. 
2 blocks to town. A -l construc­ 
tion. Price $26,500. 
Key-Marin Realty 
532 Third St., San Rafael 
G L 4-8654 
After 7 p.m.. G L 4-3772 
Open Saturday and Sunday 
To Serve You 
C LO SED M O N D A YS 


CORDONE REALTY 


NEAR THE HEART 
of San Anselmo is where this 2 
bedroom, 2 bath home can be 
found. The separate dining room, 
large living room and detached 
workshop or storage room all 
add up to make the desired fea­ 
tures of this older home. A ll on 
one floor. O nly a stone’s throw 
from bus. shops, churches and 
schools and set on a level lot. 
$14,000. 


A N E W LISTING 
in 
sunny 
Morningside 
Court. 
B u ilt only 1 !4 years ago and 
containing 3 bedrooms, corner 
fireplace, and sliding glass doors 
leading to the professionally de­ 
signed patio and garden. 2 car 
garage. Only 5 minutes to bus. 
{ 
;rammar and high school. Good 
inancing. $21,500. 


DO IT YO U RSELF 
This well constructed 3 bedroom 
home 
has 
excellent 
concrete 
foundation Sc hardwood floors. A 
little paint Sc polish would make 
it look like a m illion. Large liv ­ 
ing room, fireplace, separate din­ 
ing room, breakfast area, large 
level lot. 1 block to bus. stores. 
Only $14,500. Owner anxious. 
CORDONE REALTY 
Opposite Depot in San Anselmo 
G L 3-5262 or Eves. G L 3-3323 
Open Saturday and Sunday 


Darling Sunny Cottage 
Covered lanai off kitchen. Sep­ 
arate dining room. Level. Good 
area. 
G l resale 
(large 
loan). 
$13,500. 


C A SH TALKS 
For discrim inating buyer with 
good taste and a good down pay­ 
ment. Delightful, artistic house- 
plan, super-constrution. Gorge­ 
ous view from every room. M ax­ 
imum privacy, but no h ill to 
climb. 2 bedrms., 2 patios with 
oak trees, brick fireplace, plank 
floors. This home is lovely Sc 
livable. $16,750. 


"BEEH IV E REALTY" 
2044 Fourth St., San Rafael 
(M iracle M ile) 
G L 4-6771 
Eves. G L 3-2422 


W H Y KEEP M O V IN G ? 
The growing fam ily can keep on 
growing in this 6 bedrm., 3 bath 
dwelling on a level, sunny lot in 
Morningside Ct., near schools, 
buses, etc.; It w ill G l for $20,000 
or owner w ill carry back paper 
to expedite sale. 2 car garage, 
fruit trees. Price $22,000. R O SS 
V A L L E Y 
R E A L T Y , 
Kentfield, 
Ph. G L 3-7240. 


MUST H AVE A C TIO N 
N ifty 2-bedroom, clean, neat, on 
level, 
fenced, 
landscaped 
lot, 
close In. It’s a pickup at $11,750. 
Goss, GL 4-6686, larkspur of­ 
fice SL 
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★ 
★ 
★ 
★ 


G l. A PPRA ISED 


$15,500 


A low down pavment w ill buy 
this pretty ranch-style home. 3 
B IG bedrooms, central gas heat, 
Swedish modern fireplace, large 
kitchen w ith breakfast nook, tile 
bath and 
glass-enclosed 
tub. 
Huge L E V E L lot w ith patio and 
nice landscaping. Ju st 2 years 
old in a sunny dry location and 
a great place to raise a fam ily. 
If you are not a V E T you can 
take over owner’s 4% loan. 


TRADE— TRADE 
$15,950 


Owner no longer needs this 4 
bedroom, 2 bath home and would 
consider trading for a sm all 2 
bedroom house. There is a large 
rumpus room too—so ideal for 
children’s 
winter 
play 
space. 
B u ilt in 1949 and in excellent 
condition. Sunny, lovely view, 
good San Anselmo district, w alk­ 
ing distance to fine grade school. 


SEE AND C O M PA R E 
$29,950 
M ake your own comparison on 
the basis of quality and floor 
space and you’ll recognize the 
sound value in this attractive 
and 
im m aculately 
m aintained 
home. F O U R bedrooms, T H R E E 
baths, plus large knotty pine 
playroom. T W O fireplaces, cen­ 
tral hall plan, stunning Birch 
kitchen 
with 
dishwasher 
and 
waste disposal, 2 car attached 
garage. Fenced landscaped prop­ 
erty in one of San R afael’s most 
desired areas. W e w ill be happy 
to show you this fine property 
any time at your convenience. 


$27,000 
ESTATE SALE 
This home w ill be sold not la t­ 
er than Dec. 4th at the highest 
price offered over the appraisal 
in order to close estate. Here is 
your opportunity to purchase a 
fine home at a proven R IG H T 
P R IC E . Ju st 4 years old, 3 bed­ 
rooms, 
2 
baths, 
central 
hall 
plan, forced air heat, 2 car gar­ 
age and excellent storage space, 
w e ll landscaped, big patio, plen­ 
ty of room for a pool. VA C A N T 
— inspect anytim e. 
LISTINGS NEEDED 


BUSINESS IS G O O D 
Let Us Sell Your Home, 
Lot or Income Property 
WOODSON 


REALTY C O . 


2202 4th Street 
SAN R A F A E L G L 4-8500 


4 Tunstead 
SA N A N SELM O , G L 4-3100 


★ 
★ 
★ 
★ 


BRAND NEW 
$500 Dn. Plus Closing 
To G l 
3 bedrooms and fam ily room 
w ith ideal indoor-outdoor living. 
W indow walls, therm ador range 
and oven, lovely level lot, com- 
J 
letely 
fenced. 
2 
car 
garage. 
18,350. FH A financed. 
Vera Rivers 


14 R ed h ill Ave., San Anselmo 
AT T H E SH O E D R IV E - IN 
ON T H E M IR A C L E M IL E 
G L 3-3158 
E V E S . 3-1301 


2 BIG LOTS 
and a livable 2-level older cot­ 
tage in good shape (needs paint). 
Take all for $7,500. Goss, G L 
4-6686, 
Larkspur office 
81. 


Paradise Cove 


E X C L U S IV E Seafirth. New, ram ­ 
bling ranch-style homes. Com­ 
m unity pool, dock beach. Priced 
from $36,750. G Eneva 5-4751. 


Larkspur 


"N ot A Tract Home" 
F u ll 5 rooms, cozy living room 
with 
fireplace. 
2-car 
garage. 
View. $11,750. 
3 Bedrooms, Stucco 
home, large level yard. BBQ . 
Patio. Excellent condition. 
$12,750. 


4 Bedrooms, 2V i Baths 
Fireplace, 
central 
heat, lanai, 
lots of stone work. Fru it trees, 
sprinkler system. View, $1,500. 
Term s arranged. 


M ABELLE C U LPEPPER 
R E A L T O R 
21 Y E A R S R E A L S E R V IC E 
512 M agnolia Ave., Larkspur 
PH . L A R K S P U R 634-J 
R E A L E S T A T E G O SS 
Larkspur office Ph. 81 
Licensed Realtor. G L 4-6686 or 
S E R V IC E —A C TIO N —S A L E S 
M U L T IP L E L IS T IN G S 


Woodacre 


B Y 
owner, 
$10,500. 
3 
bedroom 
home. Detached garage, sunny, 
level location. Woodacre. Elec- 
tric stove included. G L 4-2515. 


Fairfax 


3 F U R N IS H E D apartments. In ­ 
come $155. Price $13,000. Fru it 
trees. Phone Fillm ore 6-6974. 


Tiburón 


V IE W LO T. Sheltered, overlooking 
Racoon Straights, San Francisco 
and East Bay. H alf acre. Phone 
Bayview 1-5417.________ _ 


Belvedere 


Lots—Homes— Income Properties 
L IS T W IT H 
N. VAN BERG EN & C O . 
51 M A IN S T R E E T , T IB U R O N 
________G EN EV A 5-0307_________ 


Strawberry Knoll> 


Spacious modern 3 bedrm., fam­ 
ily room, 2% baths, on 2 corner 
lot*. Move right in now. $27,500. 
ALEX Y O U N G R E A L T Y 
Marin Town Sc Country Center 
PHQNS DUNLAP 8-0640 
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Novata 


N EW , 
custom 
built 
3-bedroom 
home on corner lot 100x96. 1H 
baths w ith vanity, beamed liv ­ 
ing room, hardwood paneling, 
large fireplace, birch cabinets, 
barbecue, fam ily room. Central 
heat. 
2-car 
garage. 
$16,500* 
Twinbrook 2-3794.____ 
HILLTOP 
Sweeping view, extra large liv ­ 
ing room w ith picture window*. 
4 bedrooms, 
2 baths. 
Rumpus 
room with BBQ . W ork room and 
basement. 2 car garage. $27,500. 


A L E X Y O U N G R E A L T Y 
M arin Town & Country Center 
PH O N E D Unlap 8-0540 
REAL BUY 


* 
Commercial Lot 


Located in Novato, the fastest 
growing area in Northern C ali­ 
fornia. 
P R IC E TO S E L L A T $8,500 
An older 2-bedroom home in­ 
cluded. Low down may handle. 
H U R R Y ! These kind don’t last. 
BELLUCCI 
REALTY C O M PA N Y 
7464 Redwood Highway 
T W 2-2231, T W 2-2631 Eve*. j 


ROTH REALTY 
M U L T IP L E R E A L T O R 
877 S W E E T S E R A V E N U E 
P R O P E R T Y M A N A G EM EN T 
T W IN B R O O K 2-3770 or 2-2090 
FO R A B E T T E R B U Y S E E 
NORTH M ARIN REALTY 
M U L T IP L E R E A L T O R 
1212 G rant Ave., TW inbrook 2-9624 
Eves. TW inbrook 2-9430 


G E O R G E PEA RC E 
M U L T IP L E R E A L T O R S 
M achin Ave., Next to Post O ffic« 
TW inbrook 2-2418 D ay or Night 
Gl RESALE 
$1,000 down payment. 3 bedrm*, 
V/2 baths. 2-car garage. Picture 
windows, fireplace, central heat» 
garbage disposal, fenced yard. 
Patio. $16,000. 


SECLUDED 
1 l/i acres, level and rolling. Oak 
trees. View. Can be subdivided. 
$19,500. 


NEAR TO W N 
1 bedroom house, living room 
with fireplace. 
Lot 75 x 135. 
Beau tiful view. 
A ll utilities. 
$9,000. 


SM A LL FARM 
% acre level. 
2 bedroom house. 
Picture window. Fireplace. 2 car 
garage. 
Sm all chicken house. 
Fru t trees and shrubs. 
$15,500. 
KNUTTE REALTY 
P IO N E E R 
F IR M 
O F 
N O VATO 
101 Highway at Stoplight 
Phone TW inbrook 2-9235 


Mill Valley 


B E A U T IF U L N E W H O U SE 
M ust be seen to be appreciated. 
2 bedrooms, 2 baths, fireplace 
upstairs and down, 
sun 
deck. 
Spectacular view. Rumpus room. 
Downstairs 
uncompleted. 
Easy 
financing. See 
owner 
except 
Friday, 18 Buena 
Vista, 
M ill 
Valley. Phone D U nlap 8-3082. 


LITTLE FARM 
Over 2 acres w ith oak trees. 20 
minutes from S.R. Sm all 2 bed­ 
room home, divided into 5 lot*. 
Approx. V% acre each. $14,950. 
DON GEDDES 


R P i T T O P 
447 Miller Ave. Mill Valley 
D U 8-6160 
Tib uron Blvd., Tiburon 


G I 
R E S A L E . 
$13,000 
loan7 $85 
month including insurance and 
taxes. Close in. non tract Cape 
Cod 
home 
with 
2 
bedrooms 
downstairs, plus large attic for 
2 more. Level. 10,000 sq. ft. lot 
w ith lawn and patio. 6 months 
old. Total price $15,800. D Unlap 
8-6839. 


Ross 


Ross View Home 
Enjoy entertaining in your own 
sky room. 4 bedrooms, 4 baths, 
m aid’s room, library, 
bar 
and 
solarium. Dishwasher and dis- 
i 
iosal. 2 tile patios. 
B B Q w ith 
ireplace. $55,000. Open for of­ 
fers. G L 4-1574. 


G O O D 
Striking 2 bedrm. 2 bath w ith 
crisp modern exterior lines. Big 
living 
<fc 
dining 
combination 
with 
M O N T E 
C R IS T O 
stone 
fireplace and redwood doweled 
wall. Big bedrms, large closets, 
thermador 
kitchen. 
3 
rooms, 
guest cabin finished in E arly 
Am erican style. Trim sunny gar­ 
den. Lot 75 ft. wide. 
$25,950 


RO SS 
Trees, view, close in. 3 superb 
features that add to the enjoy­ 
ment of this fine 4 bedrm., 2% 
bath home. Gracious well-pro­ 
portioned living room w ith fire­ 
place, sep. din. rm. Bsm t. hobby 
rm. or den w ill appeal to you a* 
that very necessary extra space. 
Close 
in, 
sunny 
site. 
Asking 
$28,500. 
E X C L U S IV E W IT H 
Fa rrington Jones & Son 
Established in M arin Since 1916 
Opp. San Anselmo Sta. G L 3-6891 


Out Of County 


GRAD E A DAIRY 
F O R 
S A L E 
O R 
L E A S E 
Located 1 mile east of Sebasto­ 
pol. 120 cow herd, mostly Je r­ 
seys. Very high production. In ­ 
cludes 2,800 lbs per day, grade A 
contract w ith Petalum a co-op. 
A ll farm and irrigation equip­ 
ment included. Has 110 acre* 
irrigated pasture, about 50 acres 
of 
hay 
land, 
and 
about 
50 
acres of dry pasture. Excellent 
buildings. A real money-maker. 
Illness forces sale or lease. Best 
& Feaks 
Realtors, 
158 
Santa 
Rosa 
Ave., 
Sebastopol, 
phone 
2110. 


San Geronimo 


O N E A C R E, good 2 bedroom hom^ 
fine garden soil, fru it and w alnut 
trees. Has own well to irrigate. 
Asking $14.000. 8TROUT REAL­ 
TY. G L 4-2578. 
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Corte Madera 


Radiant heat through hardwood 
floors, 3 bedrooms, tile kitchen 
and bath. Excellent floor plan. 
Fireplace. Attached garage. Ter­ 
rific yard. Gardener’s Paradise. 
Level. Close to 
everything 
in 
Corte Madera. Only $16,750. 
MARINERS REALTY 
626 T A M A LPA IS D R IV E 
CO RTE M AD ERA 1515 
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A CUTIE 
1 bedroom plus. Plenty room for 
expansion. 
Large 
basement. 
Close in. $8500. 


SPLIT LEVEL 
3 bedrooms, 2 baths, patio. Less 
than year old. Easy financing. 
$16,250. 


2 N EW ONES 
3 bedroom, 2 baths, rustic and 
modern. Lovely setting. $19,950, 
$22,500. 


Large sunny lot. $4,300. 
Woodacre, $4,500. 
Large commercial lit, $10,500. 
Wm. E. Doud & Co. 
510 Tamalpais Drive 
C O RTE M AD ERA 1364 


San Rafael 


SPEC TA C U LA R view lot, 1 acre. 
Trees, slight down slope 
with 
ideal home site, restricted exec­ 
utive, residential. 
North 
San 
Rafael city limits. $6,500. San 
Francisco MO 4-8073. 
i bedrooms, 
living-dining 
com­ 
bination, 
central 
hall 
plan, 
weatherstripped, insulated. Va­ 
cant. Call owner, 8-10 am., aft- 
er 5 pm., G L 3-6388.__________ 
5 BED RO O M S, hardwood floors, 
fireplace, tile hath— kitchen, 
patio, lawns, re-decorated. Good 
financing. 87 Billou. Owner G L 
4-6004.__________________________ 


F A M IL Y home, 5 bedrooms, 2 tile 
baths, central heating, combina­ 
tion living-dining room. Activ­ 
ity room. Walking distance to 
schools, shopping. Hillside, ter­ 
raced, beautiful view. Give name, 
address and phone. W rite Inde- 
pendent-Journal Box 202. 
COUNTRY CLUB TRACT 
Hillside lot over 1 acre. Beauti­ 
ful view, $8,900. Sausalito 465-W. 


Petaluma 


F IN E two bedroom home. Good 
residential section overlooking 
Petaluma. Custom built. Lots of 
Mahogany. 
Splendid view lot. 
Completely landscaped. Enclosed 
by fence. Two car garage pro­ 
vides additional storage. Financ­ 
ing can be arranged by owner. 
Price $18,500. Thomas C. K irk ­ 
wood, 30 Brainerd Ave., Peta­ 
luma. Petaluma 2-9753. 


San Anseimo 


$18,500. FAMILY HOM E 
B y owner. Close to bus. stores, 
schools. Sunny location—land­ 
scaped. 3 bedrooms, separate din­ 
ing and breakfast room. Large 
modern 
rumpus 
room. 
Tile 
kitchen, bath, stall shower, par­ 
quet floors, canvas walls. Full 
cement basement. 2 car garage. 
Phone G L 3-9341. 
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DUPLEX PLUS LOT 
For A Twin 
Attractive 
1 bedroom, 
jr. 
4, 
only 2 years old, level, close in. 
Adjoining lot of 53x130 ft. in­ 
cluded in price and ready for 
similar duplex. Build and own 2 
income properties side by side. 
Exclusive. Asking $32,500. 
PRESTON 


M U L T IP L E R EA LT O R S 
2010 Fourth St., San Rafael 
G L 3-9530 


D U PLEX . 
FO U R 
starting 
at 
118 Almonte Blvd., close to Tam 
H i with a monthly gross of $780. 
2 years old, $19,500 each or will 
take some trade down. All 2 
bedroom units. 


165 M EERN A A ST., F A IR F A X 
duplex. 1 bedroom units. Rent­ 
ed $150 mo. New wooded 
area 
near Deer Park School. $16,500, 
small down. 


145 H A R BO R ST., San Rafael 
(C H EA P IE) old, 52 ft. level lot 
backs up to canal. NO W A T ER 
R IG H T S. $11,000 rented $120. 
$2,500 down. 


129 WOODLAND, SAN R A FA EL. 
Deluxe apartment. Eight 1-bed- 
room units. Gross $640 monthly 
income. 
$69,000. 
Sale 
price 
small trade with $1,500 down. 


D U P L E X LO TS. 3 on Sir Fran­ 
cis Drake across from St. R ita’s 
in Fairfax. $10.000 w ill subor­ 
dinate V% to builder. 


APT. 
S I T E £> I R FR A N C IS 
Drake. Use permit for 11 units, 
80 ft. frontage, $11,0(H) cash. 


H EA V Y C O M M ERCIAL ZONED 
lot on Woodland in San Rafael. 
Average depth 25 ft. Spur track 
at rear, all filled. $4,500 terms. 


All Prices Are Net 


Fay Williams 
G L 4-1794 
LU X U R IO U S 
New 8 unit apartment house on 
Lincoln Ave., San Rafael. 
• Individual 
forced 
air 
fur­ 
naces 
• Birchwood kitchen cabinets 
• Laundry rm., carpeted stairs. 
• Master TV antenna, stoves, 
ref rig. 
Price $79,000. Gross yearly in­ 
come 
$8,880. 
Good 
financing. 
George B aker. G L 4-7726. 
145 H A RBO R ST. San Rafael. 
(C H EA P IE) 
old. 52’ level lot 
backs up to canal. NO W A T ER 
R IG H T S. $11,000. Rented $120 
$2,500 down. P R IC E NET. Fav 
William s, G L 4-1794. 
B U P L E X . Finest San Anselmo lo- 
cation. 2 bedroom units; fire­ 
places, 
b i r c h 
kitchens 
with 
Thermadors, tree-shaded patio 
excellent storage. New. Terms’ 
A. R. R O M IG U IE R E INC. G L 
3-6630. 


Net Return 9 % 
Minimum 
180 ft. frontage x 125 ft. depth. 
Key 
Marin 
County 
improved 
C o m m e r c i a l 
property. 
125 
months net lease. Average in­ 
come $9,725 per year. Conserva­ 
tive—w ill bear investigation. 


Chas. F. White, Realtor 
332 S IR FR A N C IS D R A K E BLVD . 
SAN A N SELM O, G L 3-0922 
20 x 40 steel quonset building~on 
a 52 x 120 ft. lot. Yard complete­ 
ly fenced. Zoned heavy com­ 
mercial and manufacturing. Full 
price only $8,650. 
Marin Town & Country 
3rd and D. Opposite Post Office 
S. R. G L 4-3145. Eves. G L 4-4518 
REDMOND'S 
C O M M ERC IA L & IN D U ST R IA L 
R EA LTO R S 
1011 A St., San Rafael 
G L 4-4353 


$29,500 zonea commercial Fifth 
Ave., near Court House S. R.. 
Kaenel- Healion-Morphy 
1833 Fourth St., S. R. 
_________ Phone G L 3-8273 


21— Real Estate Exchange 


O W N ER W IL L T R A D E his equity 
in 3 bedroom home with sep­ 
arate apartment in 
Stockton, 
for 2 or 3 bedroom home in M a­ 
rin County. 
Chas. F. White Realty 
Next to Tamalpais Theatre 
332 Sir Francis Drake Blvd. 
San Anselmo, G L 3-0922 


REAL ESTATE 
FOR EXCH AN GE 
PROPERTY OWNERS 
W O ULD YO U L IK E TO 
EXC H A N G E 
your property for property in 
another city or state. We are 
exchange 
specialists 
and 
can 
show you many advantages in 
trading property rather 
than 
making the usual sale. W hat do 
you have and what do you want? 
Phone or write for particulars 
. to: 
AL FOWLER 


R EA LT O R S 
917 A ST., S.R., G L 3-9212 


W ANTED —small home or income 
for $11,000 equity Sonoma Coun­ 
ty income plus $7,000 deed of 
trust. P. O. Box 24, San Rafael. 


22— Business Oppor. 


GIFTS— TOYS 
Corner 
location—Active 
com­ 
munity—Just in time for holidav 
season. Ideal for couple—Asking 
$4,950 plus inventory. 
REDMOND'S 
Multiple Realtors 
1011 A ST., SAN R A FA EL 
G L 4-4353 
D O UGHNUT shop, fountain, sand­ 
wiches. Ideal for couple or part­ 
ners. Priced to sell. Money mak­ 
er. Terms. G L 4-5836. 
REST A U R A N T ■— Fountain 
and 
lunch—Prime M ill Valley loca­ 
tion. Business excellent. Owner 
has 
outside 
interests. 
Nicely 
equipped. $11,750. 


Kaenel-Healion-Morphy 
1833 Fourth St., S. R. 
Phone G L 3-8273 
T O B IE ’S Beauty Salon, San R a­ 
fael, offering qualified beauti­ 
cians opportunity to be in own 
business without overhead re­ 
sponsibilities. 
Modern 
booths, 
good location on Fourth St., 
Only $10 week. Further informa­ 
tion TWinbrook 2-3140, collect, 
evenings. 


23— Loans 


LOANS $25 to $2,000 on auto, 
, furniture or salary at Beneficial 
Finance Co., 1015 B St., San R a­ 
fael. Ph. G L 4-9430. 
HOM E LOANS 
Long terms — low interest rates. 
A. R. Roumiguire Inc., 304 San 
Anselmo Ave. GL. 3-6630. Eves, 
G L 3-1598. 


25— Real Estate Wanted 


19— Commercial Property 


STO RES 
AND 
A PARTM EN T 
B U ILD IN G S. Prime investment. 
6 years old. 4 stores, 2 apart­ 
ments. 100% occupancy. Price 
$42.500. A. R. R O U M IG U IER E, 
INC., G L 3-6630. 
18 x 100 FT. LO T on Second 
St., off A St., San Rafael. Must 
sold. Make offer. WOODSON 
R EA L T Y C O , G L 4-8500. 


!!! READY CASH!!! 
for lots or acreage in SR., S.A., 
Fairfax, 
Ross, 
Kentfield 
or 
Greenbrae areas. Any size, any 
_shape! Call today G L 4-8383. 
W E 
N EED 
LIST IN G S. 
CASH 
C U STO M ERS A R E W A IT IN G . 
LO U ISE V. W ALSH. G L 3-1963. 
DOCTOR 
investor will 
pay 
to 
$100,000 
for 
good 
investment. 
Can be residential, income, in­ 
dustrial, commercial, etc.; W ill 
go anywhere in M arin County. 
W rite Independent Journal Box 
199. 
‘L IV E W IR E 
LIN D SK O G ” " sells 
more houses 
than 
any 
other 
broker in 
M arin 
County. 
We 
need listings in Terra Linda and 
S a n t a 
Venetia. 
“L IV E W IR E 
LIN D SK O G ,’’ 
910 
Irw in 
St., 
San Rafael. G L 4-0832. 
LOT SPECIALIST 
For fast action list your unim­ 
proved property with the “ Lot 
Specialist” — H. K IN K A D E with 
WOODSON R EA LT Y CO. Call 
any evening, G L 3-8509. 
YO UNG executive wlth $6^500 ca sh 
down payment to purchase 3 or 
4 bedroom home in S.R., S.A., 
Ross or Kentfield areas. Could 
be some hillside. Does not mind 
older construction. Call eves. G L 
3-1229. 
LO T wanted in or near San Ra^- 
fael by individual. No cliffs or 
50 footers. Pay cash. G L 4-4883. 
N EED ED —Builder’s lots. $3.000 "to 
$7,000. 
Ask 
for 
R U P P E L IU S 
GLenwood 4-8654. 
FU R N ISH ED 
W AN TED : a real fam ily home in 
Kentfield 
area. 
4 
bedrms., 
2 
baths preferred. However any 
other nice home will do. W hat 
do you have? Call Mr. McClure 
at 
AL FOWLER 


R EA LT O R S 
917 A St., San Rafael. G L 3-9212 
FLA T S 
or 
apartments 
in 
San 
Francisco. W ill trade property I 
own in M arin County for yours 
or pay cash. Principles only. M r 
Hall, VA 4-4539. 
_____ 
Transferred to Bay Area! 
Eastern family will pay to $20 - 
000. Must have at lea*-* * bedrm. 
home Must '" v * fireplace, gar­ 
age. Pr 'er 7 :t Harte, Santa 
Venetia or Terra Li: a but will 
considc 
*hing around San 
R a'a 
Can arrange occupancy 
at 
»tilers 
convenience 
after 
Christmas If necessary. W rite 
Independent-Journal Box 175. 


25— Real Estate Wanted 27— 
Apartment For Rent 28-8— 
Homes For Aged 


★ 
WANTED 
* 
LISTINGS— RENTALS 
List your property with Pierce 
Realty, for sale, trade or rent. 


PIERCE REALTY 
1601 Second Street 
SAN R A FA EL 


Ph. GLenwood 3-3540 


FU R N ISH ED 
CLEAN, quiet, sunny room, kit 
chen and parking facilities, v 
San Rafael. $10 per week. G I 
3-9895. 
LO V ELY homey atmosphere fo: 
aged and ambulatory. TV. Nurse 
in charge 24 hours. Excellen, 
meals. G L 4-6977. 


FU R N ISH ED apartment Including 
utilities reduced to $30 to con­ 
genial middle aged couple for 
assistance to elderly lady. Close 
in 
San 
Rafael. 
Independent- 
Journal Box 208. 
F IF T H AVE. APA RTM EN TS 
Furnished 
triplex 
apartment, 
newly painted and decorated, 
picture windows facing furnished 
outside patio, automatic washer 
and 
dryer, 
garbage 
disposal. 
Management furnishes all utili­ 
ties. $95 month. 
2067 Fifth Ave., San Rafael 


29— 
Room And Board 


EM PLO YED man, across the street 
from bus depot, 228A Sir Fran­ 
cis Drake Blvd., San Anselmo. 
G L 4-7122. 
26— Houses For Rent 


FU R N ISH ED 
C UTE furnished apartment. K it­ 
chen, living room, bedroom with 
full bath. Private entrance. $75. 
Utilities included. G L 4-5509. 


LAC Y MANOR G U EST H O USE 
Now 
open. 
1129 
Sir 
Francis 
Drake Blvd., Kentfield. G L 4- 
1614. 
D ELIG H T FU L 
C O M PLET ELY and charmingly 
furnished house. Complete pri­ 
vacy on 1^ acres, yet close in. 
Detached 
garage. 
Magnificent 
living area with brick wall and 
fireplace. $125. Corte Madera 
201. 


SAN & A FA EL PR IV A T E HOME 
Board and room. Excellent home 
cooked meals. Reasonable rates 
G L 3-9729 


STU D IO 
apartment 
— 
Sunny, 
cheerful, 
furnished — electric 
plate, Frigidaire, stall shower, 
private entrance. One person on­ 
ly. Linens, utilities, heat, includ­ 
ed in rental of $50 monthly. 
Corte Madera 806-J. 


T R Y Anna M arie’s; good home 
cooking served fam ily style, at­ 
mosphere, homey, TV. 326 First 
' P a f Q P l rVT R.fiRAQ 
A R K —attractively decorated; cork 
tile floor, electrical appliances, 
large deck, landing float. $70. 
Corte Madera 1625. 


IN San Rafael 
— 
3 rooms, $80. 
Utilities included. Available Nov. 
15th. Phone G L 4-1988. 


O v I v v v f O a l J X v a l a C l f VJT 
u O D v a . 
ROOM and BO ARD 
G L 3-9945 


GRO UND floor. Nice bedroom, kit­ 
chen, bath. Everything private. 
Close in. Servicemen, wife, no 
pets. $57.50. Key 101 First Street, 
corner C, San Rafael. 


29-A— Child Care 
HO M E to share with single mid­ 
dle 
aged 
nurse 
or 
employed 
woman, Murray Park, Larkspur. 
Owner has winter residence in 
San Francisco, Call GRaystone 
4-9032. 


D AY care in licensed home. Large 
fenced 
play 
yard. 
NOVATO 
Twinbrook 2-2534. 
2 and 3 room apartments, weekly 
or 
monthly, 
reasonable. 
5394 
Redwood Hiway, adjoining Ham­ 
ilton Field. 


F U L L time mother’s care. For one 
child. GLenwood 3-5719. 
6 
months 
lease. 
Country 
Club 
Heights. 4 bedrms., 3 batns, fur­ 
nished home with heated pool. 
Terrific view, $300 per mo. F. H. 
A LLEN '& SON, G L 3-2230. 


C H ILD 
C A RE 
IN 
LIC EN SED 
HOME. FEN C ED PLA Y YARD . 
G L 4-9470. 
SAN R A FA EL, attractive 4 rooms, 
view, clean, garage. For couple 
only. No pets. $85 with utilities. 
GLenwood 3-7166. 
* 
C H ILD care, transportation fur­ 
nished to my house for Sausa- 
lito-Mill 
Valley 
area. 
Loving 
care assured. Licensed. Sausa­ 
lito 2306. 


U N FU R N ISH ED 


M IL L V A LLEY — Valley Circle. 
$65 month. Very attractive stu­ 
dio cottage. Includes stove, re­ 
frigerator and utilities. Call be­ 
tween 8 am . and noon, DUnlap 
8-0347. 


FU R N ISH ED basement a p a r t ­ 
ment, close to transportation. 
$60 month, 
utilities 
included. 
Phone G L 3-2900. 
ON the water, ideal for 2, garage, 
$100 month. Tiburon. Call G E ­ 
neva 5-4417. 
29-B— Hotels 


R O O M S — Steam heated. Low 
prices. Weekly rates. C A RM EL 
HO TEL, 830 B Street, San R a­ 
fael. GLenwood 3-7974. 


S T R A W B E R R Y 
M a n o r 
house, 
$135. 3 
bedrooms. 
Has living 
room rug and draperies. View, 
Immediate occupancy. DUnlap 
8-3303. 


3 large rooms, prettily furnished, 
level and close in, $90, includes 
H utilities. Corte Madera 201. 
3 room apartment. M ill Valley, 
lovely view. Private entrance. 1 
block 
bus 
depot. 
Automatic 
laundry. Adults. DUnlap 8-3331. 


ROOM S with private bath. 
Also 
other rooms $7 per week and up. 
Mission Inn. 720 B St., San R a­ 
fael. 
Phone GLenwood 3-9944 


NOVATO — Modern 
3 
bedroom 
home, available Nov. 20th. Phone 
Corte Madera 1479-M. 
4 rooms, upper flat, downtown 
San Rafael. $80 month, includ­ 
ing water. Lease. Redmond’s G L 
4-4353. 


3 ROOM S, near shopping, trans­ 
portation. San Rafael. Adults 
only. No pets. G L 3-5620 or G L 
4-0665. 
31— Wanted To Rent 


3 adults want 2 bedroom unfur­ 
nished house on level ground. 
Southern 
M arin 
County 
pre­ 
ferred. DUnlap 8-4116. 


$75. Four rooms. Breakfast nook, 
garage, store room, furnace, fire­ 
place. In San Rafael. Call G L 
3-6246. 


2—3 ROOM apartments. 118 Tay­ 
lor Drive, Fairfax. $52.50 and 
$57.50. Phone Fillm ore 6-6974. 
M IL L Valley, 3 room furnished 
apartment. 2 blocks to town. All 
utilities 
included, 
$75 
month. 
DUnlap 8-2543 evenings, Satur­ 
days and Sundays. 


3 bedroom, 2 bath unfurnished 
home wanted in Ross, Kentfield 
area. Lease. School age children. 
G L 3-1019. 


S T R A W B E R R Y Point, M ill Val­ 
ley. 3 bedrooms, stove, refriger­ 
ator and water. Lovely view. $130. 
Phone DUnlap 8-6936. 
3 bedrms, in Strawberry. 2 car 
garage, years lease, $150 mo. 
Alex Young, DUnlap 8-0540. 
BLUE ROCK HOTEL A?T S 
Deluxe apts., kitchens, beautiful 
sundecks; day, week, or mo. $80 
mo. up. Larkspur 1728-W. 


o 
nouse, oan rvaiaei 
or vicinity Three children. Up 
to $100. Phone DElaware 3-9057. 
T ELEPH O N E employee, wife and 
child desire 2 bedroom house or 
duplex. To $80. Call G L 3-3450, 
Room 32 after 6 p. m. 


SAN ANSELM O , 2 bedroom, newly 
painted inside & out. Large, 
level fenced lot. Garage. Adults 
only $100 month on lease. GLen­ 
wood 3-3540. 


A T T R A C T IV E studio apartment. 
Clean. View. Close to shopping, 
transportation. 
Available 
Nov. 
15th. 
Adults. 
$47.50. 
DUnlap 
8-0084. 


N EED desperately—2 or 3 bedroom 
house or apartment. To $125. G L 
3-3540. 
C H ER R Y St., Novato, New 3 bed­ 
room home, 
fireplace, central 
heating, hardwood floors. Lawns 
front, rear. 
BBQ . 
Completely 
fenced. Quiet neighborhood. For 
information TWinbrook 2-2822. 


O R unfurnished. 
1-2 bedrooms, 
view, balcony, sunny. Washing 
facilities. 
Convenient 
$52.50— 
$87.50. 95 Live Oak, Fairfax. G L 
4-2844. 
32— Commercial Rentals 


N EW concrete building; area from 
800 to 12,000 sq. ft., also parking 
and storage. Good location, San 
Rafael. G L 4-4778, G L 4-5915 


3 bedrms., elect, stove, $110 
2 bdrms, $100. 
3 
bdrms., 
fenced 
yard, 
$100. 


SPACIO US, Immaculate, modern, 
convenient, view, studio. Choice 
location Raccoon Straights, Tib­ 
K N U T T E R EA LT Y , TWinbrook 
2-9235. 
uron. Utilities included $80. G E 
5-4553. 
SAN R A FA EL. New building, just 
completed, plenty of skylights, 
four 12 x 14 double doors, 12,800 
sq. ft. 2 street entrances. G L 
3-2298. 


2 bedrooms, large living room, 
stove, refrigerator, carport, stor­ 
age 
space. 
Water 
included. 
Across from Hamilton Air Force 
Base. 
Information 
T U c k e r 
3-6014. 


FA IR F A X , new modem 2 room 
studio 
type 
apartment. 
View. 
Extra storage. TV antenna. G ar­ 
age. $90. G L 3-0064. 
SPA C E in cleaners for rent. Alter­ 
ations. dress maker or re-weav­ 
er. Call G L 4-5000. 
U N FU R N ISH ED 
D U PLEX , 3 large sunny rooms, 
porch, garden, quiet, suitable 
for couple. W ater and garbage 
included. 
No 
garage, 
$70. 
37 
Sirard Lane, San Rafael. 


A 
spacious modern 
1 
bedroom 
apartment. 
Stove, refrigerator, 
garage, electrical laundry fa­ 
cilities, water, garbage includ­ 
ed. Close downtown San Rafael. 
Phone G L 3-0304., G L 4-1127. 


L A R G E office across from bus de­ 
pot. Sir Francis Drake Blvd., 
San Anselmo. $75 per month. 
Ph. Croker the Broker, G L 3- 
9350. 
LE A SE O R SA LE 
Studio home. Level, close In, 
completely redecorated. Garage, 
workshop, 
completely 
fenced, 
stove, refrigerator. $11,000. Terms 
Or lease $80 month. Suitable for 
couple. Smiley, G L 4-1321, or 
G L 3-7852. 


N IC E 3 room office in downtown 
San Anselmo. Perfect for pro­ 
fessional 
man. 
Exceptionally 
low rent at only $55 per month. 
Phone G L 4-3100. 


C H O ICE M O D ERN APTS. 
Overlooking San Rafael’s Yacht 
Harbor. Spacious living room, 
dining ell, kitchen with break­ 
fast 
area. 
1 
bedroom, 
ample 
closets. $95 per month. 
M A RIN A A PA RTM EN TS 
320 Third St., San Rafael 
G L 4-1926, Manager Apt. 2 


A T T R A C T IV E ground floor medi­ 
cal office. 600 sq. ft. Efficient. 
Ample parking. San Rafael. Dr. 
Hedin. G L 4-2451. 
SEC LU D ED 1% bedroom, 25 Berry 
Trail, 
Fairfax. 
$75. 
Call 
G L 
3-2500. 
NOVATO office, on street, 400 sq. 
ft. $50 per mo. Beehive Realty, 
TWinbrook 2-3116. 
SAN 
R A FA EL 
Duplex, 
stucco. 
Close in. Living room, fireplace, 
dining room, bedroom, kitchen, 
breakfast 
nook, 
utility 
porch. 
Garage. Adults, no pets. Inquire 
110 Treanor St. 


N EW view apartment, completely 
insulated. Private balconies, sep­ 
arate entrances. Built-in oven. 
508 Via Hidalgo (Bon Air Rd.) 
& Sir Francis Drake, Greenbrae. 
Ph. G L 4-7171. 


R E F R IG E R A T E D space for rent. 
M arin 
County 
Ice 
Co., 
1556 
Fourth St.. San Rafael. 
M ED IC A L building, consultation 
rm., admin, rm., 3 treat rms., 1 lab. 
1 X-ray, plus recpt. rm., ideal lo­ 
cation for gen. practice in heart 
of expanding community. De­ 
tails, call GEneva 5-4554, Kram ­ 
er Co., 1700 Tiburon Blvd. Tibur­ 
on. 


G O RG EO U S large mansion type 
home. Immaculate and smartly 
modernized. Close in San R af­ 
ael 
district, 
beautiful 
level 
grounds. Only $150 per month on 
lease. WOODSON R EA LT Y CO. 
G L 4-8500. 


M ODERN spacious 3 rooms. Lots 
of glass brick. Stove, refriger­ 
ator, garage, $85. 1430 Lincoln 
Avenue, G L 4-1863.. 
LA R G E 5 room, view, newly dec­ 
orated, 2 bedrooms, living room, 
utilities paid, garage. $100. G E ­ 
neva 5-0738. 
3A— Used Cars For Sale 
R EA R Duplex near school, two 
bedrooms. Electric stove, refrig­ 
erator, garbage, garage, water. 
$110 month lease. G L 4-4300. 


B R E T E H A R T E 
Spacious 2 bedroom duplex de­ 
signed for 
easy 
living. 
Nice 
residential 
a r e a . 
Excellent 
schools. Stove, refrigerator, Ve­ 
netian blinds. Central automatic 
laundry. $87.50. 350 DuBois, cor­ 
ner Woodland. Manager Apt. 4. 
G L 4-5873. 


’49 ST U D EBA K ER convertible, ex­ 
cellent 
condition, 
must 
sell. 
Best offer takes. Call G L 3-3426. 
4 BEJJRO O M , 2 bath, close to com­ 
mute.. and., shopping... P r e f e r 
adults. Phone GEneva 5-0344. 
1949 M ER C U R Y 
station 
wagon. 
Good condition. 
Ideal 
second 
car. Private party. $450. G E 5- 
3355. 
M IL L V A LLEY . $30. Newly dec­ 
orated studio cabin, 3 rooms, 
beautiful secluded setting, sleep­ 
ing view, 
parking 
space. 
G L 
4-9527. 
4 ROOM S all newly redecorated. 
Patio on roof, steam heat. P ri­ 
vate bath. Apply 1111 Fourth St., 
San Rafael. 


*40 Ch E V R u l ET. Can be seen at 
23 Harbor Drive, 
San 
Rafael. 
Best offer. 
$70 per month. 2 bedroom cottage. 
Fireplace, large yard. No dogs. 
1 block shopping, transportation. 
Stove and refrigerator, Tam al­ 
pais Valley. DUnlap 8-5741. 
M ODERN 2 bedroom, double gar­ 
age, very good San Rafael dis­ 
trict. 1 year lease, $100 month. 
Drake Realty, G L 3-4312. 
K EN T FIELD . 2 bedroom upstairs 
flat with sunny enclosed porch. 
Large yard. Garage, stove. Near 
College of Marin, bus, stores. 
Suitable adults only. $75. G L 
3-5641. 


1954 M ER C U R Y convertible, ex­ 
tras. An exceptional buy. Sell 
reasonable. One owner. Call G L 
4-7322 after 6 p.m. 
BRA N D new duplex, 2 bedroom 
combination living and dining 
room, fireplace, central heat, on 
level lot, $110. G L 4-2940, and 
4-8756. 
’53 NASH Rambler convertible, ex­ 
cellent 
condition, 
whitewalls, 
overdrive, radio, heater, Conti­ 
nental kit. G L 4-3681. 
1 BED RO O M apartments. Modern, 
stove, refrigerator. Washing fa­ 
cilities. Parking. 
Lovely 
view. 
Close to shopping. G L 4-7554. G L 
3-3450. 
BUD'S CAR TOW N 
N EX T TO V IL L A G E IN N 
NOVATO 


W e Have Cars That 
Just W on't Quit 


5 ROOM upper apt. 2 bedrms., 1 
block city of San Anselmo. $80 
per mo. No 
children. 
G L 
3- 
5262. 
K EY -M A R IN R EN T A L 
3 bedrooms, conveniently locat­ 
B E S T in S.R. Brand new 2 bed­ 
room duplex, Thermo, oven & 
range. Level. $110 month. Phone 
G L 3-3540. 
ed 
for 
school 
and 
shopping. 
Price $115 month. Key-Marin 
G L 4-8654. 
Y E A R 
D EPO SIT 
FIN A N C E 
’55 m odels......$295 up to 36 mos. 


TO lease. Convent Area. 2 bedrm. 
home. 
Lovely 
grounds. 
Large 
kitchen, 
glassed-in 
Din. 
rm., 
central heat. $125 per mo. Iride 
E. M artini, GLenwood 4-2175, 
eves. G L 3-4369. 


28— Rooms For Rent 
’54-’53 models .. $100 up to 30 mos. 
’52-’51 models .. $ 45 
up to 18 mos. 
’50-’49 models .. $ 35 up to 18 mos. 
’48 & under .. $25 up to 12 mos. 
W e W on't Quit Selling 
For Lower Prices 
A SK FO R A D EM O N STRATIO N 
R ID E IN A 1956 PO NTIAC 
No down if credit O K 
BUD M ONCRIEF 
Finance & Credit Manager 
Twinbrook 2-2579 


SAN ANSELM O , nice quiet room, 
private home, 
employed lady. 
Call evenings, G L 3-9086. 


DO you need a rental? Talk to 
“ Livewire Lindskog,” if we do 
not have what you want we’ll 
try to get it for you. 910 Irwin 
St., 
S.R. 
G L 
4-0832, 
188 
E. 
Blithedale. M ill Valley. 


ROOM available for working girl. 
Large and cheerful. Share the 
home, fireplace and TV. Very 
reasonable. G L 4-9195 evenings. 
SAN R A FA EL, in private home, 
nicely furnished 
sunny room. 
Near bus and stores. Separate 
entrance. G L 3-4327. 
27— Apartment For Rent 


FU R N ISH ED 
FU R N ISH ED room with private 
bath for single man only. Ideally 
located for all purposes. Phone 
DU 8-1891. 


’49 Chev. 2 Door, R& H . 
Assume $24.81 monthly payments 
on approval of your credit. 
PA U L G A RD N ER M OTORS 
1612 4th St. 
G L 4-5214 
$35-$55. Larkspur. 2-4 rooms. Sun- 
decks, view, secluded. Cottage, 
fenced yard. 52 M illard, near 
Madrone-Olive. 
ROOM S, in center of business dis­ 
trict. Clean, sunny, $25 monthly 
and up. Del Monte Hotel, 703 
Bridgeway, Sausalito. Saus. 1845. 


DO DGE ’47 custom 4 door sedan, 
heater, clean, one owner. Phone 
D U PLEX . Nice living room, bed­ 
room, kitchen, bath. Close in. 
Serviceman, wife, $67.50. Key 101 
First Street, corner C, San R a­ 
fael. 


G L 4-5767. 


28-A— Housekeeping Rms 
1954 S T U D E B A K E R Station 
Wagon Champion. Beautiful red 
color, radio and heater. $1,495. 
G L 4-7882. 
RO SS. Room and bath in laree, 
attractive private home, private 
entrance, 
convenient 
location. 
$40 month. G L 4-6842. 


1 BED RO O M , living room, kitch­ 
en, dinette, bath, garage, $85. 
Doggett, G L 3-3360. 


1952 FO RD Country Squire. Good 
tires, radio, heater, overdrive, 
excellent condition, $1,350. TU 
3-7711. Ext. 3235 
A T T R A C T IV E 2 rooms, 1 block to 
bus. 
Garage, 
utilities 
except 
electricity. 
Individual 
furnace. 
241 West End Ave., San Rafael. 
28-8— Homes For Aged 
LA T E ’50 W illys Jeepster, over­ 
drive, 1 owner, excellent condi­ 
tion. GEneva 5-4553. 
W IL T S H IR E Towers Motel, 3725 
101 Hiway. Reasonable weekly 
and 5 day rates. Kitchens avail­ 
able. G L 4-3586. 


K EN T FIELD , nice ground floor 
apartment, 3 rooms, carport, wa­ 
ter and garbage. $75. No pets. 
Corte Madera 201. 


SALESM AN'S CAR 
AVAILABLE 
1955 Dodge, V-8 Royal, 4 door 
sedan. Driven by Ray Markt. 
Can be seen at J.E . French Co. 
between 9 and 10 a.m. Monday 
thru Saturday or call for ap­ 
pointment. Mr. M arkt’s new ’56 
Dodge will arrive in 10 days. 
Call G L 3-2590. J. E. FREN C H 
C O , 1542 4th S t, San Rafael. 


L O U ISE McDonald 
Rest 
Home 
has opening for ambulatory lady 
or gentleman. Private room, ad­ 
joining 
sundeck. 
Reasonable 
rates. Phone G L 3-2208. 


C UTE 2 bedrooms in San Rafael, 
close in. Large basement, chil­ 
dren’s pray area. Partially fur­ 
nished $75. G L 3-9200. 
STU D IO 2 room apartment $40, 
near transportation, utilities in­ 
cluded. 1 person preferred, no 
pets. References. Larkspur 889-R. 


A-l care given to bed and ambu­ 
latory 
patients. 
24-hour 
care 
G L 4-5962. 
Tamalpais Conva­ 
lescent Boms. 


A— Used Cars For Sale 


OK'D USED CARS 


DeLong Chevrolet 


TW O LO TS TO SE R V E YO U 


1425 4th St., Next To 
P .G & E. 
GLenwood 3-1239 


The Main Store On 
Francisco Blvd. 
GL. 3-7353 


'53 Pontiac, 3 seat 
Station Wagon. Two tone green, 
all metal. Radio, heater. 
Price ....................$1595 


'53 Chevrolet 4 door 
Light blue. Radio, heater, auto­ 
matic shift. A wonderful family 
car 
Price ........... 
$1050 


*52 Chevrolet Vz Ton 
pickup. Locally owned. 
Guaran- 


Price ......................$745 


'51 DeSoto Convertible 
Excellent condition and color. 
Price ......................$595 


Open Daily 10 A.M. 
To 8:00 P.M. 


DeLong Chevrolet Inc. 
1425 4th Street, G L 3-1239 
550 Francisco Blvd., S .R , 
G L 3-7353 


1950 Triumph Mayflower, 5 pas­ 
senger. 
Excellent 
condition. 
Economical. Good second car. 
$425. Larkspur 67-M.____ 
1954 Cadillac hardtop coupe, ex­ 
cellent condition, 12,000 actual 
mileage. $3,990. Private party. 207 
G Street, San Rafael. 
1948 Pontiac station wagon. Fine 
engine, tires and interior. Fair 
Body._ $225.00 Sausalito 1217-M 
1951 Chevrolet club coupe. Radio 
and heater. Like new. Original 
owner. 
$700. 
Phone 
DUnlap 
8-6439 or GLenwood 3-5465. 
S H IP P IN G O V ER SEA S — taking 
over payments buys you a 1955 
Mercury. 2 door, radio, heater, 
white sidewall tires, tutone yel­ 
low and green. 6,000 mileage, 
Sgt. J. E. McClure, 338 Bayview 
St., San R afael.________________ 
BA R G A IN —$595. Dodge Diplomat 
1950, hardtop. Gyromatic, radio 
and heater. Fine shape. See at 
Boates G arage, Sausalito.______ 
’51 NASH 4 door super sedan. Ra^ 
dlo, 
heater. 
Tires, 
upholstery 
and paint excellent. $25 month 
to prompt payer. Private owner. 
DU 8-2637. 
’47 B U IC K Roadmaster converti­ 
ble. Completely rebuilt mechani­ 
cally within past year. $200. G L 
4-2959 after 6. 
1941 Buick. 4 door sedan, ’49 en- 
gine, with heater. Very good 
condition. 
Asking 
$150. 
G L 
4-9585._____________________ - 


TIP-TOP SPECIALS 


DOW N PA YM EN T 
’53 Plymouth club cpe. 
$205 
’47 Kaiser 4 door ............ 
$45 
’51 Frazer 4 dr. O J3.................$140 
’48 Ford 8, convertible, cus­ 
tomized ___ 
$105 
’47 Chev. 2 door 
........ 
$80 
’52 Buick Special 4 d r . 
$230 
’46 Pontiac 4 dr, _________ 
$95 
’54 Ford Courier _______....___$350 
’53 Chev. Sport Coupe P G $325 
’50 Dodge Coronet 4 dr. ____ $140 
’51 Nash 4 door, O D _________ $125 
’52 Kaiser Man. 4 dr., hydra ~ $175 
’51 Kaiser Deluxe OD...'._____$175 
’52 Plymouth Bel hardtop _...$215 
’49 Chev. 4 door, Fleetline „.$150 
’52 Dodge 4 door ____________ $170 


PH O N E LA R K S P U R 650 
Open 9 a.m. to 9 p.m. 
Including Sundays 


HIL PROBERT MOTORS 
DeSOTO - PLYM O U TH 


Town & Country Motors 
VO LKSW AG EN 
SA LES AND S E R V IC E 
609 Francisco Blvd., S.R. 


31nbfjnmfant-3JourtiaI. Thursday, Nov. 10, f 955 
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TOWNE-MARTIN 
N E W 
C A R 
Lincoln-Mercury Dealers 


2 USED CAR LOCATIONS 


1560 Fourth Street 


325 Francisco Blvd. 


GL. 4-5717 


GL. 4-4228 


M UST sell before December. 1955 
2 door Ford, radio, heater, less 
than 3,500 miles. G L 3-8995. 


Tamalpais Motor Sale8 
FORD DEALER 
M IL L VALLE Y . DU 8-2241 
SW EENEY BRITISH CARS 
SAN AN SELM O 
G L 4-6515 
Open weekends, Mon-Fri. till 9 
1951 C H EV R O LET Belair coupe. 
Radio, 
heater 
tu-tone 
paint. 
Good mechanical condition, all 
good tires including spare. 1731 
4th St., San Rafael. G L 4-7417. 
1951 A U STIN 4 door sedan, radio, 
heater, excellent condition *450 
G L 4-1411. 
1955 
C H EV R O LET - sedan, 
1,400 
miles, $1695. 33 Richmond Rd., 
San Anselmo, Apt. 206. Call be- 
tween 5 and 7 p. m. 
1954 C H EV R O LET 2 door sedan, 
radio, 
heater, 
clean. 
Original 
owner. G L 4-6547. 


Top Deal at 
J. E. FRENCH CO. 
Dodge Plymouth Headquarters 
1542 4th St., S.R., G L 3-2590 
4 DOOR Hudson 6 sedan. Guarani 
teed excellent condition, radio, 
heater. Terms. Now, all day Sun­ 
day. G L 3-3930. 
C AD ILLA C 1953 4 door sedan. Tu­ 
tone 
white 
over blue, power 
steering, brakes, windows, elec­ 
tronic eye, radio, heater. $2,400. 
Phone 
N o v a t o , 
TWinbrook 
2-3556 after 5. 


DRIVE OUT TO 
595 Francisco Blvd. 
ON IN N ER ROAD TO F E R R Y 
FOR A GO OD 
USED CAR DEAL 
ROSSI GARAGE 


1951 FO RD 6 custom club coupe, 
radio, heater, overdrive, excep­ 
tionally clean. Phone evenings 
G L 3-2357.__________________ 
. 
1955 Ford 8 passenger country se^ 
dan. Fairlane style, with fordo- 
matic. Radio, heater. Powerpack. 
(182 h.p.). Only owner. 11,000 
mileage. $2350. Phone G L 3-8839. 
311 I rwin St., San Rafael. 
1950 Hudson, 4 door sedan~Very 
clean, good condition, 2nd car, 
private party. Must sell, asking 
$325. G L 4-8136. 


For Your Pride, Pleasure And Protection 


VISIT US TODAY 


W H ERE YOU W ILL SEE A FINE SELECTION OF 


Safe Buy Used Cars 


"55 MERCURY CUSTOM 2 DOOR................$2,395 
License 
1F2276. 
Radio, heater, mercomatic, whitewall tires, 
tu-tone paint. 
Hurry on this one. 


'53 LINCOLN CAPRI 4 D O O R ........................$2,145 
Radio, heater, dual range, hydramatic, power steering, power 
brakes, tu-tone paint, whitewall tires. 
Truly nothing could be 
finer. 


'53 BUICK RIVERIA C O U P E ............................$1,695 
Radio, heater, dynaflow, power steering, power brakes, whitewall 
tires, tu-tone paint. 


# 
’53 PLYMOUTH SUBURBAN STATION W A G . $1,195 
All metal. Heater, low mileage, original finish like new. 


'54 DESOTO FIREDOME V-8 4 DOOR 
$1,695 
Radio, heater, automatic transmission, power steering, power 
brakes, whitewall tires, original dark green finish like new. 


'52 MERCURY CONVERTIBLE..........................$1,445 
Radio, heater, overdrive, whitewall tires, new white top, dual 
exhaust. The sharpest in Marin. 


'54 FORD VICTORIA CO UPE 
$1,795 
Radio, heater, overdrive, tu-tone blue and white finish. Positively 
like new. 


'53 FORD RANCH W A G O N ........................$1,495 
Two to choose from. 
Tip-top in every respect. 


'51 MERCURY CLUB CO UPE ....... 
$845 
Radio, heater, whitewall tires, tu-tone paint. Far above average. 


'51 CHEVROLET 2 DOOR 
...........................$695 
Radio, heater, power glide, whitewall tires. A black beauty. 


Many More To Choose From 


SEE US SOON 


NEW CAR STORE 
Third and Lincoln 
OPEN 


Monday Through Friday 


8:30 A.M. To 9 P.M. 


Saturday 8:30 A.M. To 6 P.M. 


GL. 4-5411 


34— Used Cars For Sale 
34— Used Cars For Sale 


For Your Protection 
BUY ONLY A 
Notarized 


USED CAR 


'55 Packard Custom 
License 7A57318. Const, hard “ 100” 
53 Packard 300 4 door 
'53 Packard 200 4 door 
'52 Packard 200 4 door 
'51 Packard 300 4 door 
'51 Packard 200 4 door 
'51 Packard Patrician 4 dr 
'50 Packard Super 4 door 
'49 Packard 4 door 
'48 Packard 4 door 
'47 Packard 2 door 
FRED CEBALO 
Packard Dealer 
SIN C E 1921 
831 4th St., SAN R A FA EL 


M G—TD. 1952. First class condi­ 
tion. Rebuilt engine 500 miles 
ago. $1,050. Phone G L 4-3941. 


34-A Trucks 


EQUIPMENT 
For Sale 


’53 Inter. 5H yd. dump ....$2,600 
5 speed, 2 speed Eaton 
’53 Inter. 5 yd. dump ......... $2,960 
4 speed, 2 speed Eaton 
7U D4 Cat............................. $3,250 
Hyd. sq. blade, canopy, winch 
72 D4 loader, HT4 winch .. $8,500 
’49 Ford pick-up Vz to n 
$450 
’53 Inter, pick-up Vz to n 
$700 
270 GMC 6x6 longlogger... $1,700 
Single Ax dolly 
270 GMC 6x6 shortlogger....$1,500 
’46 Reo, Rex mixer ............ $1,200 
Ready mix 2XA yd. 
Lincoln V4 arc welder ......... $250 
HAH Hough loader ............ $4,000 
New % yd. 


GLenwood 4-1376 


FO R A B E T T E R D EA L 
FO R A B E T T E R P R IC E 
FO R B E T T E R Q U A LIT Y 
See DeBeaubien 
Pontiac Co. 
374 M iller Ave., M ill Valley 
_______ DUnlap 8-6112 


MARIN MOTORS 
Studebaker pass, cars and trucks. 
W illys 4-wheel-drive Jeeps 
Station wagons and trucks 
1826 Fourth St., San Rafael 
GLENW O O D 3-4264 
Next to Pacific Telephone Co. 


B EF O R E YO U B U Y 
Any Car at Any Price See 
CORTESE BROS. 


Over 150 Cars Between Our 
Richmond and San Rafael 
Lots 
LO W P R IC ED . . . REC O N D I­ 
TIO N ED . . . G U ARAN TEED 
and BAN K FINANCED . 


IF YO U W ON’T B U Y O URS 
LET 
U S 
B U Y 
Y O U R S . . . 
W E ’R E “ C O PESET IC .” 


Immediate Cash for Your Car 
Out of State Cars Cleared 
Weekdays till 9—Sat. till 6 


1731 4th (op. Tel. Co.) G L 4-7417 
SAN R A FA EL 
1953 PLYM O U TH convertible, like 
new, one owner. 15,000 miles. 
Call G L 4-2301. 
’54 B U IC K , special. Low mileage. 
14 months old. $1800. Undercoat- 
ed. Heater. TWinbrook 2-3332. 
1940 C H EV R O LET sedan, in good 
mechanical condition and good 
tires. $75. G L 3-9394. 
1950 FO RD 4 door. Radio and 
h e a t e r . 
Excellent condition. 
Clacuft. u m . Owner, G L 3-6191. 


34-D— Trailers 


U T IL IT Y trailer, metal. Approxi­ 
mately 6’ x 4’. Asking $70. TWin- 
brook 2 - 2 6 3 6 ._____ 
H O U SE trailer, 36’. Finished in 
birch. Sleeps 4. Electric brakes. 
Excellent condition. ’55 license. 
Can be seen at Boyes Springs, 
Hi way 12 and Mulford Lane or 
Phone TWinbrook 2-2376. 
RO BIN SO N ’S T R A IL E R SA LES 
2078 Redwood Hiway, S. Greenbrae 
Insurance—Supplies—Storage 
Rollaway — Aljoa — Biltmore 


34-F— Auto Parts, Repairs 


REBUILT ENGINES 
Installed 
FA C T O PY TO YO U P R IC E S 


’42 Ford ’32-’48 
Ford ’49-53 ___ 
Chev “ 6’ 
Plym outh__ 
Dodge “ 6” ... 
Chrysler “ 6” 


$159.50 
179.50 
184.50 
184.00 
189.00 
199 00 
Pontiac & Olds, 6 cyl 199.00 
Buick .......... 
259.00 


F R E E —City Towing Service 
F R E E —Courtesy Cars 
F R E E —W ritten Guarantee 


NO DOWN PA YM EN T 
U P TO 24 M ONTHS TO PA Y 
ON C R ED IT A PPRO VA L 


Servicing California Motorist* 
For Over Twelve Years 
Anchor Engine 
Rebuilders 
Open Monday Through ^ id a y 
8:00 a.m. to 6:00 p.m. 
OPEN SATURDAY 
730 Francisco Blvd., San Rafael 
_______GLEN W O O D 4-6295 


34-H— Motorcycles_____ 


B.S.A. Bantam, 1954, only 1,000 
miles, saddle bags. A beautiful 
machine. 
$395 
takes. 
DUnlap 
8-0730. 


\ 


Marin County's Newest and 


>>•» -in.wy 
nr m igjw. 


' HÜ Hi 


Dancing Nightly to the 


CHUCK MOWER'S 


SPACIOUS 
LOU HOE 


Modem in «very detail, 


you'll discover the 


delight of comfort- 


designed chairs and 


lounges arranged to 


enjoy the charm of the 


fireplace. 


SUPPER CLUB 


* C elebrate with us our Tenth Anniversary in a newly remodeled 


. 
JT 
1& 
ancj enlarged Marvel Mar. Now more spacious and com fort- 


able than ever, you will enjoy bringing f r i e n d s to Northern 


| California's most modern and beautiful club. Treat yourself 


to the outstanding continental cuisine. A t Marvel Mar—your 


"night out" becomes something happily remembered. 


MODERN BAR 


Cocktail hour becomes an added 


►njoyment at the enlarged bar 


featuring the finest in beverages. 


PETALUMA 


Mftt VALLEY 


LUNCHEON 


s a n Ra p a el 


TIBURON 


Week Days from 11 a.m. 


BANQUETS 
For 25 to 125 People 
OPEN 
Every Night of the Week 


.*40 


DINING AREA 


No elbow-to-elbow crowding in our 


spaciou«, carpeted dining noom. 


Select from a menu unequalled in 


variety and superb taste-appeal 


On the Shores of Richardson Bay 
707 REDWOOD HWY. 


MARIN COUNTY 


GOLDEN 
GATE 


BRIDGE 


SAN 
FRAN CISCO 


rj)j 
m 


• THE FOLLOWING CONTRACTORS & SUPPLIERS JOIN IN WISHING EVERY SUCCESS TO THE NEWLY REMODELED MARVEL MAR 


Sheetmetal, Satinless Steel, and Heating by 


R. WEIER 


807 Francisco Blvd. 
San Rafael 
GL 3-1555 


GENERAL CONTRACTORS 
CHARLES O. JONES CO. 


49 Zoe Street, San Francisco 
DOuglas 2-1447 
GArfield 1-9134 


Electrical Wiring and 
Light Fixtures by 
CIMINO 
ELECTRIC CO. 


112 Spaulding 
San Anselmo 
GL 3-3646 


Concrete Work by 


CAMGROS GRAVEL 
& FUEL CO. INC. 


623 3rd Street 
San Rafael 


GL 3-4840 


Draperies by 


CASA MARIN INTERIOR 
DECORATORS 


2nd Near G Street, San Rafael 
GL 4-0502 


Refrigeration Equipment 
and Installation by 
KELLY 
REFRIGERATION SERVICE 


917 B Street, San Rafael 
GL 4-0830 


Excavating, Grading and 
Fill by 


t. K. M cCa ffrey 


30 Tower Drv Mill Valley 
DU 8-2253 


Plumbing Supplies and 
Installation by 
DENNY'S HOUSE 
OF PLUMBING 


5688 Paradise Dr., Corte Madera 
CM 881 


Carpeting by 


FIGONE PROVINCIAL 
& MAPLE SHOP 


332S Fillmore 
San Francisco 


